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LITTLE RIOTING N MAY DAY PARADES 


MORE SPENDING 


EY UNDER 


EDAYWEEK 


:abor Statistics Chief Dis- 


cusses Advantages of 


Plan for Industry 


S H I F T NOT DIFFICULT 


Economic 
Depression Has 


Forced Change Which 


Could BeJ'ermanent 


BY DAVID LAWRENCE 


Copyright, 1931 by Post Pub. Co, 
Washington—(CPA)—A five day 


"week would involve the circulation 
of several billions of dollars in the 
opinion of Ethelbert Stewart, com- 
missioner of labor statistics. 


Mr. Stewart thinks that when peo- 


ple have more leisure they undoubt- 
edly spend more money, -which 
means-Increased consumption, great- 
er ^production and more jobs. 


If only half 
tho approximately 


twenty-six million car owners would- 
use only two gallons more per week 
because- of ,their leisure time, Mr. 
Stewart explains, they would spend 


*$*£& approximately two hundred million 


more for motor fuel in a 
Amusement and recreation 
' heSjipment sales would be stimulated 
iroknew amusements developed, 
hav^hmatmg- that there are about 
stripven million -wage earners in the 


.'Ths-y, Mr. Stewart says that if 


^?tckfivere all on the five day week 
the Huici be 
indirectly a 
great 
decla|us to business. 


estimated that the total num- 
gainfully employed persons 


forty millions but this in- 


many 
teachers and others 


are already working on a five 
basis. 
j 


Sees Few Difficulties 


o.give forty million people a two 


[lay week: end would,.in the opinion 


swart, Bot bo "difficult to ac- 
becanse the .business de- 
gression lias already given impetus 


,"~to^ the movement. 


> 
-^Naturally government officials are 
not discussing at this time the ques- 
tion of whether six days? pay would 
- be given- for five days work, which 


. is,after all what the average wage 
, earner wants to know when the five 


week is mentioned. It so hap- 
however In many industries the 


•"yixrbblem of changing from a six day 
J° a flve day week has unfortunately 


solved- by tho business depres- 


Quick Trial For Slayer Of Lingle Witness!™/"! 


11 oHUI UUnlNu 
CERMAK WANTS Michael, Former Boy King 
SWIFT ACTION 
Of Rumania, Seriously III 


BY PRlKFPHTflRM8 victim of Diphtheria— 
til rnuoLuuiun 
Estranged Parents Meet! 


Bandit Confesses to Mayor1 
at Beds!de 
! 


He Killed Policeman 


Anthony Ruthy 


Ex-Monarch 111 


BUULETIN 


Chicago — CXP) — Frank Jordan 


bank robber suspect, was indicte 
at 32:25 p. m. today for the murde 
of Policeman Anthony Ruthy, whon 
he shot to death at the crowded cor 
ner of Michigan-blvd and Randolph 
st last night. 


Turn to page 13 col. 1 


TRY TO TRACE FUNDS 


LOANED BY TWO FIRMS 


San Francisco — (fP'j— The Exam- 


iner said today stockholders 
and 


creditors of the Kichfield Oil com- 
pany and its subsidiary, the Univer- 
sal Consolidated Oil company were 
seeking to trace more than $2,300,- 
000 allegedly borrowed from the two 
corporations. 


The ..investigation climaxed, said 


the newspaper, with, the filing of a 
l-cport in United States district court 
at Los Angeles by "W. C. McDuffie, 
receiver for Kichfield, and the an- 
nouncement that Richfield would de- 
fault interest payments due today 
on its bonds. 


INSISTS HE'S INNOCENT 


- 
AS HE GOES TO DEATH 


Columbus —UP)— Unshaken in his 


claim that he was a victim of cir- 
cumstances, Charles King went si- 
lently to his death in the electric 
chair at Ohio penitentiary last night 
foi- the slaying of his wife and four 
of hia five children two years ago. 


The 39-ycar-old-barbcr was electro- 


cuted at 8-13 P. M. refusing to am- 
plify earlier statements that he was 
innocent of the crime for which he 
w-as convicted. 


King was charged with 
first de 


pree murder in five separate indict- 
tents bat was tried only for the 
eath of one son, Robert. 


Chicago — (JP)— The 
law move 


swiftly today to bring Frank Jor 
dan, a confessed bank 
robber, t 
trial for the slaying last night o 
Policeman Anthony Ruthy. 


Mayor Anton Cermak took a han 


in the case last night, soon afte 
Ruthy had been shot down at Mich 
igan-blvd and Randolph-st, asserting 
that he was interested "in seeing 
that Chicago metes out justice a 
swiftly as any city in the world." 
State's Attorney John A. Swan 


son, telephoning from "Washington 
ordered his staff today to pioceed 
immediately with the case and indi 
cated that he- would return at one 
to take personal charge. 


As a result, the case was rushed 


through the usually slow .processe; 
of law with unprecedented^speed. 


Under questioning by Mayor Cer 


mak himself Jordan had confessed 
to killing Ruthy and shooting two 
other officers, one seriously. He al 
so was quoted as telling of severa' 
bank robberies. His confession was 
obtained only a few hours after the 
shooting- and spectacular chase in 
the downtown section. 


A jury hastily summoned by Coro 


ner Herman Bundesen voted at 1 
o'clock this morning to hold Jordan 
to the" grand jury for murder. 


The "state's attorney's office drew 


up1 indictment papers," called In sev 
eral witnesses to the shooting, in 
eluding Ernest 
Schaeubhn, 
the 


young clerk wh'o stopped Jordan with 
a flying tackle, and appeared before 
the grand jury before 11 o'clock. 


The sand jury was reported to 


have voted a true bill charging mur- 
der a few minutes later and plans 
for the arraignment of Jordan were 
quickly drawn up. 


Ruthy -was the traffic policeman 


who chased a man fleeing from the 
scene of the Alfred Lingle murder. 
He once identified Frank Foster, 
Chicago gangster, as that man, but 
during the recent traial of Leo 
Brothers which resulted in Broth- 
ers' conviction, Ruthy testified that 
he was subject to seeing ".visions," 
that he saw a "vision" at the time 
he chased the supposed Lingle slay- 
er and that his mind was a "blank" 
on the day he identified Foster. 


The slayer, who maintained at a 


coroner's inquest last 
night that 


someone who he did not identify fired 
at him first, was pursued through 
the crowded streets by. two police- 
men and Ernest Sehaenblin, former- 
ly of Berne, Switzerland, and one 


Turn to page 4 col. 5 


REVEALS OUTBREAKS 
. 
ON SPANISH WARSHIPS 


Madrid —M3)— The minister of 


marine in a communique today de- 
claring that the Spanish navy was 
loyal to the republic, revealed that 
there had been some disturbances 
aboard two warships. 


The statement said: "It is entirely 


false that there have been revolts 
against 
the republic 
among the 


Spanish tailors. There have been, 
however, two small Incidents on the 
cruiser Blaslezo anchored at Cadiz 
and on the 
destroyer 
Ferrandiz, 


anchored at Cartagena. These wcie 
not 
Communistic in 
character. 


Quick intervenjon put down the 
disturbances." 


Bucharestj Rumania —G<P)— "While 


his estranged father 
and 
mother 


stared coldly at each other from, op- 
posite sides of his sick bed, Michael, 
the boy who was king, today lay 
suffering 
with 
diphtheria, 
dread 


disease of childhood. 


Two injections of serum adinin- 


isteied by the royal physicians were 
believed to have averted serious dan- 
ger of death, although it was said 
that anxiety must continue. 
The 


crown rriace, who carries the title 
"grand voivode of Alba Julia,'' was 
running a high temperature. 


The physicians 
warned 
Queen 


Helen, mother of Michael, that she 
must not endanger her own life or 
run the risks of contagion by too 
constant attendance 
upon 
the pa- 


tient, who is nine years old. 


Helen, looked at King Carol, who 


vas standing near her in the sick 
loom and answered: 


""What is life to me? I have only 


one child. I shall never have an- 
other. My place Is at his side." 


Carol, breaking a near silence of 


months In which he is said to have 
spoken to her only from over his 
shoulder, reiterated the physician's 
warning, 
and assured her that 


Miachael, had 
trustworthy nurses 


and attendants. But 
Helen 
only 


shook her head. 


It is the second time this year 


that Michael has been ill, he having 
suffeicd from a chill and influenza 
in Januaiy. Some concern was felt 
by the .royal^ family last year at his 
tendency to obesity. Recently King- 
Carol instructed attendants to teacll 
him everything about 
automobile 


mechanics. 


Carol, called to the 
bedside of 


Michael at Helen's quarters in the 
Smaia palace, was having his po- 
litical troubles at the 
same time. 


Premier Jorga dissolved parliament 
and called new elections for next 
month against widespread 
popular 


[jrotesls. 
Crowds which 
shouted 


"iong live the king" in answer to 
the shouts of other crowds which 
cheered the new Spanish republic 
ranged the streets of Bucharest dur- 


the night. 


TAX MEASURES 


ENGROSSED BY 


LOWER HOUSE 


Schmlege Reciprocity Law 


Repeal 
Favored 
by 


Vote of 53 to 26 
• 


CROWN PRINCE MICHAEL 
Huge Plane 
Resumes Its 
Long Flight 


Las Palmas, Canary 
Islands—(IF) 


—Germanys' 
big 
seaplane DO-X 


with one American among her 17 
passengers, lifted herself off Gando 
bay at 6:27 (B. S. T.) this morning 
anl headed south in the direction of 
Ttio de Oro on the . west coast of 
Africa 
J Commander Frederick Christian 
sen expected to cover the 200 odd 
miles In three hours or less. From 
theie he is going to Bolama, Portu- 
guese East Guinea, where he hopes 
to head across the Atlantic on the 
long deferred flight to South Amer- 
ica. 


Harvey Biewton, American air- 


plane motor engineer attached to 
the big ship's staff, was one of tiie 
passenger?. 


TWO BURNED TO DEATH 


WHEN CAR HITS TRUCK 


York, Pa. —W)— Two young men 


were burned to death and four oth- 
ers seriously injuied early today, 
when their roadster crashed into the 
rear of a milk truck at Thomasville, 
near here. The dead were: Joseph 
Felty and Wilbur Hall, both of New 
Oxford, 18 miles west of this city. 
The injured are: Leon Smith and 
John "Weaver, also of New Oxford, 
who were hurled 50 feet from the 
rumble seat of the roadster; W. I. 
Eisenhart, driver of the truck, and 
iis helper, nusseH Seabright, both 
of York. 


AH were brought to a hospital 


here. Physicians said Smith's in. 
unes probably 
would 
be fat- 
al. 


The ear ran halfway beneath the 


rear of tho truck and burst into 
lames. The victims were burned be- 
•ond recognition. 


2 TRAINMEN ACCUSED 


OF SMUGGLING WHISKY 


MICHIGAN CHANGES 


MOTOR DRIVERS' LAW 


Lansing:, Mich. —CXP^— Governor 


Erucker today signed che Brady bill 
providing 
for 
i cgi'stratlon 
every 


three years, of all motor vehicle 
drivers In Michigan. 


The measure provides those hold- 


ing licenses may secure new permits 
for $1 fee. New applicants must pass 
an examination. The proceeds from 
the registrations will be used in 
financing the state police highway 
patrol. 


Gov. Brucker 
, Iso signed the bill 


making the state highway commis- 
sioner and commissioner of public 
safety members of the state board 
of aeronautics. 
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CHARGE JOBS CREATED 


BY FIRING FORESTS 


Winnipeg —(IP)— Forestry officials 


charged today that residents of iso- 
lated north county areas have been 
making jobs for themselves by set 
ting fires and hiring themselves out 
to fight them. 


Provincial and 
"Hoyal 
Canadian 


mounted police have been dispatched 
to the fire areas to put a stop to 
the job-making. Officials said mo<!t 
of the fires are far from towns and 
settlements. 


Have You 
Lost 


something? If so, find it 
the Quick way. An ad in 
the "I/ost and Found" 
column of the Post-Cres- 
cent Classified Ads, will 
tell your story to our 
70,000 dally readers. The 
finder will surely see H, 
and 
give you "n. ring." 


Give us a "ring" TODAY. 


Superior —(XP)— Two 
trainmen, 


Conductor D. A. McKenzie and 
Brakeman E. T> Bauer, both of Vir- 
ginia, Ivlinn., were at libcity today 
on bonds of ?2,000 each after offi- 
cials found 78 quarts of Canadian 
whisky m a secret compartment 
tho caboose of their fi eight tra 
Curtis M. Johnson, collector oC rus 
toms at Superior and Duluth, an- 
nounced. 


Agents boarded the Dululh, Win- 


nipeg, and Pacific freight at Ran- 
ier, Minn., on the international bor- 
der, and seized the liquor. The men 
pleaded not guilty to a charge of 


Lisbon, Portugal—CXP)—A rev- 


olutionary movement aimed at 
the overthrow of the dictator- 
ship of President Carniona. was 
discovered by the 
government 


today. Members of Ihe cabinet 
have taken refuse in the bar- 
racks of the loyal Third artillery 
regiment. 


Madison—OP)—Tw o tax measures 


were advanced in tho assembly to- 
day when 
tho bill repealing 
the 


reciprocity feature of the inheritance 
tax law and the bill to change tho 
gift tax lawr were engrossed. 


In engrossing the bill to change 


the inheritance tax law, the as- 
sembly overrode the recommendation 
of the joint finance committee. The 
vote was 63 to 26. 


By tho reciprocity feature, enact- 


ed in tho Schmiego law in 39:8, Wis- 
consin agreed not to tax the estates 
on non-resident 
decedents if the 


state in which the dependent lived 
gave the same protection to Wiscon- 
sin residents. 


Assembly m an 
Stanley 
Slagg, 
Edgerton, took a leading part in the 
arguments for the measure. lie said 
the Progressive party had gone on 
record as opposed to the reciprocity 
feature. 


The Groves gift tax bill was en 


grossed 53 to 2G. It is intended tc 
supplant a law held unconstitutlona 
v hich permitted tho 
taxation o 


gifts given within six years bcfon 
death on the ground that they wen. 
given in anticipation of death and tc 
escape inheritance ta^cs. 


The house blanked the bill to tax 


theatres which mot vigorous opposl 
,tion at its first committee hearinsr 
nil-. n - . . A j - _ 
«. ~ 
. 
_ 
** 


ALCAPONE STATES 


HE ISNT DEAD AND 


AUTHORITIES AGREE 


Chicago —(&)— A rumor, wide- 


ly circulated today, that "Scai-- 
f.ico A!" Capono was killed nnd 
his rule of Chicago gangs usurp- 
ed by an impostor 
resembling 


him, was squelched by the nuth- 
orties here. 


"The bunk," said John H. Al- 


cock, acting- police cominit.i.ioner, 
when told of the story. 


"Crazy," observed Pat Hoche, 


ace investigator for tho state's 
attorney, who knows every wrin- 
kle of tho gangster's scar. 


And the Dally News said Ca- 


pono himself 
told 
a reporter: 
"That's a lot of hooey." 


STONE DETAILS CLASH IN SPAIN 
HANDICAPS OF 
U, S, FARM BODY 


Numerous Arrests Made by 


Authorities in Various 


Parts of World 


Two Insane 
Felons Kill 
Ohio Guard 


The vote was 72 to 3. 
A bill t 


!JCioto assessment 
taxation. 


exempt froni taxation property „ 
lahor and_,frai\2i-nal 
organization 


was likewise d-afeated. 


Kill Animal Tax Bill 


Tho house discussed for 
neat-I- 


an hour and then killed the Kehrem 
bill to tax all animals born 
after 


Dec. 31 next preceding the day o 
tax assessment. 
The. statutes 
nofl 


declare a tax on young farm ani 
mals only. Assemblyman John Long 
Orafton, charged tho bill was direct 
cd at fox farms which, ho said, paj 
heavy income taxes. Assemblyman 
J. W. Caiow, Ladysmith, 
said 


youn* animals 
time to escape 


Speaker Charles B. Perry named 


Assemblymen S. .T. Gwidt G Frlr 
Ingram, J. j. Huber and Mouton 
Goff to serve with him on a commit- 
tee to investigate tho conservation 
commission. 


The trout season drew many «x;n- 


ators from the capitol and as a re- 
sult most of the major measures 
were laid over until next week. 


The senate concurred m the Tin- 


ker bill authorizing the city of rta- 
cine to establish a police court for 
minor offenders. 
The measure wao 


tent to the governor. The senate 
•tl&o concurred in the Slagg bill al- 
lowing legal adoption of 
children 


whose parents cannot be found. 


Sen. Oscar Morris' bill to permit 


the Milwaukee co board of educa- 
tion to appoint five persons to act 
is Inspectors and clerks at school 
joard elections wan passed. The as- 
sembly bill to giant tax exemption 
on homesteads of certain disabled 
service men -was killed aa was the 
Carow bill prescribing qualifications 
of persons eligible for appointment 
o or employment by the highway 
commission. 
The same, fate befell 


tho Janke bill which would have 
made city property owners pay for 
mow removed from streets abutting 
heir property. 


•^Reno's Divorce Machinery 


Is Geared To High Speed 


Lima, Ohio—M3)—Two insane con- 


victs ot tho Lima Hospital for the 
Criminal Insane attacked and stran- 
gled to death Louis Kichl, 
-IS. a 


guaid. early today. 


One of the convicts, Samuel Nelson 


19, a Negro, eluded tho guards and 
escaped, but the other. John Powell, 
24, white, of Columbus, wus captur- 
ed as ho attempted to leave t!ic in- 
stitution. 


According to other guards, the in- 


sano prisoners seized Guard Klohl 
while ho was making his rounds of 
their ward and forced him into a lav- 
atory whcro they strangled him to 
death with their hands. 


Wearing the commotion, tho other 


guards rushed Into the ward room 
and saw Powell attempting to Rot 
through a wlti$Jv",-..'iVi\y hucccodc 
In dragging him back Into the roon 
but Ncl&on had 
disappeared who: 


they reached the hospital grounds. 


Nelson was sentenced to tho Mans 


field reformatory from Cujuhofca-c 
to serve a sentence of from ono t 
twenty years for nulo theft. Povvcl 
was removed from tho rcformalor. 
to tho insane hospital In October o 
last year. He had boon serving a 1 
to 25 jcar acritcncc fur robbery. 


Dr. W. H. Vorliau. uupcrlntcndcn 


of tho 
hospital, who 
Immediately 


stalled an invc&l (gallon and scare-] 
for (he misMlng prisoner, wild over 
crowded conditions wore rcMponalblc 
for tho killing. He s.iid that tho wart 
in which the mt>n wric confined \\at 
built for only 3G pi luoncrs, while at 
present -10 men are held there. Ho dc 
clarcd housing conditions at the in- 
stitution wero "Impossible." 


Neither of the prisoners had been 


considered dangerou-i. 


Cannot Cope 
Successfully N0 
TROUBLE IN U, 


KIDNAPING CHARGES 
DROPPEDATJADISON 


Wisconsin Authorities Now 


Awaiting Action in New 
York 


Madison—C/PJ—Ciiargcs ot Kidnap, 


ng agralrif-t them dlwiifued in Wla- 
:oniln. Harry Hamilton Drill, 20. 
3t. Paul, and his two male compan- 
ont remained In jail today by at- 
torneys' ag-c-cmcnt to await action 


Now York authorities who pos- 


an Indictment accusing the trio 


violating the 
arraigned 
at 


Minn. 


customs laws when 
International FalH, 


BODY WASHED ASHORE 


MAY BE THAT OF JUDGE 
Glen Cove, >". T. —OP)— Police 


were checking the identity of a body 
washed ashore, here today in the 
boliet it might be that of former 


Keno, >Tev.—OP)—Geared to grind 


out one unrontested divorce every 
ten minuter if necessary to 
keep 


pace. Phono's divorce mill will begin 
operating on tho grist of 42-day de- 
crees today or tomorrow. 


More than 300 suits are. awaiting 


filing, but because of uncertainty 
due to the phrasing of the new Jay/ 


cut the required residential 
in half, many of these will 


which 
period 
not bo filed until Saturday. The fin- 
al clause of tho act reads "from and 
after May 1" ,-md most of the attor- 
neys, to bo safe, are 
interpreting 


Supreme Court Justice Joseph Cia-j1'19 statute fo rncnn it becomes cf- 
tcr who disappeared from New York 
city last August. There were holes 
In the forehead and the right should- 
er and the neck and ankles were 
bound with wire. 


JUDGE I'AYS WIFE'S FINE 
Mienaridoali, Iowa — Of") — Mrs. 


Frederick Fischer, wife of City Court 
Judg« Fischer, visited her. husband 
In his court yesterday. 
The visit 


cost Judge Fischer the sum of 58.SD. 


Fischer had been arrested for 


In any event, the high speeding 


of matrimonial bcparationa takes a 
jump of .-several days on 
Idaho, 


whero tho new three month3> law 
docs not become effective until May 
5 and a head start of mores than a 
month on Arkansas, where the un- 
happily 
wed 
can 
discard 
their 


mates, on and after June 10 fol- 
lowing 00 days of residence. In Ar- 
kansas, non-residents must live in 
th>x commonwealth 60 
, 


r> o. a traffic rul<*. After or- f,],,^ „ petition and 30 


Sfcino the .me, the juds^ dug- into o.tjs bf>for« bcinsr 
is ov n pocket and paid it. 
icreo, 


days before 


additional 
for a'd"- 


j\fler the fir^t rush it over. He- 


no's two judges plan to hold only 
ono calendar day a week upon which 
tho uncontcsted suitn will be shoved 
through on tho 10 minute schedule 
and reserve, the other five 
court 


days for conlc-st'-d 
divorces 
and 


other cases. Until tho opening rush 
is cared for, on each Monday and 
Tuesday, each judge it is expected 
will lic.ir 40 or CO complaints per 
day. 


Tim 
not thn first time Idaho 


and rCev.-idd. have been rivals for di- 
v orco palron?t£<*. A ilocade ago tho 
two &tatc» competed "with 
a 
six 


:nonthc 
law, 
respectively, 


then had a colony that averaged a 
population of 
about 1300 
divorce 


seekers. 
| 


To offset Nevada's open-gambling 


attractions, Idaho attorneys In quest 
of prospective clients aro stressing 
Boise's "refining home Influence." 
Thry ,iro pointing out also. If it Is 
of any Interest to feminine decree 
Deckel .<•, that tho census disclosed 
Ihcro are 25,000 more male residents 
of the Mutt fibovi the ago ot 
21, 


4 than women. 


of abducting 
Drill's 
cord 
wife, 


"lelen Fisher Drill, 20 


"Ju.st an escapade of a bunch of 


dds who ousht to 
bf> 
spanked," 


Superior Judgo S. C. Schein com- 
mented 
in 
diBinlfblns 
wariantg 


.worn to by the. wlfo against JJrlll, 
larold Oaldwcll, 20, and ICImer Pet- 
erson, 27, both of St. P.uil. 


Mr?. Drill, catuiuiKod fiom her hu-- 


band after a marri.-jgp, annullmont 
and re marriage, accu'srd them ot 
abducting her fiom New Yoi k 
and 


forcing 
her 
to accompany 
thorn 


west in nn automobile. A New York 
Brand jury indicted the trio and ex- 
tradition proceedings .11 •) pending. 


Tho thiv-o youth.-! 
weio arrested 


here with Mrs. Drill after she left 
a noto in a wash room at a LaPortc, 
Tnd., 
filling station .Baying she 


being kidnaped nnd that th" 
stop was Madison. 


With Continuous Over- 


production, He Says 


Atlantic City, N. J. -~G<P)— James 


C. Stone, chairman of the Fedeia! 
Farm board, told the. United States 
Chamber of Commerce today that 
emergency stabilization activities of 
the board cannot cope successfully 
with continuous over-production and 
can be resorted tc only ns temporary 
remedies. 


The board. Stone *ss,erted, believes 


its stabilization operations in cotton 
and wheat "have been fully justified 
by tho serious emergency that faced 
agriculture" as a result of the stock 
niaikct crash In 1323. Losses that 
may be sustained by tho revolving 
fund, he said, "will bo inconsequent- 
ial compared to the benefits." 


He told more than ".500 delegates 


to tho 10th nnr.ual meeting of the 
chamber that the "gradually 
Ing" antagonism between 
faimers 


and Industry was largely due "to 
luck of understanding." The 
farm 


board, ho said, was attempting to 
lessen this bench. 


Farmois, Jio declared were 
the 


most potential buyers of indubtrul 
products nnd "we believe tho time 
hns come when tho rest of thp coun- 
try c.-innot hope for prosperity tin- 
less they share it." 


Outlines Hcncrits 


"Tn accordance with law," Slonc 


.vilil, "stabill/atlon operations both 
direct and Indirect wero undeitakcv 
In two 
comn.odjtics, 
cotton 
n id 


-.shcftl, us a "?> suit of thr stock m:ir- 
"Ket crush in the full of 1923. They 
were Intended to help protect the 
farmers' market for hia products 
fiom extremely serious consequenc- 
es that threatened na u nsult of the 
world wide business depression. la 
tho past two crop yeais our farmers 
h.ive received direct benefits 
from 


thobf stabilization oijcnitlons und, In 
addition, tho country as a \vhole, par- 
llculnrly b.inks anJ business mon of 
tho agricultural 
sections, 
roc«ivcU | 


very great indirect 
bom-CIt'!. 
The j 


board believer what w.is done to 


"Long Live Stalin" Heard 


Moscow 
Streets 
as 


Soldiers March 


Barcelona, Spain — OP) — On* police*' 


man nas ki>led, two were -wounded 
:..iiu fifteen civilians were shot dur- 
ing a May day clash In tho San. 
Jaoime plaza. 


Two field pieces were set up m 


tho i-quare but the crowd fled and 
tho guns were, not brought into ac- 
tion. 


Francis Macia, president ot the 


Catalonlan state, helped to restore 
order b> appearing on a balcony and 
cautioning the crowd. 


lie blamed tho outbreak on th» 


relusal of the provisional go^ em- 
inent at Madrid to "grant Catalonia. 
all tho political liberty aho is en- 
titled to." 


BY THE ASSOCIATFn PRESS 
A police officer in Spain was lv>ll« 


cd und several persons—officers and 
civilians—were wounded today 
in 


vatious parts of the world in Ma;.* 
day demonstrations. 


In Berlin a policeman was wountf- 


cd perhaps fatally when he attempt- 
ed to bieak up a meeting of young 
Communists. 


In Spam 15 civilians were shot 


and two policemen wounded, In ad- 
dition to the, one officer killed, dur- 
ing disturbances in tho San Jacime 
plaza. Forty poisons suspected of 
being Communists were- arrested for 
violating an order against demon- 
strations in public. 


Giuifiro was resorted- to Jn 
title' 


Tiuhr district—at Jleflunann—and a. 
wot knian anil a communist alderman 
wero seriously wounded. 


Tho cry of "longr 
live 
Stalin:1*- 


roarcd through the streets ot Atos- 
cow whore tho demonstration-took 
tho foi m of parades of soldiers 
t£> 


show Soviet Russia's preparedness - 
for "the war of intervention." 


Police and Communists came to- 


gether In Adelaide and 
Brisbane. 


Australia, six: ai rests being made in 
Adelaide und twenty in Brisbane-. 
At h'jdncy,, Australia, several thou- 
sand persons participated In a May 


havo been fully Justified by tho sell- 
ous emergency that faced 
lure. Any los.v«< that m.iy bo .sustain. 
cd by tho icvolvhiR tund fiom tlio-je 
operation's will 
bo Inronscriucntlal 


compared to the benefits to our peo- 
ple " 


Using tha Farmers National Grain 


curporatlon a<j an Illustration of the 
;>orvicc perform' d by the national co- 
opcrativca, Chahrimn Stone explain- 
ed that tho coiporation "opcrate-j 
In competition with and under the 
s.tmo rulen and regulations ni oth- 
er grain nicrcIuuitH. It hujs In the 
open competitive market from 
Its 


members every day tho grain they 
want to sell, or it receives Ihc, grain 
Horn its membcM and fjclli it at the 


bt pi Ice obtainable on a cornmH 


ulon basis." 


"There la, however, a dlutinct dif- 


reronco bclwren the objective of the 
Fiumcrs National and that of any 
other grain merchants- 
The Kiain 


nicixh-int naturally tne<; to buy his 
/Train ;us cheaply as ho c.in .and sell 
LS high -is he can for tho purpose ot 
making as much money as poisible, 
ivhlch no ono can object to. 
Tho 


[•'armors Xational, however, bids for 
is members' grain as high a price 
is It possibly can to enable it 
to 


sell tho grain without lo-is, phis the 
lormal fees, handling 
cornrniaslona." 


charges and 


VJETOES .STATEHOOD PLEA 
Honolulu—W)—Gov. I^awicnco M. 


Tud'I lias -vetoed a measure of the 
.ciritotlal 
Icglhlaturo asking con- 


pic^b to authorise statehood for Ha- 
vail. Ho icturned the bill jcMcrday. 
Action upon the veto 11 conbidcrctl 
unlikely In the 30 iliji rernainins 
)t the RctLion. 


GUARDIA CLASHES WITH 


GEN. 
SANDINQ'S FORCES 


Managua, Nicaragua —(XP)—Two 


conlur-ts of the Xlcaraguan Nation- 
al guard with the Insurgent forces 
of General Aususlo fcari'lino wcie 


, reported to guaidia. commanded by 


Boise Lieutenant Ti ucsdale clashed with 


nn Insurgent Kiouy near the town 
ot I^a-3 CucIiUlas Tuesday and killed 
Carmen 'Lope/., a sub chief of San- 
dine. 
Ten of '.he insurgents were 


wounded. 


In another clash Monday beta eon 


Aguacate and Ojo de 
Agua, 
the 


Triicsdalc patrol killed Scnor Cli'iv- 
arria, Sandino appointee as gover- 
nor ot Pozuclo district. 


The aniardia report said that the 


InsurRentfl wero running .short of 
leaders, arms and ammunition- 
< 


MAYOR PROCLAIMS 


ALL NEXT WEEK AS 


CLEAN UP PERIOD 


Xe.\t week has been pioclaimed 


Clean Up nd Paint Up week in 
Applcton by Major John Good- 
land, Jr. 
City trucks will start 


collecting rubbish early Monday 
morning, and will continue tmtil 
tho enlito city has been freed of 
tho winter's accumulation of junk. 
Four trucks w ill btart at Collcfie- 
.ivo Monday morning, two woik- 
Insr north of the avenue and two 
south. 


In 
announcing tho clcan-iip 


campaign, Mayor Goodland point- 
ed out th.it an annual endeavor 
of this kind safeguards health, 
promotes thrift, furthers fire pre- 
\ontion, stimulates 
civic pride 


and helps to mafco the home and 
city beautiful. 
Ho urges homo 


owners to not only clean up their 
premises, but to repair and paint 
as much as possible. 


day parade which was conducted m 
an onlerly manner. 


Union b(j, Mew York, and Boston 


common—public places were group 
Katlieilnga aro frequent — divided. 
their time between various faction?. 
In Union-sq lime was allotted to 
former ^civico men. socialists and 
.Communists. In Boston tho common, 
way tho gathering place of patriots. 
Comnuml&ts and school children. 


.Hamilton Fl&h, Jr., Xcw York con- 


grcs-iman who has been active in 
seeking legislation restricting Com- 
munism, 
was one of the 
Boston, 


speakers. Special police details wera 
stationed at Boston common and at 
Unlon-bq, >,"cw York, although po- 
lice officials expressed no fear 06 
tiouble. 


Parades In Bombay 


Three thousand strikers paraded 


In Bombay, India, without disorders 
ensuing. In Russia and Spain tha. 
day luid speUa.1 significance, talcing 
tho form of a national celebration 
In the latter place because of the re- 
cent 
establishment ot a 
republic 


there. 
Tlusbia particularly made 


much of tho day, tho Soviet regard- 
ing May day as one of its principal 
holidays. 


There were numerous spasmodic, 


demonstrations in Paris, and many- 
arrests were made. Tho Communist 
paper llumanite was raided and to- 
daj's edition confiscated. 


Seventy persons wero arrested inv 


Soi'la, Bulgaria, following clashes 
between 
Communists and police. 


Demonstrations were forbidden iit{ 
Poitugal, and repressive measures 
\vcio in effect in Belgium, Poland 
and the Balkans. 


Many American cities took pains 


to have sufficient police availably 
to thwart any demonstration thati 


Turn to page -t col. 3 


MRS. HOOVER ACTS AS 


GUIDE FOR BOY HEROi 


Washington—CXP)—Bryan Untied!* 


had Mrs. Herbert Hoover aa his of-, 
ficial guide on today's sightseeing? 
trips. 


The 13-year-old hero of the Colo-i 


rado school bus tragedy returned! 
for a second visit to the National! 
museum, that ot yesterday havinta 
covered only a small part of the blgl 
building. 


Riding beside Mrs. Hoover In AO 


big open While House aulomobilo* 
which she drove herself, h» -went;' 
from tho museum to tho National 
»oo where, most ot tho morning was 
^pent. It -was also Mrs. Hoover's 
most complete inspection ot the zoo. 


Bryan was Invited to tho Wj*it«t 


House for a atny of one night *nt\ 
two days but the 
Hoovers hav,*^ 


found him so pleasant and so t**cr 
to learn that tho visit has been hWt 
definitely extended. It was saJ* ef-^ 
ficlally that ho would not ««p«?fe 
for his Towner. Colo., hom» until * 
pousibly Sunday. 
* - 
, > >- 
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Efollar Fishing License Measure Center Of Vigorous Debat 
" 


BILL DEFENDED 


ATTACKED 


IN COMMITTEE 


Unemployment Cited in Op- 
' t position" ~to" Proposed 
1 'r 
Conservation Law 


3 


?. 


*> 
V 


, »Ma<lison—(jP)—The one dollar fish- 
ing license proposal incurred vigor- 
' cus debate before the assembly con- 
servation committee yesterday. 


'("Proponents of the bill, Which was 


. introduced by Assemblyman G. Erie 


Ingram, Eau Claire, cited the need 
'for more conservation funds and .ar- 
'gtied that "those who dance should 
pay the fiddler." 


*J?rank Graass, secretary of the 


Wisconsin Izaak Walton league, said 
the bill applied the principle of the 
' saa tax, 'that of requiring those who 


benefit to pay. 
„ ^"People who kick against a fishing 
license that is good the jear around 
think nothing of paying a dollar for 
an afternoon of knocking a rubber 
ball around a cow pasture," he said 
"Or they snealc into a speakeasy and 
slap down a quarter for a drink of 
what goes down like baibwire " 


The 1929 legislature passed a resi- 


dent fish license bill but it was ve- 
toed by former Gov. Walter Kohler. 
TSen. J. H. Carroll, "Glidden, Roy 
J^arrand, state commander of the 
American legion, and Haskel Noj.es 


' Tvere among the other proponents of 


the measure. Former Assemblyman 
Charles Hart, Oshkosr, Frank Jan- 
'd'a, Oshkosh, of the Wisconsin Hunt- 
'ing and Fishing Protective associa- 
tion and Assemblyman W. A. Meyer, 
dshkosh, and Charles r. Westfahl, 
, .."Milwaukee, opposed the bill 
- * 
§75,000 More Revenue 
*"If we ca.i catch those that duck 
the non-residert license, we will get 
S'To.OOO more annually," Sen. Carroll 
declared. "We must improve our fish- 
ing if 4,000,000 tourists aie to con- 
tinue coming; here " 
^ Col. Farrand, legion state com- 
mander, said the worry of mothers 
today,for absent children would be 
less if they were in the woods t,r 
along- streams than if they were in 
speakeasies or night clubs. 
* Mr. Janda pleaded that no license 
Be assessed now in view of all the 
•unemployment. He charged that the 
measure was 
sponsored by the 
''Wealthy Izaak Waltons," and would 
benefit only them. 
; W. J. P. .Aberg, Madison, Izaak 
Walton league member, interrupted 
Mr. Janda and asked: 
' "Do jou mean to say that your 
members pay $1 in dues to send you 
here to lobby against a ?1 yearly fish- 
Ing license?" 


_"Sure, just as your members pay 


ADD NEW MQTORBOAT 


TO APPLETON FLEET 


A new motorboat, the "Anna E," 


formerly of Milwaukee, has 
been 


added to the fleet ^of Appleton, pleas- 
uie boats on the Fox river and take 
.Winnebago and 
adjoining waters. 


The boat is owned by Winton D. 
Lansing, Appleton. It is 42 feet long 
:and is equipped to house six per- 
.sons. .The.boat was brought to Ap- 
pleton late. Tuesday afternoon. 


WOOD LAYS BLAME 


ON CONGRESS FOR 


LARGER EXPENSES 


Denies 
Borah's 
Charges 


That 
Costly 
"Bureau- 


cracy" Is Established 


Washington—-C/P)— Representative 


Wood today Mad come to the defense 
of the executive branch In arguments 
over responsibility for increasing fed- 
eral expenditures. 
The chairman of the last house ap- 


propriations committee laid 
the 


blame to congress and to the .-'de- 
mands of special groups: He' present- 
ed this View yesterday in answer o 
a statement by Senator Borah that 
an expensive "bureaucracy" was be- 
ing 'established in the government. 


Boi-ah. held a large part o£ the cen- 


sure for creation;of an "extravagant" 
form of government should be attri- 
buted to the executive branch. Wood 
replied .that "the largest part of the 
increase lies at the door of new leg- 
islation passed by congress authoriz- 
liig or compelling- such expenditure, 
in considerable degree: in opposition 
to the executive." 


If .the Idaho Republican senator 


will examine authorization bills pass- 
ed-by^ congress "over the opposition 
of the.executive," Wood asserted . . 
He will find that congress has an 
infinitely larger responsibility for m- 


Lingle Witness Slain by Robber 


NJEA-Chicasro Bureau. 


Policeman Anthony Ruthy right, who on last June 9 left his post at 


Kandolph-st. on Michigun-Ave. Chica go, to chase the slayer of Alfred Lin. 
glp, Chicago icporter, vas again called to chase a criminal, and lost his 
life. Private detectives, tvho were-without power to make arrests, saw 
a man -wanted in Illinois and Wisconsin for bank robberies R-jthy took 
up the chase, and was shot to death. A fellow policeman was seriously 
wounded by the suspect before a third officer captured him. The killer, 
Frank Jordan, is shown at the left after his ariest. 


53 to send you here," Mr. Janda re- 
torted. 


< "But to work for conservation, rot 
against it," Mr. Aberg countered. 
"Winnebago-co is the only wide open 
county in the state, and still you men 
from Oshkosh are not satisfied." 


"Plenty of your friends come there 


IJo fish and without much regard for 
the law either," Mr. Janda said. 


"Name them 'Mr. Graass interject- 
ed. "We would like to know who they 


„ Referring 
to 
statements about 


s;peakcasies by Col. Farrand, j'ssem- 
blyman WestfaM suggested that the 
"Ike Waltons, go to congress and 
£et the eighteenth 
amendment le 


pealed, and then come and talk to 
us." 


creased expenditures than he now 
believes." 


"After the bills are passed authoriz- 


ing government expenditure," 
the 


Indiana representative added, "the 
executive can do nothing but 
esti- 


mate the additional expenditures in- 
volved and budget the expenditures 
called for by authorization bills. And 
the vice president of this new legis- 
lation and increased authorization 
bills lies in the electorate and spe- 
cial groups in the country In their 
demands upon congress " 


Wood scanned Borah's record to 


cite illustrations which he said would 
show the senator had supported the" 
president against legislation to - in- 
crease expenses. The Idahoan's vote 
to sustain President Hoover's veto 
of the new bonus law, Wood said, 
was an example. 


tThen he added: 
"If^ we are to search for responsi- 
bility for increases m government ex- 
penditure we must not neglect the 
war, which is responsible for fullv 


Kite Crazy Seiji" Plans 


Tokio-San Francisco Hop 


40 per cent of the increase 
and 


CARNEGIE LAUDED FOR 


[ ACTION IN DEPRESSION 


Atlantic City,: N. ;j.—CXP)'—Carl A. 


Johnson, Madison, "Vyis., director of 
the United States: Chamber of Com- 
merce and..president' of the,National 
Machine ToolvBuilders' association, 
last night commanded Andrew. 'Car- 
negie as an, example of what to do 
in times of business depression, 
t Addrcssing;';a./.-dinner meeting of 
the American:.::Trade association ex- 
ecutives, he said-• 
« "In. every.= .depression, i Carnegie 
got his plants. ready for the next 
period of business activity by junk- 
ing- every piece oe out of date equip- 
ment and by;replaclns,It with equip- 
ment produced at, lower' costs. In 
doing this,.he not only profited him- 
self, but he made work for the con- 
.struction and equipment industries 
just -when the whole country needed 
such work' the most." 
t Following the Carnegie lead, he 
said;, would, end the present slump 
•without "a super plan, without re- 
sort to taxation or bureaucratic in- 
terference."! 


on the other hand we must not deny 
the responsibility of congress 
In 


yielding to the 
clamor 
of groups 


throughout the country for special 
legislation, in a large part of which 
congress : has always exceeded 
the 


recommendations of the executive." 


Tokio—CXPJ—Seiji Yoshiwara, 28- 


year-old Japanese, who plans to 
leave in a few days for a flight in 
'easy stages from Tokio to Sari Fran- 
cisco \ia the north Pacific islands, 
•was known as a boy as "Kite Crazy 
'Seiji." 


Born in a seacoast village, Yosni- 


,wara's favorite pastime as a- young- 
ster was kite flying. When he was 
14 years old lus> uncle in the navy 
took up aviation and the boy's mine 
turned from lutes to airplanes. He 
learned about them in the employ- 
ment of the Ka\% anishi Aircraft com- 
pany. 
^ 


Yoshiwara will fly alone in a light 


Junkers plane, the undertaking be- 


FARM HOME BURNS; 


LOSS BUT AT $4,000 


Volunteer Fire Fighters Save 


AFFIRM AND DENY 


REPOJ5TSJF COUP 


Chinese Observers See Can- 


ton Movement Aimed at 
Nationalist Head 


Hongkong—W3)-—Reports of a coup 


d'etat at /Canton were both reiterat- 
ed and denied today,'biit gave rise 
to the general opinion among Chin- 
ese observer that the movement was 
designed to strip Chiang Kai-Shek, 
head 'of the Nationalist 'government, 
of some of his'influence. 


Rumors ,that Chen Chl-Tang, mili- 


tary governor of Canton, had-as- 
sumed control 
in 
the 
..southern 


metropolis remained unverified 
but 


the upsest In that area was regarded 
as the work of a conservative group 
of Kuomlntang leaders who disfavor 
Chinang's alieged 
progressive ten- 
dencies. 
• 


The 
Kuomlntang, 
or 
people's 


party. Is the political 
organization 


behind the Nationalist government, 
but for more than a.year.it has been 
subjected to defections by various 
groups opposed to the administra- 
tion. 
. 
. 
.' 


The-southern ' recalcitrants were 


believed here to be violently opposed 
to Chiang's desire that the govern- 
ment,'at the people's 
co'ngress at 


Nanking beginning May 5, adopt a 


VALLEY OSTEOPATHS Provlsional constitution containing a 
clause creating a president,of China. 


Although Chiang now is known 


S u r r o unding 
from Flames 


Buildings 


ATTEND MEETING OF 


Lots estimated at between $4,000 


and $5,000 resulted on the William 
Klatt farm, route: 4, Appleton, town 
of .Center, late-: yesterday, afternoon 
when fire destroyed the residence 
of-Mr. .Klatt. ..The flames were dis- 
covered in the attic, but it is not 
known how the blaze started. 


A fire brigade, composed of more 


than 50 men, was formed within a 
short time after the flames were dis- 
covered and it worked to save nearby 
farm buildings. Another crew of 
men assisted , in . carrying furniture 
from.'the burning building. A largo 
part of the household goods were 
saved. . ' • • • ' • 
• 


i Within an hour the building was 
rased and tho volunteer: fire fighters 
ceased: their efforts on other farm 
buildings, which for a time were 
threatened. The loss Is partly cov- 
ered by insurance. 
Mr. Klatt 
is 


said to be making plans to rebuild 
at once. 
• 


ing sponsored as a good will High 
by the Hochi Shimbun, Tokio daily 
The "Seagull," as the Japanese cal 
him, Is a email, youthful 
lookin_ 


chap of slight build and modest dis- 
position. 


The route he has chosen is hazard- 


ous because of thick fog and mist 
which blanket its islands 365 days in 
the year. A forced landing on, the 
sea would entail almost 
certain 


Jeath, as;the route is off the ordin- 
ary track of ocean vessels. ,. 


Even the destroyers which are to 


keep a lookout for Toslnwara are 
liable to miss him by reason of the 
fog : banks. 


"When Toshlwara obtained a pilot's 


certificate in 1927, his instructor pre- 
dicted he would become the greatest 
aviator in Japan, saying ho pos- 
sessed aviator brains, courage;and 
enthusiasm. 


Yoshiwara's widowed 'mother sold 


her land and presented him $5,000 
so he rnisht study aviation in-.Ger- 
many. Last summer he flew a light 
plane from Berlin to Tokio through 
Siberia in a little more than 11 days. 


In 
the 
immense crowds which 


greeted him on arrival In Tokio was 
its aged mother, ceremonially at- 
Jred in a black kimona. 


FORD BUYS BRITISH MANSION 


"Chelmsford, Essex— <A>) 
An- 


no.uncement was made here1 today 
that Henry Ford had ' purchased 
Boreharn. house, a handsome ISth 
century mansion which stands near 
this town, and probably-will reside 
there from time to time. 


He has large business interests In 


Essex, the extensive ' Ford motor 
works being now under construe 
tion at Dagenham. For some year 
Borcham was 'the, county seat o 
Lord Kenyon and it has been th 
center of many fashionable county 
gatherings. 
' 


NEW PARTY IS 
NEARLY MOBBED 


Tory Elected in Laborite 


Stronghold in Colorful 


Bye-election 


Ashton-Under-Lyne, 
England—(/P) 


—This .traditional Laborite! consti- 
tuency has sent a Tory to the 
house of commons after a rousing 
bye-election which ended last night 
with Sir Oswald Mosley's"?Jew Par- 
ty" leader nearly mobbed. 


An angry crowd of several thou- 


sand Laborltes swarmed about the 
meeting place where Sir Oswald, a 
young aristocrat, Lady Mosley. a 
daughter of the late Marquis Cur- 
zon, 
and others had gathered to 


listen , to -returns- which decisively 
downed the first "New Party" can- 
didate -to make the race for the com- 
mons. 


The crowd jeeied and hooted Sir 


Oswald and his group, blaming en- 
trance of their candidate Into the 
lace for the Conservative victory, 
which was by a very small margin. 
Sir Oswald, guarded by police, final- 
ly left the hall and went through 
the crowd to his hotel. 


The defeated ".New Party" can- 


didate, A. young, -was smuggled out 
a side door under a heavy police 
guaid, while women of the new 
party waited until the demonstra- 
tion had quieted somewhat and then 
eft. There was considerable anxiety 
.hat an attack or other violence 
would be attempted upon leaders of 
the party. 


The vote in the bye-election was. 


Lieutenant Colonel J. Broadbent, 
Conservative, 
12,420; 
J. 
Gordon, 


Laborite, 11,003, A. Young', "New 
Party"' 4,472. 


From the safe precincts of his 


hotel Sir Oswald expressed himself 
as delighted with results of the elec- 
tion and said that if his party had 
entered the campaign sooner it un- 
doubtedly -would have won. He and 
Lady Cynthia came here only last 
week, stumping the 
constituency 


from one-end-to the other. 


Lady Cynthia's , smart clothes, in 


a district where the shawls and 
ginghams of the working woman 
and housewife are prevalent, excited 
considerable comment among the| 
voters. 


Sir Oswald's platform in the: elec- 


tion campaign was the same as that 
on" which he and a handful-of fol- 
lowers to. the house of commons de- 
serted" Labor' ranks and formed a 
new party. It held that more dras- 
tic measures are needed to. cure Bri- 
tain's economic ills; 


CANDIDATE OF Contract Bridge Players 


To Join Association 


About 15 contract bridge player 


.met at. the Elks club last night arii 
discussed plans for organizing th 
Appleton unit of a proposed North 
eastern Wisconsin Contract Eridg 
Players' association. David Smith 
chairman of the arrangements com 
mittee, was to charge of the meet 
ing. 


The group decided to meet at the 
Elks club on the third Friday of 
each 
month to hold 
tournamen 


practice play for members, 
botl 


men and women. TKe "first Idea 


ASK SUPPORT OF 


BUILDING BILL 


Mayor 
Believes 
Measure 


Dealing With Street Con- 
struction Should Pass 


Scarsdale, N...Y.—There are sue: 


things, as speedy plumbers. A. F 
Bates was fined $10 for going to 
fast in his auto. He said he was on 
the way to fix a leaking roof ant 
would charge the fine to "overhead.1 


Briefs About Badgers 


.'* f Dr. Henry T. Johnson/and 
Dr. 


Eliza Culbertson attended a. meeting 


' of the Fox River Valley. Osteopathic 


association at .-Menasha 
Thursday 
evening. Di-. Ernest C. Bond of 
Milwaukee talked on; Diagnosis o£ 
Reflexes from: an Osteopathic View- 
point, and' clinics showing the i 
flexes discussed, were held. 
, Dinner was served^ . to 
tho SO 


osteopaths : and ^ their -wives .at 
the 


Menasha liotel,raiterlwhich the ladies 
•jver* entertained at the home of Dr. 
Arthur W. Johnson, ;Neeriah. : 
The next meeting of tiie. associa- 


tion will be held in-June at Green 
Bay. , 
• : : ' : 
-. 
•-•'.>'.'.•'.:' Y ' • • ' . . • 
.. • 


,),,.. 
ACCEPT WAGE CUT 


Madison~C/P)—Madison's labor dis- 
pute was over today after trade 
union officials agreed to accept a 
wags cut recommended by an arbi- 
tration, committee named by Mayor 
A. G, Schmedeman. 


The reduction rajigcs from 2J cents 
an hour for painters and decorators 
to 12J cents for lathers.' Carpenters 
wore cut 7i cents. Electrical work- 
ers, 10 cents, and plumbers, S cents 
an hour. 


FREE Roasted Chicken at 
Klein's, Kimberly. Satur- 


d&y Kite, 


Tree chicken boo-yab, Green 


lantern gardens, Hi-Way 47, 
• 
J-- 


as president of the Nationalist gov- 
ernment, the Canton group appar- 
ently views his suggestion 
as a 


step that would extend the limits of 
his personal dictatorship In govern- 
ment affairs. The southerners favor 
party rule over individual authority 
and view tho forthcoming people's 
congress as a 
likely agency 
for 


strengthening- Chiang's position. 


The Immediate goal of .the move- 


ment was regarded here as an at- 
tempt to persuade Kwangtung prov- 
ince, of which Canton is tlitj capital, 
and 
the 
neighboring 
Kwangsi 


province, to declare their indepen- 
dence from Nanking, naming as the 
price of their return to the Nanking 
fold Chiang's assumption of a less 
prominent position In nationalist 
government affairs. •• 


Canton reports this afternoon said 
the situation was quiet. 


Milwaukee —- C/P) —Mrs. Evelyn 


Levin, 24, yesterday won a divorce 
from her husband, Frank R. Levin 
34, president of the Great Western 
Metal and Iron company, after tell- 
ing of her husband's alleged ill tem- 
per and incessant 
card 
playing. 


Atty. Joseph Padway, counsel for the 
Wisconsin Federation of Labor, was 
among those previously questioned 
regarding the card game's. 


Stevens Point —(/P)—The will of 


the late E. McGlactoliri, founder of 
the Steven^ Point Journal and for 
CO years a Wisconsin 
newspaper 


man, 
leaves 
tho homestead and 


?20,000 to his widow, 
share equally In. tho 
tho estato. 


His children 
remainder of 


t 


TCLANSMEN PARADE 


Shrcyeport, La.—-OP)—A parade of 


several hundred white robed • men 
whom city officials said were Ku 
Klux Klansmen was held ..here last 
night following: an attempt of .one 
faction'of the municipal government 
to oust tho chief of police. 


Free Fish fry Tonite, Nick 
Ecke's, Kimber]y. 


Big Balloon Dance, Valley 


Queen, .Sunday,. 
;... 


Fond du i>ac — OP) —Prevented 


from attending a legislative commit- 
tee hearing relative to establishment 
of a' separate forestry board, Wil- 
liam Mauthe, chairman of the con 
servation commission, yesterday tele- 
graphed his son. Assemblyman Carl 
ton Mauthe, to file suggestions if 
the now board is created, it takes 
over all conservation 
activities. 


Mauthe said h& was convinced divid- 
ed administrative management would 
result in overlapping and consequent 
waste. 


Raciito—C/P)—Former Mayor Wil- 


liam Armstrong said In answer to 
a petition being circulated 
today 


asking for a grand jury Investiga- 
tion of his administrations, he would 
welcome a probe to "set. at rest ru- 
mors of maladministration and mis- 
management. 


Milwaukee —UP}— Three-year-old 


Eugene Maurer was In a hospital 
today, tho i-esult of a 25-foot' fall 
from .an open apartment wiricfow. 
The child set up a chair near .in 
open windovv in efforts to ' reach • a 
candy 
ISaslcr 
rnbbit in a basket. 


Doctors s_aid lie had a broken arm. 


and possible skull and Internal- 
juries. 
. 


Taylor—C/P)—The Trempeleau Val 


ley Produce ocmpany building was 
in ruins today, destroyed, by fire of 
undetermined origin. 
Owners' said 


the loss would reach $15,000. 


Elkhorn —M3)— Extradited from 


Illinois, Harry Button was in jail 
here today to await trial as leader 
of a gang reputedly responsible for 
the theft of more than $100,000 worth 
of automobiles taken in and near 
Darien, Wis. 


Spolcano, Wash. —CxP)— Friends 


here today were advised of the death 
in Pasadena, Calif., of A. W. Laird, 
C7 former Wisconsin lumbermpjj and 
vice-presid'ent and general manager 
of the Potlach (Idaha) Lumber com- 
pany. 


Milwaukee—(/?)—An Inquest was 


planned today Into the death of 
Francis McCarrie. 11, fatally Injured 
when his bicycle was struck by an 
automobile. 


Milwaukee ~(/P)— "Murphy," the 


police dog that won honorable men- 
tion from, the humane society and 
was nominated for a medal because 
his barking ayakcned 14 persons In 
a flaming apartment, today Jiad his 
mister involved In a $10,000 damage 
suit. The suit was instituted In be- 
half of Virginia Thill, G, who claims 
Murphy bit her. 


Manitowoc—C/P)—The Kev. William 


J. Pell, SI, pastor of St. Boniface's 
Catholic church, today celebrated his 
50th anniversary In the church. For 
the past two years 
he has acted 


more In an advisory capacity. He Is 
a native of Kaclne. 


Milwaukee 4-W)— An estate of 


$150,000 was left by Mrs. Kate Pier 
Mclntosch, Foijd du Lao, .prominent 
pioneer feminist and lawyer, nccord- 
ing to .her"jvilli prcibatea yesterday.. 


Mayor 
John Goodland. Jr., wil 


communicate with the senator anc 
assemblymen from, this district, urg 
ng'them. to support the bill before 
:he legislature which deals with con- 
struction of streets in cities by the 
>tate. 


Tha measure. If adopted by the 


egislature, would .lower the cost of 
treet construction .and reconstruc- 
tion In cities, as It would permit the 
state, to use state highway 
funds 


for work on streets in cities form- 
ing connections of the state trunk 
highway 
-, system. 
This 
probably 


would be limited to a,, width of 20 
feet, but arrangements 
could' be 


made for paving the balance of the 
Street at the same Jme. 


It Is reported that the state high- 


way commission Is favorable, to the 
bill. A member of the commission 
has.stated that consideration would 
be given to the type of paving gen- 
erally used -in 'each city when se- 
lecting the pavement on such, con- 
necting jstreets. 


The bill would probably enable 


the state to assume some of the 
cost of building streets used largely 
by traffic from outside the city. It 
would shift a small additional share 
of street costs to the motorist, since 
even under the additional state aid 
granted 
In the nuw highway bill, 


property owners In cities are still 
paying about 90 per cent of the 
highway costs, as well as a material 
share of county highway costs. 


Building Permits 


Two building permits were issued 


Thursday by John N. Weiland, build- 
s Inspector, Thursday. They were 


granted to Jake Pfeil, 610 E. Eldora- 
do-st, glass porch, cost $250; and 
John Bruin, 724 E. Calumet-st, one 
car garage, cost 5300. 


OPEN WAVERLY BEACH 


NEXT SATURDAY NIGHT 


Waverly Beach, 
to be operated 


this year by Charles Maloney, -will 
open Saturday. Free bathing will 
)a one of the drawing cards at the 
>each this summer. 
The first big 


feature of the season will be Ben 
Bernle and his orchestra, who will 
come to the beach direct from the 
Vew College Inn, Chicago, sometime 
n June. 


Excellent PREPARED 


BLACK DIRT 


This black dirt Is guaran- 


teed. Sprea«l it on your lawn. 
Nice for shrubs, sarelens and. 
trees. 
It will give «p!endid 


results. 
(g-| J?rk 


Per yard ...... 
tBJ-.OU 


Write to 


C. A. ZIEMENDORF 


Medina, Ws. 


. or Cail Ilortonyilta 18J-F-M 


23 CASES OF DISEASE 


REPORTED IN COUNTY 


Twenty-three . cases of contagious 
disease' -were reported ; from 
Outa- 


gamie-co in the week ending April 25 
according to a -eport received by 
Miss Mane Klein, county nur-e, 
from the state department of health 
Twelve of the ; cases were reported 
from Appleton as follows: chich'.en 
pox, 4; measles, 2: v, hooping cough, 
4; and one each of diphtheria and tu- 
berculosis. Other districts reporting 
diseases were: town of Black Creek, 
mumps, 1; town of Dale scarlet fev- 
er, 4, and pneumonia, one; 
Little 


Chute, chicken pot, 1; and New Lon- 
don, 
chicken pox, 1, and whooping 
cough, .2. 


ISAAR DRAMATIC CLUB 


WILL PRESENT PLAY 


The Isaac Dramatic club will pre- 


sent a-home talent play, '.'Little CJod- 
hopper," at St. Sebastian hall next 
Sunday evening. 
The play will be 


presented at 8 o'clock in the evening. 
Rehearsals for the show now are in 
progress. 


tourney ; will be held on Friday 
May 22. W. H. Roemer and D. F 
Steinberg, were .-named on a commit 
tee to .arrange rules and Mr. Smith 
and Dr. G. B. Massart were appoint- 
ed on a' committee to secure equip- 
ment. 
It was brought out that any 
bridge -fans, interested In learning 
how to play contract are welcome .to 
attend the .monthly tournaments. It 
Is planned, at the first sessions";: to 
divide the players into classes, de- 
pending, upon .their knowledge ":of 
the game. Through this system and 
the monthly tournament plays the 
Appleton -group-hopes to -train -the 
local players, for inter-city 
:and 


state "tournament play next fall. 


While no definite plans for the 


inter-city meetings were made last 
night, the idea, was discussed, and 
the'players decided they-would de- 
velop the plan at future meetings. 


The state association, with inter- 


city matches and a final state-wide 
tournament; was; proposed by Dr. 
Massart; Oshkosh^ and 
Marinette 


players have e&pressed a willingness 
to join the state group, and a Mil- 
waukee Contract club has asked Dr. 
Massart for further information "on 
lis proposal. 


N O T I C E ! 


Tom Thumb Coif Courses 


[ocated at Harris and Superior 
Streets in Appleton and on No. 
Commercial Street in Neenah 
will be open for play on Sat. 
and Sun. afternoons, May 2 
and 3. 
The Barbecue Cotirse 


on Hiway 41 will be open for 
)lay 
Sunday afternoon, May 


Ea 


WINNEBAGO-CO SEEKS 


ACTION ON VIADUCT 


Short Grave! Strips - Divide 


Stretches of Pavement in 
County 


Winnebago-co 
highway 
officials 


declared this week that the Soo line 
railway is still maintaining «, non- 
cooperative attitude in 
connection 


with proposed plans to construct a 
viaduct on Highway 26. at the south 
city limits of Oshkosh, and to 
struct an 
overhead 
crossing-j 


Highway 26 near Gllllngham'! 
ners. 


Highway 26, both north i 


of Oshkosh, is concreted wJ 
exception of short gravel strips, ap- 
proaching the two places 
wherq 


.here are Soo line grade crossings 
The strips have been purposely left! 
anpaved, hoping for the eventual j 
cooperation of the railway company] 
n having an overhead crossing built I 
:o eliminate the present grade cross-1 
ng. 


According to information at Osh- 


rosh, the Soo line is the only major 
railway system In Wisconsin, which 
has not set aside a yearly sum to 
aid in the construction 
of needed 


iverhead crossings on 
principal 
lighways. 


It 
TV as learned that when over- 
jead crossings are built, the rail- 
ways affected are required to assume 


0 per 
cent of the construction, 
osts. 


Canvassers wanted: to work 


in Green Bay, can make from 
95 to $10. 
Call between' 6 


and 7—3959, H. & L. Sales. 


See Page 18-for Unusual 


Values 
in 
the 
HOMSTOR 


ANNIVERSARY SALE. - 


KELLY'S 


Spring SALE 


Proud Parents Will 
Be Out With Baby at 
~~"" 
' 
the First 
Sign of 
Spring! 


y Vehicies! 


ABY 
ff 
* *Sa£r r 
Must Have Fresh Air, Light and 
Sunshine in Order to Grow! 


OUR STOCK 


OF NEW 


LLOYD 


VEHICLES 


IS COMPLETE. 


MAKE YOUR 


SELECTION 


NOW DURING 


THIS SALE! 


A Genuine Lloyd Loom 
Baby Carriage... Special 
14 


It is not necessary to spend a lot of money 
so that your baby might have'the comfort 
of a Lloyd, carriage. This model is woven 
in the usual way in an 
lanusual "shell" 


shaped design. 
Standard Lloyd construc- 


tion throughout 
You may 
choose ifrom 


several attractive colors! 
This low price 


should convince you that a purchase at Kel- 
ly's is real economy. 
• 
'•• • ' 


DELIVERS s, 
ANY BABY 
CARRIAGE 
TO YOUR ' 


HOME—PAY 
THE BALANCE 
WEEKLY OR 
MONTHLY! I 


Genuine Lloyd 


Stroller... Special 


13 


.75 


Neatly upholstered with padded seat 
and back. Has a, handy foot brake 
and two: 12 .inch and two S inch rub- 
ber : tired wheels. You may choos« 
from several colors. 


Voy 


Will Be 
Proud 
of a 
New 


LLOYD 


Loom 


Vehicle! 


Genuine Lloyd 


..Special at 
$4.95 


A. smartly styled and sturdily con- 
structed 
collapsible •' Lloyd 
Loom 


sulkyj has a steel running gear, two 
10 Inch wheels-with rubber tires 
and 2 steel curbing wheels. 


The New 1931 Models Come in Many Color Combinations 


r t 
F U 
• i\. 
N I T U R E C O. 


College Ave. at Morrison Si. 


STEWSPAPER! 


Evening, MayJ, 1931 


*QKCOUNCIL, 


TO FILL 


JOBS ON BOARDS 


NewTAppointments Must Be 
'^Made Within Next Week, 
^ 
-Records Reveal - 


•>"Xew appointments, to the 
police 


And' fire commission, the city plan 
commission, the board of "appeals, 
a&d the tioard of health will be made 
•within, the next week, some-by the 
mayor and some by the council. 


JBefore Monday Mayor John Good- 


JaJid, sir., must make -an 
appoint- 


iHent to the police and fire commis- 
sion, as the five year term of P. H 
Hjan has expired. 
The appoint- 


inenfc must be made before the first 
Monday In May so the organization 
xrfeejlng of the board can be held on 


t tli« -first -Wednesday. 
I ""The-council will be asked next 
'"Wednesday to confirm the appoint- 


ments made by the mayor to the 
city planning commission and the 
board of appeals, and to elect three 
members to the board 
of health. 


Alderman R. F. McGillan has taken 
the place of George Richard on the 
cits' planning commission, and now 
a new member must be appointed to 
fill the place left vacant by the 
•fteath of F. S. Bradford. Aldermen 
"VVenzel Hassmann and Harvey Kitt- 
ner have been named to the boaid 
of- health, replacing- Aldermen Oren 
Earls and C. D. Thompson, and next 
"Wednesday the council must elect 
three others to the board, as the 
terms of Dr. Carl Neidhold, 
Mrs. 


Daniel P. Steinberg, and R. C. Brel- 
lung have expired. The terms of 
George Schmidt and August M. Win- 
ters on'-the board of appeals ended 
m __ March, necessitating appoint- 
ments to this board. 
"* The terms of Mrs. Florence Sleep 
er, Dr. H. E. Peabody and F. B. 
Tounger on the library board will 
expire July 1; that of George Beck; 
ley on the water commission in Oc- 
tober, and that of Pi of. O. P. Fair- 
field on the park board in Doi^-jiber^. 


Denies Appeal 


"Any pel son is ho has liquor in Ins 


home is a criminal," ruled Superior 
Judge Edward I. Butler of Martiji 
county, Calif., In denying an appeal 
in a liquor possession charge. "Al- 
though the Volstead act is bungle- 
some and unenforceable, it Is the 
law," he said, adding that anyone 
who sees liquor In a fuend's home 
also is a lawbreaker if he doesn't re 
port the violation. 


ANNOUNCE CHANGE 


IN REQUIREMENTS 


Draw More Rigid Lines for 


Applied and Theoretical 
Music Courses 


NEVTBARRICADES TO" ~~ 


-BE USED ON ROADS 


„ Copies of plang for a new-type 
ofjMghway barricade, as designed by 
state highway commission, have 
,, i received at the highway office 
here. Tile new barricades aie made 
from section?* of snow fence which 
have bepr, pa.jt<>cl with alternative 
strip* of sii^.^'iTid TV lute. 


'The nevr^f.-iice? must extend fioni 


ditch to ditch and In the middle of 
tfie barricade rarat be pJ-.t»' a' <s-n 
declaring'die' 3CT.il closed., Th=. _•>&'*• 
type'oft barricade TVI!* ^^ idspieu in 
tills countys 


An. Increase in major requirements 


and equal recognition for 
applied 


and theoretical music courses taken 
n the freshman year are two impor 
:ant changes in curriculum made at 
Lawrence college, according to the 
May announcement of courses issued 
this week. 


~- jIjH-'n al Lawrence college may 
licit year ciect as many as six hours 
of advanced music, applied or theo- 
retical, accoiding to the new requiic- 
rnents. The change grants full aca- 
demic status to music courses in the 
freshman year and does away with 
the old differentiation between the 
academic values of applied and theo 
letical music courses. 


After this >ear students must pre- 


sent 36 semester hours to complete a 
majur, an increase of 12 hoi~>s over 
the old requirement. Th» rh-tijgc- '-^m 
keeping with the consol'^-.tloiT •' cle- 1 
pirtmentfe since the lueak^own of 
, s^ai-tmental lr * - ^vall make possible 
more liberal choice of major sub- 
jects'. 


NINTH GRADE HIGH 
AT M'KINLEY SCHOOL 


Honor 
Roll for Last Six 


Weeks Period Announced 
by Officials 


"With a total of 1,624 points 
for 


grades, the ninth grade of ilcKmley 
junior high school leads the honor 
roll for the last six weeks period, 
ending last Friday. 


The high point -winners 
In the 


APPLETON POST-CRESCENT 


class include Marjory Stcincr, Verna 
Pfund, Mary Kochnke, Genevieve 
Paeth, G«raldLne Lcimvander 
and 


Maria Stalk. In the eighth grade, 
second in grade points, the 
high 


point winners aro Charlotte Rettler, 
Inez Splettcr, Leone "Werner, Eve- 
lyn Abel, Leila 
Pfund 
and 
Carl 


Gelbke. 
"Winners 
in the seventh 


grade are lone Manzer, Mary Del- 
tow, 
Kenneth 
Mv-Grcgor, 
Beulah 


Stever, Maxine Monson, James Seek- 
ins and Edward Delrow. 


Thirteen students are on the "A" 


honor roll. Xinth graders are Gene- 
vieve Pacth, Ve-rna Pfund, 
Marie 


Stark and Maijorie Steiner; eighth 
grade, Ituth Barnes, Dorothy Blake, 


Joy Coon, Leila Pfund, 
Charlotte 


Rettler, Helen Khoder, Marian Rule, 
Inez Spletter and Leo no Verncr. 


Fifteen 
students 
made 
grades 


high enough for the "B" honor roll 
with John Casper, 
Lcona Grassl, 


Catherine Hartzheim, Gale Hayes, 
Lucille Koeimke, Louise 
Ko?pkc, 


Bernico Lcin .vandcr, Ycrna Lowering 
and Alice Weber from the ninth 
grade: Kenneth 
MacGregor 
and 


Ior«e Manzer, seventh grade; Evelyn 
Abel, Carl Gelbke, Frances Mlnesly 
and 
Marlella 
Schroeder, 
eighth 


grade. 


Those receiving student improve- 


ment cards ara Bernice DeBj 1. Gale 
Hayes, Harold Hutchinson, Teresa 


Roller, Bernice Stever, ninth grade; 
Evelyn Abel, Henry Baker, Adeline 
Flentie, CaU Gelbke, Clyde Kiser, 
John Turkow, Howard Knaack, Har- 
old Lippert, 
Ethel Scarborough, 


eighth grade; Robert Greene, Clara 
Schaefer, James Seekins. Neil David- 
son, 32d\\ard Delrow. Mary Delrow. 
lone Manzer, Beulah Stever, seventh 
grade. 


New York—What is said to be the 


laigest Peisian rug in the vorld is 
rapidly taking shape here. It is be- 
ing built for the main lobby of the 
nc\v "Waldorf-Astoria hotel and \\ill 
bo more than 70 feet long and near- 
ly 50 feet -wide. The design to be 
followed is that of a Persian garden. 


$664 IS DEPOSITED 


BY 2,769 PUPILS 


Seventy-seven per cent of the pu- 


pils in the public schools banked 
durink the Thrift period last week. 
A total of C6J -was deposited by 2,- 
T69 pupils, bringing the balance on 
deposit 
to 
$41,644. 
Thirty-seven 


withdrawals amounted to $197, and 
interest credited wa«( $30.55. 


The Orthopedic and 
McKinley 


schoolchildren banked 100 per cent. 


The amounts banked at the vari- 


ous schools v,ere: Orthopedic, 22 de- 
positors, $2.11; McKinley, S3, $17.5$; 
Columbus, 242, $67.69; Roosevelt, 393, 
$9$; Richmond. 3S, $4.32; First ward. 


329, 136.33; Franklin. 24«, $45.63; 
coin, 106, $17.23; Jefferson, 255, $33.1 
98; Fourth ward, 156, $29.91; TVasfci' 
Ington, 339, $43.77; high school, 319; 
$215.16; and Opportunity room. 14, 
$1.22. 
< 


MCXICO PLANE SHOW 


Mexico City—Probably the largest 


aircraft show In the history will TJ* 
held hei-e about May 15. The exhibi- 
tion will feature displays of Mexican, 
and foreign planes and parts, and, 
Invitations have been sent to several 
American and European pilots t« 
take- -part in the show stunts. The. 
show will be called the International 
Aeronautical and Industrial Exposi- 
tion of 1931. 


WE ffRE BOW 
SHOWITlCr 


ir Time HOTVOHED 
now CREATE; 


C L O C S 
Trade in your old watch. Goodman's will 
give you $5.00 - $10.00 or more — Pay 
Balance $1.00 Down and $1,00 Weekly. 


OVERTON 


Wffl beautify your home. 
Mahogany, with maple burl 
overlay; 5 inch dial. 


TEMPLETON iF 


TS 


Maple burl front; mahogany 
case; 5 inch dial. 


Coma In TODAY and seloct your BULOVA 


WEDDING JtlNa HEADQUARTERS 


*>.. 


1131 E. COLLEGE AVE. 
_. 
APPLETON 


CffSH OR CREDIT! 


LOUDEMANS 
AGE CO = 


An Opportunity'1 


Tomorrow 
New $5 and $6 
HATS 


Repeating an event that -was eagerly reuer^d a 


few weeks ago. And if we are any jrJge ol' Value 
as well as human nature, this sale \vlk be stiD Let- 
ter. A fine selection of lovely straps in colors to 
match your Spring coat. Individii'l, jet inr^u- 
spicuous styles. 


A Group of Hats 


A 
lively -sale '-vhich 
will see 


many cle%er hats go out at half and 
less of +heir regular price. 
We hope 


you'll come early . . . and be lucky. 


HATS . . , for girls. Lovely straws 


With ribbon and flower trims. 
81 


50 


"Class Day" Frocks 


Sports Silks which will 
share the thrills that 
are in store for every 
well dressed Q>ed 


$1O90 


These smart dresses -will top iLe 


honor role 
in the social 
Clast-day 


events- _ There is the Khaki K"ool cloth 
. . . Rajahs . . . Shantungs and Crepes, 
silks every 
one, and 
WASHABLE. 


Jacket and suit models. Boleros and 
tailored 
effects. 
Some 
have long 


sleeves, others shorL. 
But, whatever 


turn they take you may be sure it leads 
to the goal of fashion-success. Pastel 
shades of Mai/e, "Nile, Orchid, Egg- 
shell, White, Peach and Flesh. d4 to 
20, 38 to 40. 


You'll never dream of 


finding such fine 
Frocks for only 


$6 


We consider ourselves extremely 


lucky to have found such -wonderful 
frocks for our customers. 
There are 


beautiful printed crepes and flowered 
CHIFFONS that look like they cost ev- 
ery penny of a ten-dollar bill. The 
most delightful JACKET . . . CAPE 
and RUFFLED styles. Long and short 
sleeve models. Now solid colors . . . 
and POLKA DOTS. 


A very large selection of 


sizes for 
misses and women 


running from i i up to 50. 


Presenting "Crepe Roma" Frocks 
to fashion-wise women who are 


particular about getting a proper fit 


Pleasantly Priced at only- 


Half Sizes 


18V2 to 261/2 


and 
to 5oy2 


r 


The new PRINTED crepe roraa is a very- sheer 


fabric and is similar in appearanoc to georgette. It 
is an excellent material for street, business and 
dicbs wear. These dresses are in dark grounds witn 
geometric, floral and dotted patterns iu white and. 
light grounds. They are unusually becoming to all 
types of -women. Suit stales . . . Jackets, softly 
draped necklines, 
capes and other 
fashionable 


modes. 


Tlics.0 lialf-s>UQ garments are particu- 


larly adapted to 
-women, large and 


small, who have full-busted figures, 
large arms and well developed hips. 
They fit snugly, yet give ample free- 
dom. 
"Kxeliibue in Appleton ... at 


Gloudemans'. 


You'll adore these 
lovely Confirmation 
DRESSES 
$2-9: 


up to $5.95 


Printed Taffetas 
Lovely Georgettes 
Pretty Chiffons 


Will be popular for 
School "Proms" and 
Graduation Exercises 


Follow «a-' c£ tliesc pretty little 


drcbbcs to any e'.-3-xt and you'll find 
tlie girl ivlio is AY<? -ring it is get- 
ting more than Ler sh<i-^ of atten- 
tion. _The styling is so unusual, the 
irtj'.tcridls fao feminine, that they are 
completely stunning. 
Tuff or cape 


sleeves, Kuft'lcs, flared and 
godet 


skirts are just a few of the reasons 
wliy tbrse recesses have so much in- 
dividuality. Many very lovely pas- 
tel sh<uics. Sixes 1 i to OS. 


Lovely -white dresses that 


win instant 
approval 
from 


young misses from 7 up to J !. 
rrfftny have 
-"ic nicest 
Jil.lt, 


jackets as 
A rS! >~ •nvr? clever 


details. 
Low! 
nrckhncs. 


Flared skirts, long 
sleeves, 


belts. 
Also many 
chnnnjng 


tailored models. 


A Blond 


ks preferred by 


Women 


A dainty blonde strap pump 


that is finding favor with the 
well dressed women of Apple- 
ton. 
Perforations and snake- 


skin add distinctive notes in 
trimming. Others at the same 
price. 


The smart women's wardrobe 
must have one of 
these Jacket Suits 


So reasonable at 


The jacket dresses arc so practical 


and so captivating that it is bard to do 
without one. But, when they are &o 
reasonable in price there is no excuse 
for any one not bei"« in style. 
Yoit 


may choose one oC the gay printed 
combinations ... or a solid color such 
as Skipper blue, green, rose, Tan or 
black. With or without collars. Throw 
scarfs, belts, smart pockets, 
button 


trims and other 
little details 
make 


them most desirable, Sizes 14 to 20 
and 38 to i i. 


COUNCIL WILL 


INCREASED 


T017 MEMBERS 


m --.Appleton Educational Asso- 


g):' ciation Is New Name 
jfj 
of Organization 
'^ 


'^JV A complete .reorganization of the 
T Appleton Teachers' association was 
;." Affected at^tbe meeting of the or- 
/t^kanization," ^yesterday afternoon m 
\*th« high schol 
^ auditorium. t Two 
' Constitutional- amendments, c'harg' 
r;<Au|f the name, of the 
organization 


'Jfrpm the -Appleton Teachers asso- 
' delation to the Appleton Educational 
psaociation and enlarging the council 


local association is probably 


~/ jthe first in Wisconsin to change its 
'f iname in accordance with the pres- 
,v~|«n.t state and national groups, the 
'^ (Wisconsin Educational association 


*and the National Educational asso- 


Z- t'clation. 
Fir|-J Under the new organization, the 
:^ 'ftfoVerning council of 12 groups' com- 
j Jposefd of 17 members, will meet 
'Cjsiieit* week to choose the association 
„ . «• «j8fficers for the ensuing year. Nine 
jp.?r./-|«)f: the 12 groupis have elected their 
a/7-" J ^representatives. * They are: 
Apple- 


i, 1-ton high school, Hugh Kennedy, 


"JMIss Elsie^ Mueller and Leland Del- 
Itorge,* present president, of the asso- 
l'|ciatlon; Wilson junior high school, 
j iMiss Laura Gordon, and-Rudolph 
'^fSwanson; McKinley junior high 
Jand grade school 
and 
Richmond 


*" 
'" school group, Miss Ruth Par- 
ikinson and Miss Thelma Kaeding; 


"" 
" 
,. __ 
school, 
Miss 
Mabel 


'HSurke; First Ward 
school, 
Miss 


--jSTartha; Sorenson; Franklin school, 
liss Lois Smith; Jefferson school, 


f, .Sxs. Margaret St. Clair; Columbus 


"li? >fiif |^ono°l» Miss Marian MacVeari; prin- 
' " f, Jcipals, Including superintendents and 


t f supervisors, H«?-bert H. J'elble. 
\" Representatives from Washington 
~|grade school, Roosevelt 'junior high 


and Lincoln school, including 


[ lithe ungraded, ortne^edic and deaf 
^fdepartments will be shosen by next 


More ErKi-iCSsy Seen "" "" 


,& ^^In thesrQr>rganj2ation, the associa- 
''-Itiqn will establish a more trficient 


sf-^V >grojip._. giving nearly every school 
jpyrfp^'in the'clty an active and representa- 
jrjp*"*^ frtiye part in the organization. For- 
\f"i*\ ',^nerly,'the -electing council was com- 
f J>> " ?posed of six groups of 14 members. 
^•il^^This year a closer organization will 
ff 
*^>be' achieved with the 12 part group- 


~ytTNfJns and 17 members. 
Three mem- 


L'fsV '|bers are chosen from the high school, 
§?"'.,,-,-.Itwo from each of the junior high 
gjjj ^.^schools, and one 
each from the 


!°ir-~. Sgrade schools which combine with 
f ^1 iMcKinley junior high school group 
'&•"' f L '^because of their location and small- 
*^I 
"^ness. 
Council membership is 
ar- 


*^ ,*> , Ranged proportionately to the size 
%/~r 
lof the schools,' accounting for more 


a1 
t 
^Jnembersiin^the high school and jun- 
|lor high school groups. 
' 


,' Other discussions at the Thurs- 
jday meeting concerned the payment 
•«of<• expenses, not exceeding .flO for 
I each delegate, of local representa- 
tives to the slate convention; the ap- 
Jproval of the present teachers ten- 
'Jure plan and protest against the 
^change in the Teachers' Retirement 
^fund, two bills under consideration 
jn the state "legislature. 


JUDGE BERG TAKES 


OATH OF OFFICE; 
STARTS TERM TODAY 


Municipal Judg« Theodore Berg: 


•who"was reelected to office at 'the 
April election over John A. Lons- 
dorf, was sworn into office yester-' 
day afternoon by County Judge 
Fred V. Hememann. Judge Berg-'s 
new term, which started this 
morning, will run for six years, 
expiring- May 1, 1937. 
Following 


his induction In office Judge Berg 
immediately reappointed "William 
R. Kreiss, Appleton, as municipal 
court reporter, 
•, Mr. Kreiss took 


his oath of office before Sydney 
M. Shannon, clerk of courts. Mr. 
Kreiss' term lasts until recalled, 
•which usually means he serves six 
years, the same as Judge 


FRANCE TO REJECT 


BRITISH PROPOSALS 


Refuses to Compromise on 


National 
Right of Ship 


Replacement 


Tarts —(A*)— It was stated unof 


ficialiy today that France will no 
accept Great Britain's proposals for 
ironing out the difficulties in the 
drafting of the-Franco-Italian nava 
agreement. 


Great Britain-suggested, It 5s-" un 


dcrstood, that France and Italy sign 
the treaty on a limited naval build 
ing program wliich was announced on 
March 1, leaving the way open for 
France to outline her replacement 
needs at a naval conference in 1935 


Such a, proposal. It is assorted here 


•would place > France in the position 
of asking permission in 1935 fot 
what she considers now to be her 
light of replacement. It ia not be 
lieved such a suggestion would be ac- 
ceptable. 


If the Italian note, when it is re 


ceived, supports the British position, 
the French course, it is declared un- 
officially, would be to propose an ex. 
change of letters between Rome and 
Paris making an interim agreement 
extending to 1934 on the'building 
figures announced on March 1, 


In support of this suggestion it-.is 


argued that the safeguard clausfe of 
the London naval treaty is not oper- 
ative before 1934 and meanwhile 
disarmament conferences are likely 
to change all earlier calculations/ 
Drops Title 
As Ruler To 


Face Knife 


«!,'' 
'& 
* 
'^ 


POLICE STILL LOOK 
i 
FOl BSNBiT PAiB 
| 
-- 


sTrail of Robbers lost When 
) They 
Double 
Back on 


* Highway Toward Neenah 


} Police ,this morning were 
still 


,-looking for "the two bandits who held 


-"ket,the Schabo and Sons Meat Mar- 


E.< Harnson-st, about 10.30 


^yesterday morning and escaped with 
'-t— - 
1- '*"'* 
' Police trailed the 


east ~ to Kcrnan- 
{ave, south" to palumet-st, then to 
Highway 114 snS ease toward Sher- 


road is barricaded about 


about $50 In cash. 


as they fled 


^wood. Thi 


, - mile on this side of Sherwood. 


bk 


- , - 
s s e 
o 
erwoo. 
-^'Police learned that the pair turned 


Ground andjtled toward Kcnnah The 
trail was lost at this point 


f' The bandits escaped in a Ford 


, touring car, 1925 model. 
Police 


(have a good description of the ban- 
,"dit who entered the meat shop, but 
,the other, who sat- at the wheel of 
jthe car outside, was not seen. Henry 
;Stegert, manager of the meat mark- 
^ct, was in the shop alone when the 
holdup occurred. 


/MONSTER WHALE TO BE 
JSHOWN HERE NEXT WEEK 


4 'Wliat is believed to be the world's 
^largest whale will be exhibited here 
.guest Monday, Tuesday, Wednesday 


Thursday. The huge monster is 


^carried in a specially built freight 


which will be parked at the Soo 


time depot. The whale is an especial- 
1/y attractive exhibit to students and 
fteachers and one of the features oC 
fits exhibit is a lecture by Captain 
1-<Sky Clark, noted whaler. It took 17 
^hours' to capture this monster, 
which weighs 65 tons. 


^TWELVE WOMEN ATTEND 
; i'( MEETING AT KAUKAUNA 


/ Twelve women attended an open 
Jjmceting for county , women at the 


*^*,domestic science rooms of Kaukauna 


•~ ^high school lact night. The meeting 


j- |was directed by Miss Harriet Thomp 


son," 
county home 
demonstration 


i-,agent, who demonstrated and ex- 
Ulained the making of 
Unusual 


." ',Q'uick Breads. This was one of three 
' 'open meeting? ' planned by Miss 


Thompson. The last meeting will 


held next/Wednesday evening at 
the high school in Shiocton. 


i~Mr. and Mrs. Arthur* J. Tngpld, 
•who spent the winter ' Jin Florida, 
have- returned to tlieic 'home on E. 
College-five. 


p*r«well Dance at 8 


Washington—(XP)— Prajadhipok of 


Slam tdoay dropped his title as<-king 
.o return to'New York where he. will 
prepare for an operation on his le£t 
ye. 
, 
t i ^|ji|«i 


He and the queen, however,- did 


not resume their Incognitos before 
heir train left Washington. 
The 


same official delegation, headed by 
Vice President Curtis -and Secretary/ 
Stimson, which welcomed him Tues- 
day, were ready to see him depart. - 


Punctilio was satisfied further "by 


the delegation of his American, naval 
and military aides and a state depart- 
ment representative to accompany 
him back to New York. 


Although his stay in Washington 


was crowedcd with official calls and 
greetings, the king- found time to go 
to iSaltirnui-o .yesferday lor an exami- 
nation of his eyes by Dr. William 
Holland Wllmer. 


Dr. Wilmer, who examined 
him 


several years ago while he was still 
a prince, told King Prajadhipok. an 
operation was necessary to save the 
sight of his left eye. A cataract over 
it has been developing for six years 
and is now ready for removal. 


The x-ight eye also is affected by a 


cataract but the physician said it was 
not yet ready for surgical treatment. 


Tho operation is to be performed 


May 10 at the Ophir hall estate of 
the late Mrs. Whitelaw Reid, by Dr. 
John Wheeler, assisted by Dr. Thom- 
as A. Johnson. 


One of ths few remaining absolute 


monarchs, the king was unostenta- 
tious and democratic in his manner 
in public appearances in Washing- 
ton. He explained he preferred 
to 


make occasions which did not require 
formality as unofficial and personal 
as possible. 


Hoover Honors Boy Hero 


NBA /Washington' Bureau. 


"I-Jello, Mr. President," said Bryan Untiedt, 13,^of Towner, Colo., hero 


of the Colorado school bus tragedy that claimed'th& lives of five clill- 
dren, when-he met President Hoover at the White.MHouse.,'"Hello, Bryan. 
Glad to see you. Ho«v are your folks?" replied the*president. So the boy 
who eaved_th« lives of 16 other children was welcomed' and entertained 
as the S"cat of the chief executive, -with whom he is shown here." ' ', 
f 


Animal Trainer Quizzed 


About Attack By Lioness 


Cincinnati—W)—William Harwood, 


animal trainer" and lecturer, 
was 


asked to appear before Superinten- 
dent of Schools E. D. Roberts today 
o explain his—version of a lioness' 
attack upon .Vivian Le'ischner, six- 
fcar-old school girl, yesterday. 


Harwood also was-told to bring 


he animal which, lie owne'd, with him 
or examination, as to rabies. 
The little- girl, with more than a," 


icore of stitches in her scalp and 
cratches on her babk, was reported 


LITTLE RIOTING IN 


MAY DAY PARADES 


CONTINUED FROM PAGE) 1 


might get out of hand. In Oklahoma, 


,000 national guardsmen were on 
all to meet any 
emergency, al- 


hough Gov. Murray said he antici- 
iated none. 
JExtra guards were ordered out at 
lie Missouri state capitol and execu- 
ive mansions as a precaution 
gainst Communist agitators. 


HE'S ON THE ROAD 


Atlantic City—Antonio iTalcone is 


doing a lot of road work now, but it 
isn't in track 
competition. 
He's 


working witli a road gang with a 
result of his ignoring a court ord^r 
that he was to pay $7 50 a week 
toward the 
support of his 
aged 


father. Jfalcone, 58, Is a constable, 
but that didn't prevent Judge Wil- 
liam Smather from sentencing him. 
His salary of 50 cents a day will be 
turned over to his father. 


THE STYLE QUESTION 


London—The social class this year 


is confronted -with the problem. oC 
whether its women shall -wear petti- 
coats or trousers. Tho London dress 
show season is now in full swing 
and features • troustr suits. They 
are designed for house, restaurant 
and beach -wear, and -six yards oC 
material are used- in each leg oC 
some of the more elaborate 
tions. 
crca- 


WEDIHNG BELLES 


Ixmdon—Thlrty-ono English belles 


loft hero for a four-year tour In 
1927. 
Today the majority of tl-em 


iurncd 
into wedding bells. 
The 


girls, members of a dancing troupe, 
landed in America and the thirteen 
of them forthwith lost their hearts 
to swains in the (United States. 


THRASH' RV 


The Smiths wore ijuarreiling. 
"You 
women," said Smith con- 


temptuously, "are only happy be- 
fore a glass." 


"Tea," replied his wife, "and you 


men an? only happy after one." — 
TJt-BlLs, 
" 
^ ' 


STALIN REVIEWS TROOPS 


London—(>¥v—The red flag waved 


in parts of Europe today in celebra- 
tion of May day buc order generally 
prevailed under the watchful eye of 
police and most of the disorder was 
verbal. 


By far the greatest demonstration 


took place in Moscow where all work 
was stopped and thousands paraded. 
Joseph Stalin reviewed red troops In 
front .of tha Kremlin. 


In Paris police arrested 
dozens 


for speeches which they believed 
might incite physical violence. Lon- 
don was quiet as usual. A little 
army of men, women and even chil- 
dren—some in baby carriages—bore 
red banners as they marched along 
the embankment but scores of bob- 
bies walked on either 
side of thp 


parade and there was no disturbance 
beyond a few weak shouts against 
capitalists. 


Brussels police guarded embassies 


where it was held likely that anti- 
Fascists and Communists might 
make trouble but nothing happened. 
Some Communists were- reported 
planning a raid on a Socialist meet- 
Ing tonight but all preparations were 
mado to prevent a serious disturb- 
ance. 


Small groups attempted 
demon- 


strations in Sofia and several wcie 
arrested. There were 110 known out- 
breaks in tho provinces of Bulgaria. 
All wag quiet in Greece and 
the 


same report was received from Tur- 
key. 


Norway, Sweden 
and Denmark 


took the holiday calmlv and it was 
just liko any other spring day in 
Italy. In Bombay 
striking 
mill- 


workers used the occasion to demon- 
strate near tho factories, shouting 
slogans hostile- to capitalism. 


recovering. Her condition was not re- 
garded critical. 


The attack occurred In a, hall at 


tho Whittier school, where the lion- 
ess and other animals were exhibited 
to illustrate a lecture. The little girl 
was last in line as a teacher led her 
class past the animals when the lion- 
ess, leashed to plumbing fixtures 
leaped at her. 


The woman trainer soothed the an- 


imal and invited the little girl to 
come close. As she did, the lioness 
leaped again, this time seizing the 
child's head in her forepaws. 
"Wil- 


liam Hunter, 
janitor, rescued the 


child while the trainer pulled the 
lioness away. 'The girl was rushed to 
a hospital and a tetanus 
injection 
was made. 


Harwood, at a Dayton hotel last 


night, said the lioness did not attack 
the girl and only wanted to. play 
with her. He also 'had issued orders 
that no children were to 
pass 


through the hallway where the lion- 
ess was tied tvhile the other animais 
were m the auditorium, he asserted, 
but the" child ran through the hall- 
way to get to the auditorium. 


MURDER 


WITNESS SLAIN 
BY HOLDUP MAN 


Alleged Bank Robber Con- 


fesses He Killed Police- 


man Anthony Ruthy 


J 
CONTINUED PROM PAGE I 
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time member' of the Swiss guards. 
The latter seized him near Wabftsh- 
av* and Washington-blvd, about 
two bjocks from the Lingle murder 
scene.' 


Testified At Trial 


Policeman Ruthy was the court 


witness at the recent trial of Leo V. 
Brothers of St. Louis, convicted of 
killing; Lingle, who testified he saw 
a 
"vision" when he previously 


identified Frankie Foster, Chicago 
gangster, as the man he saw run- 
I'ing from the Michigan-ave pedes- 
trian tunnel in which the Chicago 
crime reporter was killed. He was 
at the same post last night and was 
going to the assistance of Policeman 
JJurkin and_ Leonard Benson and J. 
'C. Woods, ^private detectives, when 
th'e 4shooting occurrcdv 


.The 
prhc.te 
operatives 
were 


seeking Jordan who was also known 
as Carl Carlsen, Frank Johnson and 
Max Coy, in connectc-n with 
the 


bank robbery at Neponset and an- 
other at LaFayette, 111., and had 
trailed him as he came out of an of- 
fice building in N. Michigan-blvd. 
They caught up with him when he 
stopped to buy a newspaper. ' 


Benson told the 
coroner's -jury, 


that Jordan drew a, pistol and start- 
ed 'to fire almost immediately after 
Policeman Durkin seized him. JDur- 
kin iell wounded iri the abdomen. 
Ruthy, by this time was running to- 
ward them. A second bullet felled 
him' before he had an opportunity to 
draw his weapon.. He was also hit 
in the abdomen. 
__ 
, - 


A- woman, who gave her name as 


Gladys Mayhew Jordan -and 
-who 


said she^ and Jordan were married 
three weeks ago, was arrested later 
in Jordan's apartment and held -for 
questioning. 
She told 
police she 


witnessed the shooting as she sat In 
a new automobile parked near the 
scene. 


Jordan confessed the slaying at 


the coroner's inquest at which he 
took the stand as a witness. 
When 


asked for the nanie of the person 
to whom, he first admitted ;/the slay- 
ing he pointed to mayor Cermak and 
sold. 


"To ths mayor. I told him what 


he asked me to tell him because he 
Is a man and i will do what he said 
he would do—see that I get a square 
deal." 
. 
< 
'• 


i 79 BABIES EXAMINED 


AT 2 HEALTH CLINICS 


There were 79 babies examined at 


two special clinics staged, this week 
In tho county under direction of state 
and county health authorities. The 
first clinic was held Wednesday ac 
Seymour when 55 babies were exam- 
ined, according to Miss Marie Klein, 
county nurse. 
At Little Chute 


Thursday there were 24 babies ex- 
amined. Dr. Elizabeth Taylor of the 
state board of health conducted the 
examinations, 
assisted 
by 
Miss 


Klein, Complete reports on the re- 
sults of the examinations will not 
be available until later. 
i 


ORDER PLANS FOR 


PAVING DEPOT-ST 


IN LITTLE CHUTE 


County Will Do Work and 
, Village Wjll Pay, but Wil 
Be Reimbursed Later 


COEDS PRESENT 


WAIERFESTIVAL 


Presentation to Be Repeated 


Tonight 
at 


Gymnasium 


Lawrence 


SIXTT-FOUR XEAKS AGO 


London— Sir Alfred Yarrow, fa- 


mous ship builder, is credited with 
introducing the first typewriters in 
England 64 years ago. He brought 
over a dozen from America. Not 
one in the -firm could use them. He 
had to advertises for a typist,' but as 
no ona in 
England at that time 


know what a typist was, he had to 
change his ad to read: "A short- 
hand 
writer who can play 
the 
piano." 


"Y" SECRETARY TALKS 
TO LAWRENCE STUDENTS 


Arthur Rtrgh, religious "work sec- 
retary of the national council of the 
T. M. C. A., spoke to Lawrence col- 
lege students at convocation Friday 
morning as the first meeting in a 
clay's program here. At 11 o'clock he 
held a religious meeting with staff 
officers of the T. M. C. A. At 6:15 to- 
night he "will meet directors of the 
association, Appleton and 
valley 


clergymen and laymen. 
' 


NAME CANDIDATES TO 


"Y" DIRECTOR BOARD 


A list of ten candidates for elec- 


tion to the five vacancies on the 
board of directois of the T. M. C. A. 
has been drawn up by the nominat- 
ing committee of which Dr. R. V. 
Landig is chairman, following a 
meeting held Thursday, The men. will 
be interviewed, and announcement of 
selections will be made in a 
days. 


JANECKY NAMED AS 


THEATRE MANAGER 


Harold Janecky, former manager 


of Warner Brothers Apploton the- 
atre, lias been named manager of 
the New Warner 
theatre 
which 


opened m Milwaukee Satin day. Tlie 
new theatre is located on Wisconsin- 
avo. Janecky managed the Appleton 
theatre for several weeks in 1030. 


. W. DAILY CHIEF 


Madison — (#>)— Samuel Stoinman, 


Somcrvillc, ^T. J., was named execu- 
<lve editor oC the Daily Cardinal, 
university 
of 
Wisconsin 
student 


newspaper, last night. He succeeds 
Herbert Tschudy, Monroe, Wis., to 
the highest cditoual position oC tin, 
paper. 


FOR CONVENIENCE 


Fort Worth, Tex.—Police picked 


up a drunken man here and- took 
him to Police Sergeant Travin. 
Travin asked the man his name, 
but couldn't understand his reply. 
Then he was asked to write it. It 
turned out to bo a Greek name, the 
given name having 26 letters and 
the surname 41 Trovin then chang- 
«d tho man's u>me to "John Doe" 
until he was released from jail. 


DISABLED WAR VETS 


• 
MEET AT CITY HALL 


Final organization of Appleton 


chapter No. IS Disabled American 
Veterans of the World War, will take 
place at S o'clock tonight at the 
city hall. 
The first organization 


fj "was held several weeks ago, 


Indian tepees against a wall of 


evergieen trees, the glistening sur- 
face of the -water reflecting the light 
of hundreds of stars in a night-blue 
background and the glimmer of a 
large evening star In the west cre- 
ated the setting for a group of gay- 
''v clad Ojibviay Indians who sat 
around their council f ire - listening 
to Manifo-the-Mighty, ,their chief- 
tain, who was relating the legend of 
the sacred Star of Evening. 


Manito told his listeners that the 


Evening Star had been the kingdom 
of the beautiful Princess Celestina 
since the beginning of time. Sudden- 
ly the heavens grew. black. 
A 


meteorite bearing the-Princess shot 
from the Eveniiig Star, in. the Big 
Sea Water from which Osseo, stal- 
wart^ son'of Manito-the-Mighty, res- 
cued her. ' 
^ 


Osseo fell in love with the beau- 


tiful Princess and so she was adopt- 
ed, into the-tribe. Eight^ maidens 
dressed as" glow worms ^danced to 
light the picturesque ceremony and 
the Princess^ was permitted to wit- 
ness the^ sacred war dance and totem 
pole dance "of the tribal rites, ' 


t isnT: a fairy tale. It's the 


tWater .Festival, given by the Law- 
rence Women's association _ in the 
swimming" pool at the new Alexan- 
der gymnasium last night. The fes- 
tival will be repeated this evening. 


REALTY TRANSFERS 


Arnold Smits to 
Hennes Auto 


company, lot in Kimberly. 


Board of Trustees of Lawrence 


college to the Institute of Paper 
Chemistry, lot in Fourth ward, Ap- 
pleton. 


BIRTHS 


A daughter was born Thursday to 


Mr. and Mrs. Clarence Schwahn, 404 
E. Circle-st, at St.r Elizabeth hos-_ 
pital. ^ 
•' 
'- 


A son -was born Friday to Mr. and 


Mrs. Joseph Rickert, route 6, Ap- 
pleton, at St. Elizabeth hospital. 


DEATHS 


when aprpoximately 10 charter mem- 
bers were enrolled. The charter has 
been granted. K. F. Kocnder, state 
department commander, will be pres- 
ent this evening. 


Any American soldier disabled 


during th& world war is eligible for 
membership in the organization, it 
is reported. 


JOHN PAGEL 


John Pagel, 61, died at 6 o'clock 


Thursday evening at his home in 
Bovma after a six months' illness. 
Born in Brandenburg, Germany, he 
came to Amercia with Ills parents 
at the age of 11, settling near Nee- 
riah. He lived there until 1909 when 
ho moved to Shiocton. 
Survivors 


are the widow, two sons, Louis of 
Neenah, 'and~Herbert at home; three 
daughters, Mrs. Lawrence Bonnin 
and Amanda, Neenah, Mrs. John 
Oberstadt at home; two brothers, 
William and August, Neenah; one 
sister, Mrs- J. Moelk, Janesvilie; and 
seven grandchildren. The 
funeral 


will be held at 1.30 Sunday afternoon 
from the home, -with services at 2 
o'clock at the Lutheran church at 
Shiocton. The K.ev. L. Miolke 
be in charge and burial will be 
the Bovina cemetery. 


Plans for amlesit* paving: on Be 


pot-st In Little Chute; from the inter 
section with Highway 41 to the Chi 
cago and Northwestern,, railroad 
tracks, -were ordered by the county 
highway 
committee at * special 


meeting yesterday afternoon a.t the 
courthouse. A. E. McMahon, Me- 
nasha engineer, was ordered to pre- 
pare the grade- plans and specifica- 
tions and to submit them to the high- 
way committee as soon as possible. 
As soon as the plans are ready the 


committee will take bids, and the 
contract will be let and the work 
started at once. County Trunk High- 
way E now passes over this street. 
Highway 55 formerly passed over the 
street. 


The work at Little Chute will be 


done under diiection of the county 
highway committee, but the village 
of Ljttle» Chute is advancing the 
money for the project. The highway 
committee and county board 'have 
agreed to include this job in the 1932 
highway program, but funds for the 
work cannot becoma available until 
after the November session of-the su- 
pervisors. The village of Little Chute 
according -to Anton Jansen, president, 
wanted the work. completed < this 
year, and agreed to advance the 
funds and to be reimbursed -when flie 
money is available next year. 
The 


work Is expected to cost around S10,- 
000., 


The highway committee yesterday 
also voted to purchase 
from "the 


Brettmg Tractor company of Green 
Bay a dual wheel motor patrol grad- 
er, to cost complete $3,150. 


BLOWING STONE 


London — The "Blowing Stone,'-' 


standing- in a garden of Kingstone 
Lisle, Berkshire, is one of nature's 
queerest creations. It is a block" of 
stone, three feet high in which, ars 
a number of natural passages and 
cavities. "When one blows through 
a small hole on the top, tha stone 
emits a deep roar that can be heard 
for miles. It is said King Alfred 
used the stone to warn the country- 
side of the approach of enemies. 


NO MORE STEW 


"Did jou rescue your poor friend 


who was captured by cannibals?" 


"Unfortunately, -when I arrived he 


hatl already been scratched"* oft the 
menu."—Hummel, Hamburg. 


IMMELL NEW HEAD OF % 


ADJUTANTS GENERili 
Special to Post-Crescent 
„ 


Wasliififton—General Ralph ; Mr." - 


Immell of Madison, adjutant gener-** 
al of the Wisconsin National guard, 
was elected president of the- Adju-" 
tants General 
association ol th« * 


Unllvd States, which closed its tneet- ". 
Ing ia Washington Wednesday? * - 
- General Immell had'beerftservlnip 
as acting president during^'tbir 3-' 
day session. He left 
Wednesday1 


evening for Wisconsin. 
- 
-e"" '- , 


FORENSJOSOCiEtfi- 


ADMITS 2 JUNIORS 


Appleton and Menasha^TrlV 


Admitted to HonoraifiSd- 
ciety 
- 
:^:"'r 


Maxme Fraser, daughter of Mr. 


and Mrs. A. A. Fraser,--" .fi-ppletofi? 
was elected to membership ••!»> Tatl 
Kappa Alpha, national honorary" for- 
ensic fraternity, "at Lawrence col-! 
lege at a meeting of the organiza-* 
tion Wednesday evening. 
Lucille^ 


Schwartz, Menasha, was also elected-"" 
to membership. 
* 


In the election of the 
two JIEW- 


members the local chapter of Tau 
Kappa Alpha returnee! to a custom- 
Abandoned several years ago of' 
electing juniors. Eligibility for mem-" 
bership is based; on "excellency ana, 
service in Lawrence,'college-forensic1 
activities and general • ability as a~ 
leader and scholar displayed on the" 
campus. 
Law; •rence faculty mem-- 
Bers of Tau Kappa' Alpha are Rex-" 
ford S. MItchel, women's 
debate 


coach. Dean Wilson S,^Naylor, Gor- 
don. Clapp, Norman Kiiuteen, Erof.^' 
A. A. Trever and Profr A. L. Franzke" 
men's debate coaeh.' 


AUTO STARTS ATJt,UQvE ' 


'•Lima, Peru—A racing 'car, mado! 
out oC the parts of a.plane wrecked^ 
at Arequipa by an American named i 


ucett,". is,^ responsible? for one of"' 


:be biggest "air'lines "in the country,J" 
Wlth the cac~Fa-ucett %'on a race* 
and obtained enough money to buy." 
another, plane./-With-"it he started!" 
the" line and built'It Jup until 10 
serves,the entire'country and is on"^ 
of the'biggest paying businesses M 
Peru. 


Cleon Larson, Peoria, 
HI., who, 


las been visiting his parents, Mr^ 
ind Mrs. Peter Larson, returned to,' 
?eoria Monday.. 
He was 
accom- 


sanied by his mother, \vho -will visit 
iim and Jier daughter, Mrs. W. TC., 
/"aughn. 


Chet's Knights of Harmony. 


Galley Queeni Siinday. •, 
~ * 


In 


Lithe Little French Girl 


Leaps To Stardom In Opera 


New Torlc— ('?)—"OK" may not bo 


perfect English, but it's the first 
phrase Lily Pens has learned to ex- 
press her elation at being the sea- 
son's musical sensation. 


This 26-year-old httle French girl 


first brought tho Metropolitan opeia 
house to its feet at her debut m 
"Lucia Di Lamrr.ermoor." She sang 
tho titlo role a whole note higher 
than any coloratura soprano since 
Mile, Nan. 


A fow nigHs later she lent her 


voice to tho ill-fated Gida m "Rigo- 
<:Uo" and irusic lovers again literally 
went wild. 


And not tlie least strange thing 


about her unusually early success 
is the fact tliat granS opera as a 
career was an afterthought to her. 


Her father was a concert violinist 


oC Cannes, Franco. Her mother was 
Italian—and ,it first Lily studied art. 
Then she decided to follow her fath-' 
cr's footsteps and be a concert pi- 
anist. 


She didn't doiso well, so she turned 


to drama, playing small parts. 
It 


was not until J1S25 thai fiiends dis- 
covered Mio had 
voice. 
a natural singing 


Hut her •\aried experience now fits 


into her opf, a. 
1 career. She cmplo.vs 


hci talent fur iul to design her own 


" 
u 


costumes and clothing. She can ac- 
company herself on the piano and 
her developed histrionic instincts en- 
able her to make opera roles real. 


The aspersions cast at opera when 


tho heroines are too large for r6- 
mantic illusion cannot bo employed 
when the little French s'nger per- 
forms. 


Sne weighs only 105 pounds, is 


straight and lithe, has dark 
hair, 


largo dark 
eyes, pcaily teeth, a 


cjuick contagious smile and shapcy 
legs. 


Madame Mario Gay, who with Gi- 


ovanni Zcnatello discovered the sing- 
er for tho Metropolitan, said she is 
a 
-perfect natural singing Instru- 


ment and that abdominal breathing, 
painfully acquired by most singeis. 
i<? second nature to her. Even the 
placing of her voice is natuial. 


Lily Pons' interests now are art 


and music and the study of English 
and Italian. Slio sings both lan- 
guages with case. 


Slio di esses fcimply, has little in- 


tefcaf in housekeeping a.id-has to 
be urged to eat. She never is ner- 
vous and has no fear l.or voice will 
fail her under any test. 


OC her acclaim, she sajs, in 


1'Yonch: 


"11 cst trcs inteicssaiit!" • 


MRS. 
JOHN SCHMITZ 


Five weeks after the sudden death 


of her sister, Mrs. Anna Werner, 
Mrs. John Schmitz died Thursday 
afternoon at her home In Eozellville 
after a brief illness. Mrs. Schmitz 
was formerly Miss Lena Bocher of 
Greenville. 
Survivors are tho wi- 


dower, three sons, John, Jr., Edward 
and Joseph; five daughters, Anna, 
Bertha, 
Barbara, 
Theresa and 


Agnes; mother, Mrs. Anna Bccher, 
Marshficld; two sisters. Mrs. John 
Bauer, Grand Chute and 
Cclia, 


Marshfield; five brothers, 
Henry, 


Appleton, John and Conrad, Elling- 
ton, 
Jacob Marshfield, and. Edward 


of Stratford. Funeral services will 
be held Monday morning at Itozcll- 
villc. 


MRS. 
FRED KROIIN 


The funeral of Mrs. Fred Krohn 


was hold at S'30 Friday morning 
from the 
home of her 
daughter, 


Mrs. Peter Jacobs, E. Harriso:i-st, 
with services at 9 o'clock at St. Jo- 
seph church. Burial was in St. Jo- 
seph cemetery. Bearers were Fred 
Stoeffel, Louis Lippert, Michael Jac- 
obs, John Sicgert, Joseph Kraus, 
and Andrew Gehring. 


Visit Gmeiner's Silver Jubilee! 
We congratulate the GME1NEB CANDY SHOP upon the in- 


stallation of tha NEW CAPBHABT AMPEBION, tlie last word 
in automatic record reproduction — Hear it today! 


WEEK-END SPECIALS 


In Bosch Radio Models 
$79.50 to $120.00 
and Victor Sets 
$85.00 to $121.50 


Cabinet Models, Complete with Tubes 


Your Choice of Used Battery Sets 


$5.00 to $10.00 


ECHOPHONE — Midget Sets, All Electric 


While They1 Last — $35.00 each 


MEYER-SEEGER MUSIC CO. 
118 W. College Ave. 
Phone 415 


Bring in Your Old Eadio Tubes — 


We Will Test Them Free 


MAY 4 to 7 
A P P L E T O N WI,LL 
G E T 


EMERY CKEVIERE 


Emery Crcvicre, 81, died Fiiday 


morning at the home oC his daugh- 
tnr, Mrs. Frank Schmidt, WVutney- 
st, Kaukauna, after a long Illness. 
Born in Darboy, he lived in Outa- 
gamie-co all his life. 


Survivois arc two daughters, Mrs. 


Schmidt and Mrs. Louis 
Quiglcy, 


I)o T?crc; two sons, Louis and Archie 
if Kaukauna. 


SOO 
LINE 


DEPOT 


Thrill ofa Lifetime I 
E 


THIS MONSTER OF T£E DEEP 
CAPTURED AFTER 16"HOURS / 
OF"DEATH-DEFyiNG 'COMBAT/ 


•yOUlLGAZE-INAWE'AND CC CCCT I AUP 
WONDER AT THE MIGHTY JJ FLL I LUlill 
1EVIATHAN OF THE'SEAS 
gp TOMS 


MRS. 
MINNIE A. WOLFE 


The funeral of Mrs. Minnie 
Al- 
colt Wolfe will be held at n o'clock 
Satuiaay morning at tho Wichman 
Funeral home, with Dr. C. A. Brigss 
in charge. After tho service the 
corlcgo will leave for 
Broadhead, 


Where burial will bo in the Green- 
wood cemetery. 


Miss" Gladys Lillge, who has been 


III at her home; is improving. 


See Page 18 for Unusual 


Values 
in 
the 
HOMSTOR 


ANNIVERSARY SALE. 


T 


AND GIANT SEA ELEPHANT 
OPEN r 
THE GREATEST 


HOURS I 
BIOLOGICAL EXHIBH 


DAILY L 
OF AIJ:I TIME! 


Worth Going Miles to 


-| ADULTS 25c 
I CHILDREN 
| Undcr 
10 
6 
c 
FrW! 


'SPAPFR 
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;"'- 
ROOSEVELT IN 


ACK ON FOES 


OF 


Criticises Alleged Reaction- 


ary Policies of Ad- 


ministration 


New Tort —OP)— A speech by 


Qovwnor-Roosevelt criticising ''The 
"cornerrative end reactionary party 


' now In power In "Washington" -was 


published today. 
The governor spoke last night at 


m. dinner of the Young Men's Demo- 
cratic club of New York but omitted 
from his remarks 
references 
to 


"Washington ccntalned In the speech 
jflven to newspapers., 


Asked V. the omission -was Inten- 


i, tional, the "governor said he did not 
,- realize there had been omissions, and 
v that ha stood behind' the speech as 
it TOUT distributed for publication. 


'We have reorganized and mo- 


;ze4 the "whole^ machinery "of our 
state government," read the pre- 


pared speech. "In many other places, 
even In "Washington, the clogrs«d 
and creaking, cumbrous wheels of 
government machinery are geared, to 
the pace of fifty years ago. Timor- 
ous councils have permitted no more 
than constant patching: a new rivet 
here, an estra bolt there; intermin- 
able struts and drops and additional 
parts without co-relation to_ each 
other, which have been added un? 
tU^tlie -whole structure :.hcsitates at 
every attempt to speed Tip in kcep- 
. ing-with modem life." 
" 


"And as In this state, so it !s In 
the nation—from the/conservative 
and reactionary party now in pow- 
er in "Washington, from the' timid 
councils of the: aged, from the selfish 
grasping power of the powerful few 
who control action .from behind the 
scenes, the people all over 
these 


United States^ are looking1 to our 
party-to lead them/into the broad 
road that leads to the real demo- 
cracy of which 
OUT 
forefathers 


dreamt." 
. •' 
. . 
• 
: 
• 
' 
" 
: 


Governor Roosevelt had planned to 


go south for a vacation today ;but 
delayed departure "when he received 
a message - that his mother, Mrs. 
James Roosevelt is ill In Paris. 


Mayor "Walker, -who was cleared 


by Governor Roosevelt of charges 
filed'against him by the city affairs 
committee, .was invited- to the din- 


Pavement Ruins Illusion 


Of Fameci"Magnetic"Hm 


ire JESSIE HENDERSON 


(Copyright, 1931, by Con*. Press) 
•Hollywood —CPA) — They've just 


about ruined magnetic hill with 
their newfangled Improvements. 'It 
used to be that you could.':= slide off 
a Hollywood boulevard and up mag- 
'nctic hill and get the scare of your 
life. Everybody did it, and after' a 
glass of single ale or something:-the 
effect was even better. 


Scores of people still Tide hope- 


fully up .that hill. But it isn't the 
same. Scores of people, including 
tourists who had heard of the freak 
of nature, still hunt industriously 
ior tli© exact spot. Well, .the: spot's 


ner but did-not attend. Instead he 
spoke at a dinner given by; the Eve- 
ning Graphic in the same: hotel. Lat- 
er .tlie governor dropped "in at the 
Graphic dinner and spoke briefly. 
The mayor'had gone, however,, hav- 
ing been called away by the illness 
of .a relative. 
" . . ' 
. 
•. 
. 


been paved and the Illusion la now 
so weak • it isn't worth a hoot. 


Magnetic hill was called that be- 


cause-on a certain grade,/ which 
really sloped down, the road looked 
as if it sloped up. The trick was 
to ride_down an apparent hill,, shut 
off your motor, and 
then watch 


your guests turn pale as the car 
trundled backward up what 
the 
guests believed to be a considerable 
decline. Tou told 'em the hill, was 
'plumb full of magnetic ore but what 
it was really full of was optical il- 
lusion. 


"Who first discovered the optical 


illusion is something lost in. the 
mists of time, but at any rate he is 
the man who came to the. aid of 
many a party. The road, however, 
was rough and possibly a 
trifle 


dangerous for 
if the magnetism 


didn't work right you were due for a 
drop of a hundred feet over a cliff. 
So the town put a nice, smooth 
asphalt pavement all over that road 


and marked the curve with concrete 
posts. 


Today, if the sun is In the correct 


position, your car may or may not 
slip a few feet backward at the mag- 
netic spot. 
In all likelihood your 


car will remain motionless, as doz- 
ens of tourists 
are 
discovering. 


Tourists and natives are peppering 
nearby residents with questions, but 
all the nearby residents can tell 'em 
is that it used to work grand. Civil 
ization has put the jinx on still 'an- 
other natural wonder which only a 
movie process shot can bring back. 


BEES CHRISTEN PILOT 


Sacramento, Calif.— Lieut. S. J. 


Simonton doesn't care for be*s any 
longer. Climbing into his plane re- 
cently' he discovered a. million, more 
or less, had'settled on his plane's 
wings and showed no inclination to 
get off.; His :commanding officer had 
to have another plane put in front 
of Sirnonton's . 'and direct the 
air 


from .the .propeller onto the wings. 
It blew the'insects off. 


Meltz Californians at Green- 


ville Pav,, Sun., May 3. WLS 
Cowboys, Fri., May 9, 


"E. • A.' K 
Canadian Pacific 


B. H. NASON 


The Travel GuM, Inc.' 


B. E. SMEED 
The Soo Line 


A. G. MEATING 


School Superintendent 


the Human factor in the success 


tour to 


there are four men— 
whose experience and 
vision make possible 
this splendid cruise 


Every good idea needs the attention 


of capable men whose vision and ex- 
perience are adequate to carry it out 
to fulfillment. When the Outagamie 
County European Tour was first an- 
nouriced, it ivas( received as one of 
those rare and exceptionally valuable 
ideas whose success depends upon the 
men behindit. 


Many men in many organizations 


became interested in the Outagamie 


- County tour. It has, however, been 
the good fortune of three men, in ad- 
dition to IVhvMeating who originated 
the tour, to assure success for this 
greatest of large-group tours. 


E. A. Kenney, general agent for the 


Canadian Pacific Steamship lines — 
part of ^ the "World's Greatest Travel 
System"—has personally worked to 
secure the best accommodations for 
the smallest amount of expenditure 
per person. His company's railroads 
will be used from Sault St. Marie, 
Canada, 
to 
Montreal. 
Canadian 


Pacific liners will be used from that 
point to Liverpool. His understand- 
ing of travel and travel costs have 
played an impressive part in giving 


participants /in .the tour the greatest 
travel-value in the history of educa- 
tion. 


R. H. Nason, president of the 


.Travel Guild, Inc., heads the organi- 
zation whose business is to simplify 
the intricacies of travel. His personal 
supervision of the itinerary, stops, ac- 
commodations abroad and the like, 
have been of invaluable aid to Mr. 
Meating and those who will go abroad 
this summer. 


On B. E. Smeed, assistant general 


passenger agent for the Soo Line 
railroad, has fallen the responsibility 
for directing the tour from Appleton 
to Sault Ste. 
Marie and from that 


point home again when the cruise 
returns. 


Share in the advantages which these 


men, 
working with Mr. Meating 


have made possible. The cost is negli- 
gible yet there is a wealth of valuable 
experiences and splendid memories 
returned for every dollar you spend. 
More, certainly, than any other simi- 
lar cruise. 
Write today to A. G., 


Meating, Court House, Appleton, for, 
complete details. 


The Travel Guild, Inc. 
Executive Office, 18O N. Michigan Ave., Chicago 


Branch Offices 


Plister Hotel, Milwaukee 
531 Fifth Ave., New Xork Citr 


J.C.PENNEY 
208-210 W. College Ave. 
Appleton, Wis. 


Dress Coats 


and 


Sports 
Coats 
9.90 


Dress coats of die new 
crepey woolens . . . dress 
coats that emphasize the 
vogue for 
black 
-with 


white; sports coats with 
scarfs... the indispensable 
utility coat . . . you will 
find them 
all 
includ- 


ed for only $9-90 . . , 
proving that Spring 1931 
is going to be a thrifty, as 
well as a smart, season! 


Summer 


DRESSES 


Fine quality silks . . , fresh" summery colors and distinctive prints . » . fiat 
crepe, canton crepe, shantung, georgette and chiffon . . . in an assortment 
of styles wide enough to meet every need. Even in a season of greater 
values, these dresses are outstanding. 


Special Presentation 


Spring "Betty Co-Eds11 


Every woman will want a "Betty 


Co-Ed" to complete her Spring- costume! 
They are irresistibly smart, yet strictly 
youthful A 5 . in brimmed, off-the-face" 
and beret styles. See the very low price, 
too. 


Snappy 


Hats 


Featuring 
the Latest 


At — 


APPLETON POST-CRESCENT 


»N POST-CRESCENT 


O DAIL.T EXCEPT BUNDAT, BT 


'^ Jim* pan PUBLISHING 
*'***•-'"• -.APPLETON. Wia 


AT THE POSTOFFICB AT AF- 
wis, AS SECOND MATTCR • 


ANDREW A' T0RKBUUJ 
President 


" YICTORJL MXNAHAN. 
....Treasurer.Edltor 
jU&Ii. DAVIS 
Secretary-General Manager 
,«.'RIEDt. 
Managing Editor 


f 
SOBSCRTPTTON RATES 


APPLETON. POST-CRESCENT U de- 
by carrier to city and suburban eub- 
for fifteen centa a weefc. or $7.50 a year 


Advance. By mall, on* month 65c. three 


?« tl.SO, mli month* 13.50. one year $4.00 


i '' > MEMBERS OF THE ASSOCIATED PRESS 
\ e" Th« A, P. la exclusively entitled to the use ot 
V" JKpubUcatlba ot all ttewa credited to it or not 
','^bthorwlM credited in-this paper and also the 
* " local n«w» pub1tst>*<3 herein. 
^.^-«l-H-m«» 
." , ,, 
Audit Bureau of Circulation 


,--•** "" 
-'Circulation Guaranteed 


Children's Day, but the first of June 
—so much'nearer to the last gong at 
school, the flop into the warm water of 


1 the'river and -stepping right off "knee- 
deep" into clover and dandelions would • 
have been even more "appropriate. 


THE.BUILDING,SITUATION 
Prospective home builders and re- 


?* "-modelers will find a great deal of en- 


"-•^J couragement in the information com- 
" ? " .piled by Mr. H. A. Schlintz' building 
/"? ; committee on the housing situation in 
>"*J Appleton and'the cost of building now 
' '-1 as compared with more normal times. 
?'*„ This information should dispel any 
-V--^ doubts about the security of an invest- 
,,£$ ment in a home or about the oppor- 
,/•>>* ^tuneness- of this period for building. 


**" *~ * The findings of a housing survey 


;V--j, ^ ,vmade early in March have been borne- 


11 " 5^'oufc'm^ll resp'ects by the experiences 


*? of real estate dealers and rental agen- 
- ""cies. On the'"day of the survey there 
', Vfpre-32 vacant'houses and 55 vacant 


r 
j"apartments in< the city, or about 1.75 


», per cent of the total number in Apple- 
' tan?- whereas the national average for 


i . ^acant Kouses and flats is from 3 to 5 


lip"- J'J - y iper^cent. Thus it appears that Apple- 
^£ v^ 4^~-^f^"V* 
**",;, ' 
. 
. 
""" 1^r "vjvifon can ,build' in' excess of 100 new 


^^KTiomes a-year, to keep pace with its 
f\'fr "iiorinal-'growth and still be far below 
tf^ the^tfatibnal-. average of vacant dwell- 
i',, '/*n£s- _ There is every assurance in this ' 
!'fy 
: 'Situation that the home owner can'find 


,-f*jv a"ready iftarket for his property if cir- 
x| " culnstahces compel him to sell. 
4r -^"-'Experience of builders bears out the 


?/„»? **'~'- information obtained" by'Mr. Schlintz' 
pU'"^i""' jcomniittee that'building costs are ma- 
£-'% y^i&Jteriatlly^less than••iihTm6re^ prosperous.? 
Wfe^t..., ^.^>n- .- There have-"been, substantial 


ins in thejyrice o_f building sup- 


plies and fixtures'of'various-kinds, and- 


kV« issevidence~ithat labor costs are. 


These 'cost "factors are particularly 


J} interesting to homeowners who'wish-to 
i #emoder<or repair their-properties.-No 


doubt substantial savings can be made 
if'needed or anticipated remodeling is 
done this year, and at the same time 


f the remodeler can render a public ser- 
\ ' ride-by providing employment. 
I 
- A great deal might be accomplished 
| toward restoring a more normal busi- 
[ nessjsituation if people with1 buildingt 
\ plans in "view would take1 advantage of • 


the special opportunities offered now.' 


f,' Improvement in general business con- 
] ditidns -most certainly will result in 
\ ^ "higher costs for those who wait, and 
j,*.j waiting only tends to" postpone the 
ptimfc'wh'en business will improve. ' 


r %V 


* 
'," 
&• 


rit * 


MAY^DAY ' 


ith an invitation to "everyone in- 


; terested in boys and-girls—which cer- 
; tainly means" every citizen in the coun- 


rf try—the; President has designated the 
i first of/May as "Child Health Day" 
'] for the purpose of organizing and co- 
« ordinating interest in child health. 
; 
Mr. Hoover has, upon /various other 


" occasions, gone out of his busy way in 
- order, to perform some act, speak some 


• word or^ do some thing in the interest 


'f o£_the health, morals 'and the intellec- 
} vtual attainments of the coming genera- 
,. .tica._,, 
, 


When- he speaks upon the subject 


of children it is easy to see that his 
•words come genuinely from his heart. 


• (They breathe $, living and responsive 


i interest in every youngster "regardless 
, "of race, or color, or situation, Avherever 
I he may live under the protection of 
i the. American flag." 
^ 
Mr. Hoover has formulated a sort of 


™! doctrine of Children's Rights in the 
; following language: 
! 
"Our children have the right to be 


p, born in:health; to be well throughout 
,. babyhood"and the pre-school years; to 
'' be surrounded with moral and spiritual 
;,' inspiration; to work and to (play 
f; through -primary school-with well 


minds based on well bodies; to enjoy 
and to profit to the utmost by their 
h-|gher^schooling because of wholesome 
-5ia"b"its\.of thought and deed - thence to 


t 


LABOR'S WINE AND BEER SUR- 


VEY 


The national committee appointed 


by organized labor to work for. 
the modification of 
the 
Volstead 


Act is optimistic about the pos- 
,sible return 
of light 
wines 
and 


beer through action by the next con- 
gress, but its survey of the members 
of the senate and the house reveals 
some facts^ about -individual attitudes' 
toward public questions whifeh indicate;- 
how wrongly some members of those 
bodies interpret the duties" of their po- 
sitions. 


In the senate, where' every" vote 


counts, the survey says that "12 sena- 
tors admit the majority pf the people 
of their state are producers or consum- 
ers of. liquors, but claim that .the or- 
ganized church vote is of so much im- 
portance that they do not feel it good 
personal policy to oppose it." Per- 
sonal policy? So these senators-judge 
a measure in answer to the question: 
"What effect will this have on my vote- 
getting powers?" Here'are 12 "sena- 
tors, whose votes quite easily in a 
body of but 96 may control the pass- 
age of a measure, and who are delib- 
erately willing to oppose even the 
wishes of a majority of their constit- 
uents, because they have no respect 
for a majority when it is unorgan- 
ized, but feel a direct personal fear of 
•an organized and deliverable minority. 


It is a drab and ignoble picture of 


selfishness and yet it is a frank admis- 
sion that twelve senators are willing 
to defy the rights of a majority,of the 
people tn'fear of the lash of the Anti- 
Saloon league. •', 


Over in the House it was found 


that 35 congressmen admitted that a 
•majority-of,their constituents are pro- 


m dicers' or v consumers of liquor, but 
"these are fearful that the organized 
"dry influence, .while in a minority, is so 
well organized, that its demands can- 
not be openly flouted." 
* "Whsr£,4ine soldiers such men would" 
make, how' brave they are^how .versed •_ 
, in'the history, of their country, its in- 
stitutions, arid'the need for courage in 


/high p'laces.,' , 


But a still'"more staVtling thing was 


found in the'House, in that 55 members 
stated that they, were unwilling to vote 
to modify the law "as their constitu- 
ents are at the ..present time manufac- 
turing or producing, such liquors kas 
they wish for their own, use and the" 
use of their neighbors." - 
f Here is another fine, high-minded 
concept of "the- duties of representa- 
tives. /Fifty-five congressmen, finding 
that their people, whether by their own 
manufacture* or close touch to the Can- 
adian border, get all the intoxicants 
they desire, tell'the rest oMie'-country- 
to go plunge into the Styx.' 
" ' 


The unfortunate part- about' such 


men is that they are what they are,- and 
no -amount 'of education can crelte in 
them the ability to think which nature 
denied them. 


The only appeal that will attract 


their attention is one of "personal pol- 
icy," and has nothing to do with the 
rights of others, the rule of the major- 
ity or an eradication of the unspeakable 
conditions prohibition has brought up- 
on the country. 


There can be but one rwatehwqrd' 


against prohibition, "Organize." 
• 
^ 


A 


T LAST, a"new »ort of bank trouble . , 
yeah, one Illinois bank couldn't sets its 
' safe open'-the, ofther morning- . . . but th 


darned fools Bent to Ufe factory for an exper 
to come and fix the trouble . ." ". and there arc 
any number of capable lads In and out of Chi 
cago who could have fixed' the trouble in no 
time .... of course; i£ might have cost the bank 
every cent In the .vault . . . but the trouble 
would have been fixed ... 
* 


There Are-Grammarians In Menasha 


Comes a letter -from the nearer of the twin 


cities written by th« Header and. Weeper, vrho 
agrees with Uncle Jonah on the matters of mis- 
spelled words on-'the movie screens and. about 
popular songs. 
, 
"" 


But R & W can't,understand why the. P & C 
"•aid, In the copy under a picture-of the'Harold 
Lloyd 
family 
on Tuesday, "The baby don't 
mind." - 


Well—mayba- H6 ''don't. 


"Give me," said Marlene Dietrich In an' ad we 
saw, "ji^st ten minutes -with any man." 


"Give me," murmured Wild Bill, "just ten 


minutes with Marlene Dietrich!" 


stock market has been following- the ther- 


mometer, and we've got a darned good hunch 
that when the thermometex- starts up, the stock 
market will be sadly sitting on a cake of ice, 
and- fanning- itself. 


And Amalgamated Gadgets will continue to get 
an inferiority complex. 


But you never can trust writers, particularly 


when they're peeved. They'd never write some of 
the things they say because they'd get a chance 
to see how darned silly the statements look be- 
fore the public gets a crack at them. 


As it is, the reporters get the statements first, 


and, dearie, you know how these reporters are. 


Friday Erwunir, May 1,;103I 


The Right oV Way! 
A Bystander£. 


In Washington 


Today is the first of the month. Bills, yes, and 


also the opening of the trout season. Mild in- 
sanity all the way around. 


- Jonah-the • coroner 


Just Folks 


By Sdgar A. Guest 


Personal Health Talks 


By WILLIAM BRADT, M. D. 
Noted Physician and Author 


THE FATE OF 303 


CASES OF CANCER. 
Recently Drs. E. P. Hayden and 
W. M. Sheddon a-:a: 


Opinions Of Others 


SALARIES -IN EUROPE 
From, Budapest comes the Jtews that the sal- 
aries, of musical and theatrical stars in Hungary 


- 
"v 
* 
. 
_ 
J~ 
• . 


THE FISHING TRIP 


I suppose you'd call it fishing! I've been out 
upon a stream. 


But we had a thermos bottle filled with coffee 
rich with cream 


And twenty dollar boots to wear, the latest 
style of creel, 


A book of all the fancy flies, a costly rod and 
-../.reel, 
^ 
> 
'W^ 
_ 


And everything which mortal man' could ever 


ask or -wish 


To guarantee his comfort when he-ventures out 


to flsh. 


"We had a man to cook the meal, a man to drive 
the car. , 


A guide -we paid good money Just to tell 'TIS 
where they are, 


And though we had a happy day, somehow It 
eeemed to .me 


It wasn't just, exactly what a fishing trip should 
be: 


I didn't think the bargain fair, too,easy were the 
terms, 


I thought I should have been compelled to dig * 
can of worms. 


I thought we should have had to trudge at least 
a mile or two. 


And.rise at*dawn to start the flre, the way we 


used to do. 
It seemed to me I missed the thrill of planning 


for the trip, 


Of-packing cheese and crackers in the pocket on 
' " my hip; 
^AlthoughM had a splendid time, "I'd-say upon 
the whole, 
I'.think I liked It better when a flsh^rod waa a 


pole. 


(It may be only a memory which paints such 


pictures fain 


Alnd twenty dollar bofrts are nice, but Seavy 
- • 'things.'to wear, 
A;nd-.1C,from food on fishing trips you want-the 
-greatest. Joy, 
It seems to me you ought to "have the .hunger 


of a boy. 


We had some luck; we had some sport, but still 


somehow I know 


.It-wasn't like our flshlrig" trip.if.scf forty years 
ago. 


(Copyright, 1931, Edgar A. Guest) 
Looking Backward 


-; -.STWENTY-FIVE YEARS AGO 
IrrMay; 'May 4, 1906 


Tile flrstvtrack meet of the season was to take 


place, at Lawrence field -the following afternoon 
at which tima Lawrence and Marauette were 'to 
compete; i 


The Lorraine, the new forty-two and a half 


foot. boat,, which had just been finished at De: 
Pere for the Stechows. was to be brought up 
river the- following afternoon. 


303 cases 


of cancer of the rectum. Some of 
the observations made from this 
large series of cases may be of In- 
terest to readers. I hope, ho'wever, 
that no" reader \vho may be scared 
by this article will get sore about, 
it, as did the editor of a paper to 
which I formerly contributed health 
articles. One day something in my 
column made him fe£r the trouble 
which he had assumed to be simple 
hemorrhoids might be cancer. He 
rushed off to his doctor who ex- 
amined- him and assured him the 
condition was merely hemorrhoids. 
I got the air in a hurry. 


Most cases develop In the fifth dec- 


ade of life. A family history of can- 
cer was obtained in only 7 per cent 
of these 303 cases. Change in bowel 
habits, bleeding and, rectal pain al- 
ways suggest the possibility of a 
c ncer even thb the patient knows* 
hemorrhoids are present- 


Here it is necessary to repeat that 


in -a large majority of all cases of 
alleged "piles" the patient's own 
diagnosis is wrong—the condition is 
something else thaii piles, and self- 
treatment for "plies" Is therefore 
worse ' than useless. Sensible "folks 
should never let"" any rectal trouble 
drift along without proper examina- 
tion by the physician to make sure 
about diagnosis. 


Only 21 out of 303 patients In this 


series are now alive and without 
symptoms. 
^ 


Patients receiving no treatment 


lived about as long as those who 
were subjected to more...'or less, radi- 
cal operation. Usually the .'operation 
includes the procedure- called colos- 
tomy, the formation of an artifical 
opening- from'the "bowel thru the 
Such operation, with X-ray or radium 
treatments, offers the .patient the 
only chance' of a cure. Now and 
then a cure'is obtained. 


Radium and X-rays at present 


serve purely as palliative -agents in 
the-treatment of cancer of the rec- 
tum and cannot be regarded as cura- 
tiv. em any instance. 


Like every other fairly healthy 


dub I do not expect to have cancer, 
but if that.Is to be. my fate, all right. 
I can't'see where any man has any 


I very contagious. Is there danger in 
using the same laundry or stationary 
tubs used by the family?- (Mrs. S.) 


ANSWER— Impetigo is a simple 


pustular infection of the skin, most 
commonly occuring in infants or 
young children. The family should 
not be premitted to use the laundry 
tubs while the disease is .present. 
The doctor who warned about the 
contagiousness of it should Jnstruct 
tha family about that, or you should 
complain to the health department. 


Canning Process. 


What bacteria could survive three 


hours of .heating, In canning meat or 
vegetables? (B. G.) 


ANSWER.— Spore-forming bacteria 
might surviva. In surgical practice 
it is considered necessary to boil 
things on ' three successive "days in 
order to insure killing any spore 
forming bacteria which may be pre- 
sent. 
• 


(Copyright John I^.DIlle Co.) 


'Dr. Brady will ^answer 
signed 


The Tinymites 


By Hal Oochran ' 


A: 


• 
_ 
- 
. 
, 
s c 


letters pertaining'to health Writer's i 
names are never -printed. ,Only in- 
quiries of general Interest will be an- 
swered by mail If written in Ink and 
a stamped, self-addressed envelope 
is enclosed. Requests for diapn'osis 
or treatment of individual cases can- 
not be .considered. 
Address 
Dr. 


Wlllliam Brady, ;iri care of this pap- 


Little boat 
came 
floating 


'round, the bend and slid up on 
the ground. A. friendly looking 


Chinese said, "You want to take a 
ride? I'm going up the stream a mile 
and I'll come back here after while. 
If anybody wants to go, just hop in 
by my side." . 


One Tiny shouted, "We all do. 


We'll gladly ride' along- with you— 
that is, if Mister Travel Man is will- 
Ing'that we go." The Travel Man 
said, "Surely, lad. To spoil that fun 
would be too bad. I'll get a chance to 
sleep a bit, 'cause you* will travel 
slow. 


"Now 
keep your wee ejes open 


wide and you •will see, on either side, 
of this canal some pretty sights, and 
interesting, too. If, on the trip, jour 
wits are keen, you all can tell me 
what you've seen. When you come 
back X still ^ ill be awaiting here for 
you." 


And so they had a dandy trip. The 


funny boat just seemed to slip right 
:hrough the real (ftum water. "This 
s restful," Clowny said. "The rest of 
you can stay awake, Lut as for me, a 
nap I'll take. Whenever ..things are 
peaceful. I am just a sleepy head," 


They had their trip and then re- 


shortly-they all 


People's Forum 


The 
Appleton 
Post-Crescent 
cordially invites Its readers to 
use ,thia, column for an expres- 
sion of their views on matters ot 
public :tntere'st. Contributions are 
subject ''pri'ly-to; the restriction 
that-there shall be no libel and 
that the length of the articles 
be 
within 
reasonable bounds 
Contributions must 
be 
signed 


not necessarily for publlotion. but" 
as an evidence of good faith. The 
Post-Crescent invites the. public 
to make extensive use of this col- 
umn. 


learned" that Mister Travel Man had 
planned a trip out to a lake. Said he, 
"'Twill be a lot of sport. This spot 
is quite a. summer resort. We'll ride, 
because I've-walked so -much my 
poor- old legs just ache." 


They shortly reached a large lake 


where a gateway towered up in. the 
air." "That's.-West Lake," -said the 
Travel -Man. "That-gate's the- en- 
trance. Gee, I know you'll have 
a, 


heap of fun. We're going to swim be- 
neath .the sun. I-know where there's 
a bath house.-Come on, lads, Just fol- 
low me." 
(Copyright, 1931, 'NBA, Service, Inc.) 


(Tlie Tinymites ride In a jolting 
cart in the next story.). 


BY HERBERT 


Yi aahlnston — The disgust 
tot 


the "United States- eenat« which Ar- 
thur Gould of ilaine expressed when' 
he quit that "body March 4 la not 
•bared by that other senator .from 
the Pine Tree state. 
- -" *"r*\-, 


.For Fred'Hale, a, bachelor «fl<t-a" 


member of the senate sinco 19i(;*«n> 
joys his job thoroughly. • , '." ;> 


A rather timid sort 'of "person! ' 


somewhat short of stature and wittt „ 
closely cropped light' hair,": Hal« 
comes of a family that^ong has beea 
a power in national politics., -' 
. * 


He is the son of one of the moat 


powerful men ever to J-old a seat la 
the United States senate." F.ot, 30 
years hU father, Eugene Haie;'rep- 
resented Maina In the sena.te.fHi* 
grandfather, too,' on th» ' maternal 
side, was a senator as well as "secre- 
tary of the interior." 
"-"— •* 


ISarly the son was picked"-to 'ai?o- 


ceed his father In politics.' Graduaf 
ing- from Harvard, he spent one year 
in law school then quit to enter Ms 
uncle's law office In Portland.- 
Political Veteraa'- - : 


He was associated with hlrf'uncla" 


for a time In a law firm, an'd- upon 
hia death succeeded to his practic*. 


Senator Hale's first venturer Into 


politics was In 1905 when he"- was 
elected to the Maine legislature.- In 
1916 he came to the senate and Has 
been here ever sine. 


His career In Washington has been 
regularly republican with - progres- 
sive leanings at times. He fought-lo 
have .fertilizer removed irom.7tariff" 
duty and won. 
- 
_ - 
. _ - 


Three months after the armlstic» 


•was signed in 1918, in a isenzta 
speech, he demanded immediate -vrith- 
drawal of American troops from 
Europe on the grounds that -their 
presence there might lead to difficul- 
ty. 


The navy is the one big thing 1H 
his interests. Rarely does he speak 
In the senate except on this subject. 
Ha has been chairman of the jiaval 
affairs committee since the begin- 
ning of his second term In 1922. 


Strongr For Nary 
- >. 


Firm Is his belief that "a, powerful 


American navy is the strongest fac-' 
tor for peace in the Vorld.'J: "in. tba 
.70th congress, over determined -op- 
position, he succeeded^ In, getting, a' 
bill through providing for 15 "addi- 
tional cruisers. 
" . .- 


And over tha apposition of "Coo- 
lidge and the views of Hoover, then," 
president-elect, he succeeded in,"hav- 
ing retained In the bill the time'lim" " 
for construction clause. 
, . ^ - - 


He is 57 years old. In the capital 


he makes his" home oa fashionabla 
Sixteenth street. He plays golf for 
recreation while congress is *In ses- 
sion, but back in Maine his love for 
outdoor sports comes first. Camping 
and fishing in the WOOQS of, Maina 
appeal to him strongly. 


House, standing at the back of" th» 
chamber, surged forward. 


The visitors shook hands with Vice" 


President Marshall and stood.' be- 
side him, _ looking; " with - ..evident 
pleasure at ,-the wild scene 
th'em. When the, applause hadTast- 
ed for several .minutes Mr. Mar- 
shall tapped for order. 
^ „'„ 


When M. Viviani concluded, his 


address to the Senate, shouts of 
"Joffre! Joffre!" filled-the-.chamber, 
and the marshal turned and said, 
with a single: "I do- not speak Eng- 
lish." Then raising his right hand, 
he called out, "VIvent les Etats- 
rrnis!" With a military salute Us 
was gone. 


Circus time In New Tork ^probab- 
ly will find the. Tammany tiger a. 
featured attraction: 
"" ' 
' 


kick coming-If-he-has had as many 
years, of good health; as I have lis-d. 
Why should any grown man get into 
a stats of panic or despondency be- 
cause he learns he has cancer? If 
the doctors can dofanything to make 
him more.-comfortable, or perhaps 
even to ;giye"a' temporary cure, let 
them jlojthelr stuff. A man who has 
had 50 years of Ufa" on this planet is 
a poor sport if he can't take his sen- 
tence like a man when is.comes. 


Members of the Tourist club were, 
hold 
., 
_ . 
• . 
j.i-v&i**wvi.Lo 
- vj. 
1.1113 j-uunaL tjiuu 
wufta ,LU nuiu 
reduced m conformity with a their' annual banquet that evening at the Sh'er- 
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'graduate into adult life, strong in body 
and inculcated with the "sense of fair 


' " 
P?*y *nd °f responsibility for the rights 


others." 
^ 
^*y'pay, with a recollection of fetes 


£v*i^ festivities whicJi long have adorned 


thought,-tqjbe;app"rppriate as a 


general trend with regard to these remunerations 
throughout-the world. It seems to ug that this 
is decldedly.,a step in the right direction. 


While the general public has long understood 
that the reported salaries of most of these celeb- 
rities, like those of the screen actors, and ac-' 
tresses,-'must be taken with a, grain of salt not 
diminutive in proportions, nevertheless it is" an 
actual-fact'(that most of these'-stipends, even 
after allowance 'has been made: for adyertislng: 
propaganda,'remain i at much too -high: a^-figure 
considering; the extent of the social 'and artistic 
benefits conferred by these people. 


Some of. these personages in America are said 


to, receive as much as a thousand dollars, or 
seven thousand Austrian shillings a week. Some 
vocalists and Instrumentalists receive as much 
for a single evening's prograrii.VThor 'family In- 
come of the average Austrian, wage-earner, con- 
ferring- a real benefit on society, Is less than 
.half that' amount for an entire' year. 'In fact 
.few of the latter, earn more than 3,000 shilling: 
anriuallyt -What equity can there bo In a popular 
dancer, for: Instance, being .paid .twice .that sum 
In a"-single week? In many; cases., no doubt, the 
recompenses proclaimed so blatantly in the no- 
tices offered ptb;the public,; are, paid tho-artists, 
not only for their own performances, but-also 
for the expenses of their supporting companies. 
Were this aspect of'thc matter more generally 
understood,-there,might be noted an increase in 
patrpnagre more willing in such circumstances? to 
be satisfied with artifices, while they are -paying 


.Wl«n«r Tagblatt. 


man house. 


Fred Steenls had returned from Milwaukee 


where he: had been working- at the AHIs ma- 
chine shops for tho past few months. 
. '.Mr., and Mrs. William H. Pratt, who had re- 
sided'at 481 Alton-st for some time, were to 
move:' to MinEeapolts, Minn., where they were 
to make- their "future homo. 
: 


Sons of 


TEN YEARS AGO 
Friday, April 20, 1921 


literature calling for a "red" May day 


in.phlcago and vicinity were seized by federal 
authorities-'that day. The circulars wero signed 
by tho centraVcommlttee ot tho communist party 
of America" arid-called for overthrow of the gov- 
ernment. 
• 'Miss Genevlcvo Beringer, 1264 Packai-d-st, en- 
tertained the previous Thursday at .a linen show- 
er In honor of Miss Frances Suchy. 


Otto Belter was a business visitor- at Neenali 
tho previous Thursday. 


Installation of Boy Scout troop No. 14,, the 


, newest in iAppleton, was to take place the'foliow-- 
Ing Friday evening at First Methodist church. 


The county, board had agreed to 
pave the 


brickyard road and Into the.'.city., on Carver-st 
•and'passed a'resolution appropriating the neces-. 
sary. funds. 
: 
: 
. 


E: Carlton Nelson; son o£ Mr. and" Mrs. Charles 


C. Nelson, 702 Lruve-st, had won the 
second 


prize in an'amnteur artist confest conducted by 
Judge magazine. Ho was a student at Appleton 
jbigh school. 
, 


QUESTIONS AND , ANSWERS. 
Damp House. 


Can a house be damp .that.'for'SS 


years had the sun. on three- .sides, 
then two years ago- "another, house 
was built on the north side. There 
Is a good cellar. Wei live on the sec- 
ond 
floor and the sun shines in 


thru windows in front. (Mrs. G. E.S.) 


ANSWER-—Yes. But even if it is 


damp, I assure you that has nothing 
to do with the health of occupants. 
It Is merely a question of comfort. 
If the dampness gives .you any dis- 
comfort, then you should have it re- 
medied. A good builder could pro- 
bably tell you how to remedy the 
dampness. Tour description makes 
the-; house sound healthful enough, 
with tho sunshine in It. 
. • 


Thirst. 
. ' . ' . . . . ' 


Constant thirst indicates either 


some -organic disease or, else func- 
tional disturbance due to the'con- 
sumption of excessive salt or exces- 
"•sive 'carbohydrate (starches and sug- 


More About-Vaufleville 
Editor Post-Crescent: Following up 


Mr. Wallace's article ' in the: For- 
um of Tuesday evening "I 'would 
state'that the ;brand -of- vaudeville 
offered;,h.ere.pii"Sunday must be re- 


ars). 


Enlarged .Lymph Node. 


My son aged 13 has trouble with 


a; gland about where tha mumps 
would be. The lump is just behind 
the jaw. Please write an article on 
glands and their different kinds. 
'Will blowing a cornet make It worse.?. 
(Mrs. J. L.) 
. . . . 


:, ; ANSWER — It is probably a lymph 
node, enlarge- from Infection", hi ton- 
sil or -.tooth. Plaj'ing -th'o cornet or, 
other -wind instrument' never" docs 
any youngster, any -harm.: : Better 
have his -teeth ilookecl 'after. ' 


Impel igo; 


There 1s a case o£ "impetiso'Mn 


pur apartment. -The- doctor says it.ia, 


crulted. from 
Bum's Paradise in 
Wacker-dr. in Chicago. 
, 


Other towns the size of Appleton 


get five high class acts of vaudeville 
for fifty cent admission while we 
are given such mediocre stuff "that 
It'-s disgusting to"have to, sit through 
it. Better the pictures for-:a, com-i 
plete show and froni . this, time on I 
this writer will patronize- the .theatre 
.that features its pictures Instead of 
these half baked'-vaudeville" :acts. 


Only; proves the advantage, an or- 


ganization- will.take'-when- they have 
the" only stage in the town. Their 
signature.at the head of their adver- 
tising .would imply that nothing is 
.too •: good for their audiences, and 
then they put a clothes pin over 
their nose and go out to beat down 
some straying actor to ten dollars 
for the day. 


When 
Mary Pickford, ; Charlie 


Chaplin, Douglas Fairbanks, called 
them an "arrogant trust" some time 
back, because they wanted to buy 
tha best pictures cheaper than they 
could be made they were not very 
far off the beaten path. 


Me for straight pictures "on 
; Sun- 


day whero the theatre tries;to give 
you your money's worth' Instead of 
•calling' a lot .of amateurish-"actors 
put.together in a ihelanga of rriisery 
under-the; name of vaudeville,' 


Another'.Theatre Patron, 


Charles P, '•• Harrlman. 


. /-.Wants. Apartment Kouses 


i. Editor 
Appleton Post-Crescent: 


•There is being so much written into 
the column lately that. I'd like to 
get- a; word in,: too. 
• 


. Everyone, seems to feel that the 
average working girl has only to 
collect her pay check arid then spend 
it in anyway but to live. Here-are 
a. few things wo must .spend our 
.money ".for: room ?4 a1 week-or more 
—there are few rooms in,the city of 
Appleton that are liveable for less 
than, that and: most of them are 
mcre^jrood ?30 to $40 a month and 
then wo can't feel well fed: liveable 
ap'artmeii'ts range . from $40 to $SO. 
and most of them- that arc sup- 
pbaed'to bo furnished have such di- 
lapidated'old furniture that no civil- 
ized* person -would care to live- In i 


Today's 


Anniversary 


VISIT TO SENATE 


On May 1, 1917, Vice Premier 


TivianI, -Marshal Joffre' and Am- 
-bassador 
Jusserand 
visited - the 


United States Senate' chamber to pay 
the respects of-the-French govern- 
ment. 


A demonstration followed such as 


had not been witnessed since La- 
fayette was the- guest of the United 
States in 1S22. The senators clapped 
hand deafeningly 
and 
rose, 
the 
galleries shouted more 'deafeningly 
still and rose leaning- forward and 
waving, while members 
of 
the 


them. No, citizens of Appleton and 
Outagamie county, rent and food for 
us working- girls is not 
coming 


down. What Appleton needs is a 
good;Jolt" and some wide awake of- 
.ficlals who will take out an ordin- 
ance that "says there shall be no 
apartment houses In Appleton. Why! 
Every progressive city has apart- 
ments, they are interested in provid- 
ing places where their city working 
class-can live and live decently with- 
out spending all their money on 
room and food. 


It is such conditions as this that 


flatten our pay checks even more 
than a forty ton steam roller could 
do. 


Tours for a cut in living condi- 
tions if salaries are cut. 


. 
Dolly Smith. 


Editor. Post-Crescent: Since Outa- 


gamie and Winnebago-cos are wag- 
ing a relentless -warfare on unde- 
sirable roadhouses, the authorities of 
Caluraet-co are facing a 
peculiar 


problem. 
Recently the officials of 


Winnebago-co issued an edict to the 
owners of The 
All Night Owl, "a 


roadhoUse, that they" were .undesir- 
able, revoking their license. The 
owners placed skids under the house 
•and within throe hours It-was plant- 
ed in the peaceful midst of • Calu- 
met-co. The Calumet-co board, how- 
ever may take steps to cope with 
the portable roadhouses, which It 
seems may become another evil to 
contend with. 
The owners might 


take a notion to build them in the 
form of a trailer and tow them 
around 
by truck 
anywhere to 


stage a hilarious party. And when 
officers of the law arrive with search 
warrants for their arrest they will 
find them flown from their former 
location, making the search warrant 
void 


A. Farmer. 
< 


Tell your 
"golf clothes^ 
troubles to a 
Schmidt 
salesman, 


It's a special and sep- 
arate business ... get- 
ting you ready for low 
scores. 
Sometimes a piece of 
golf apparel that looks" 
good is a hazard in dis- - 
guise. 
The golf togs that we' 
will 
recommend for, 


you are garments that', 
have been designed by; 
golfers ... sponsored"1 
by professionals and 
respected by the snob- 
tiest of caddies. 
If your matched clubs 
are not. working:;'as; 
well as they should .. . 
perhaps they need; this 
running companion of 
good apparel. 
Golf Knickers 


——S3.50 up 


Flannel Slacks 


.—S5.00 up. 


Pull Over 


Sweaters 


—-S2.50 up 


Golf Shirt — 
. 


Suits 


— S3.50 


Matt Schmidt 


& Son 


HATTERS ~- C 


.106 £. College Avt. 
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^jFndfcy Evening, May 1, 1931 
APPLETON POST-CRESCENT 


f!ity Ends 30-Year Suit 


By Payment Of Lawyers9 


Fees To Green Bay Firm 


"" With the payment of $7,272 to the 


V 
Green Bay law firm. North, Parker, 
;. ; -, Bl« Duquaine, "Welsh and Trow- 
»-<,. 
, bridge, the city of Appleton has_de- 


,•> 
- finitely turned its hack on the Ap- 
_ . r_ pletpn "Water -works case, which has 


~ teen in the courts for a period of 30 


„. ' 
'-yt&rs. Jerome- R, North of the firm 


f- 
'which handled the case.claims that 


( _ - 
the city saved a total of $279,424, 


, ~ < 
,1204,000 in tha hydrant rental case 


"•-.. 
*" l"and $75,434 in the purchase case. 
• 
In its course the litigation 
com- 


^prised over 58 different actions, pro- 
^ .,,.ceedinsrs and appeals, in the circuit 


courts for Outagamie, Brown, "Wood, 
Dane 
and 
Wlnnebago-cos, the 


.supreme court of Wisconsin, the cir- 
:cuit court of the United States for 
th« eastern district of "Wisconsin, 
the =ITnited States Circuit Court of 


fe,, Appeals for the seventh circuit and 


of 


on a new contract, 
i-statute provided for 


s%before the railroad commission 
[t .Wisconsin. 


. JPart of the litigation resulted in 
Jk^bill which was embodied in the 
state, public utility act, and the ae- 
^clsion of the "Wisconsin 
Supreme 


court in ona phase of the case be- 
came a leading case in the state of 
Wisconsin. 


The litigation had three separate 
•phases: that pertaining to the at- 
-tempt on the part of the city, to 
bliild its own plant; the attempts on 


• the part of the city to purchase the 
plant of the "Water "Works company; 
and the litigation over the amount 
4 payable by the city for water ser- 
-vice and fire protection and other 
"municipal purposes. 


litigation resulting from the 
91 
attempts of the city to build its own 
plant lasted from 1901 to 1907. The 


^ 
-city was never permitted to build its 
-own plant. The argument over the 
attempts of the city to purchase the 
-plant of the "Water "Works company 
-lasted from"1907 to 1913, with the re- 
sult that Appleton acquired the plant 


r "by condemnation proceedings for ap- 
proximately $255 000. The third part 
^ 
at the suit, involving the amount due 


^ 
tEe waterworks company for water 
' lor- fire "protection and other niuni- 
ciparuses, embraced the period from 


T- '- -1904 to 1931, resulting advantageous- 
E* 
ly to the city. 
' 


[' 
Trouble Began In 1901 


""' The history of the dispute harks 


~v_ .back to' 1SS1 when the city entered 


into a- contract with tlie Appleton 
water works company for~water ser- 
vice. 'With, the termination of the 
20-year contract on Nov. 4, 1901, the 
trouble began. The city, because the 
"1881 contract had given the city an 
option to buy the plant at an amount 


Jto he fixed by arbitration, declared 
' its indention to purchase the plant 


and a board o£ appraisers was ap- 
pointed. The appraised value of the 
property was f 330,434, which the city 
rejected on the grounds that it was 
too high. 
"-This left "both the city and the 
water company in a dilemma. The 


'' contract' had expired and the par- 
' ties" could not and never did agree 


Because" no 
'condemnation 
proceedings, the only other course 
open" to the city was to build its own 
plant. 'Th» water company thwart- 


^ ed all attempts cC Appleton to build 
""'a plant by injunction suits restrain- 
• jng the city from issuing bonds for 


such work. The last attempt on the 
'part of the city to build was in 
••February, '1907, after which all fur- 
ther efforts, were abandoned. 


After six. years of argument over 
"the terms of a new contract with 


jj1 the water company or the purchase 


of the water plant, the two parties 
-agrreedrin 1907 that tho only solu- 
tion of the difficulties was to get an 
act through the legislature -under 
which -the . city,, could condemn. 
George Lines; representing the wa- 
ter company and George G. Greene, 
representing •: the city,' collaborated 
in- drawing- a .bill which was em- 
bodied in the public utility act, pass- 
ed' in'-the "Wisconsin legislature in 
July, 1907, giving cities the right to 
condemn 
public 
utilities by con 


demnatio'n at a price to be fixed by 
the Eailroa'd Commission. 


Held Special" Election 


However,, under the new act, it 


was -necessary for the. voters, of the 
city to, authorize.acquisition, of prop- 
erty at" a special election. At such 
an-election, held in-December, 1907, 
the vote was a tie. 


3Trom then on tlie. fight between 


the '_ company and the", city became 
very'bitter. "With the. voters' refus- 
ing to sanction the purchase of the 
plant and the public utility., act bar- 
ring the city, from building its own 
plant, the two parties were back 
where they were, in 1901. 


But;the ,ne\v. utility'act provided 


on'erother remedy. - . , The 
railroad 


commission,/if petitioned,. could or- 
•der .the" waiter company to rehabili- 
tate ilts plant so that it could fur- 
nlsh""adequate fire protection 
and 


pure, wholesome water, for domestic 
consumption and that the commis- 
sion'fix a schedule- of "rates. 


A petition to the. railroad com- 


mission in January, 1908, resulted 
in a.long controversy which did not 
end until May 14, i901. The decision 
handed ' down by the -"commission, 
pointed out that -fhe> city was with- 
out adequate fire, protection, 
and 


ordered rehabilitation of; the • plant, 
after which a schedule of rates would 
be fixed by the commission. Neither 
was ever done, because of the next 
step taken by the city. 
. 


Discovering, in this litigation, that 


the commission evaluated the water 
plant at $250,000, another 
special 


'election 
was called in. September. 


1910, to decide whether the city 
should purchase the plant at a valu- 
ation to bo fixed by the commission. 


• City Favored Purchase 


The vote showed the city was de- 


cidedly In favor-of the. purchase, so 
the. commission was asked to deter- 
mine the sum to be paid for it. The 
price set was $255,000. 


The water- company was 'dissatis- 


fied with the award and brought ac- 


in the circuit court for Dane-co 


it aside. With the ^case set 
*or..trial on June. 36, 1911,,Mr. Ven- 
ncr, Who controlled the "Water "Works 
company, attempted to block the en- 
tire purchase proceedings. .He first 


• threw the .water" company Into the 


hands of a rcceix-cr in federal coxirt. 


daj's before the I)ane-co . case 
to he tried he had the receiver 


bring an action In the-, federal -court 
against the water company, tho city 
and the railroad, commission to en- 
join them from proceeding with the 
purchase case," on th? ground that 
the public utility, law was unconsti- 
tutional and.void. ,.The city's mo- 
tion to dissolve the injunction was 
argued at, Chicago, Aug. 31, 1911, 
before three .-.-federal judges arid the" 
injunctional, order was vacated. The 
purchase case .was finally brought 
to trial at Madison-in 1912, result- 
ing in a decision in favor of the" city. 
The water company's appeal-: was 
argued in the Supreme Court of 
Wisconsin 
in the spring of 1913, 


ending In another decision for the 
city. 


The water company refused to de 


liver possession of the plant to the 
city,::and allowed -the plant to: run 
down, to the point where fire pro; 
tection service was so Inadequate 
it left the city in grave danger. Liti- 
gation In-fhe'federal court to compel 
the receiver to turn, the plant .over 
to the city ended with an.order from 
the court on Nov. 30, 1911, that the 
receiver turn-over the: plant to "the 
city, but on condition that the pur- 
chase price 
be paid within three 


months. 
The city took possession 


of the .plant the next day, Dec. 1, 
1911. 
. _ 
' . , -'. 


Entered Third Phase 


Then started the third- phase/of 
the rlitigation, regarding the amount 
due'the water company for fire pro- 
tection service andv water. for other 
municipal purposes from March 1, 
1904 to Dec.' 1, 1911, whicji involved 
a liability of $200,000. This. litiga- 
tion was. divided into two classes of 
actions, those in state courts: and 
those -in the federal court. 
.-,... . 


The' contract which "had- expired in 


1901 had Tiever been renewed, so the 
water company contended •tha.t.-'there 
being :no- contract, it -was entitled -to 
recover the reasonable value of the 
service rendered, such value to-,be 
ascertained by taking- the,value";-'.:>f 
the" entire plant and apportioning: it 
-between the domestic service on "one 
hand the public service en the.'other, 
and then, after allowing lor ^operat- 
ing: -expenses - and taxes, figure-,a 
fair return on the value of that part 
of the plant devoted to the public 
^service.1'Adopting this theory Judge 
Webb of- Wood-co, before whom the 
case 
was tried, 
gave judgment 
against the city at the rate- of $1,565 
a month. 
'.', .'.•''. 


In its appeal 
to the 
supreme 


cowt, the city contended that;,the 
contract of 1SS1, though it Lhad expir- 
ed: in 1901,:-had continued.from :year 
to rear as a matter of law> while the 
water company argued, that tlie 
city's acceptance of service from the 
company .after receipt/, of., a notice 
of Feb. 20, 1904, sel-ing the rate 
for service-at $1,500 a month/, cre- 
ated a contract, and that the : war 
,ter company was .entitled .to.recover 
.the,.-reasonable value, of the service. 
•The- supreme- coui't held, against .the 
.water: company,;; and^since. that' time, 
1907,;the case has been/recognized as 
a-leading cast in .this -.. state.. 
: . _ . , . 


Entered-Federal Court 
. .;. 


This decision, also, prohibited", th'e 


"wa£Er."comp;Lny from collecting "rea- 
sohable"value"of' the service furnish- 
-ed" "lor the; period of litigation, 1904 
"to 1907, so Mr. Veriner:'dt?cided' to 
throw-the case into the federal coui t, 
so- hg could claim- that -the. federal 
court, was'not, bound by the decision 
of the state court. To get the case 
into federal: court he had the Con- 
tinental Securities company, .a. New 
York corporation which hj also con- 
trolled, bring suit against the water 
company on a promissory note" of 
?10,000, on the ground that -the!se- 
curities company: and .the water com- 
pany 
were citizens of 
different 


states. In January, 190S, judgment 
was entered-by default in favor, of 
the securities company arid J. A. 
Hawes was appointed -receiver of 
all the • properties of; the company: 
•Lafer the American 
Trust com- 


pany , of Boston 'foreclosed a -trust 


; deed given by the water company 'in 
1900, 
and the receivership of Mr. 
Hawes ;-was extended to cover the 
rights and interests of the trust com- 
pany as such trustee. 


On March 4, 1908. "Mr. Hawes,, as 


receiver of the water company, com- 
menced an;. action in the 
Circuit 


Court of .the .United States for the 
eastern district of Wisconsin against 
the city of Appleton to recover .the 
reasonable value 
of the 
service 


which had been furnished by the wa- 
ter company to the city for fire pro- 
tection and other municipal purpos- 
es-for the period-from Nov. 1, 1904 
to Jan. 31, 1008,'alleging that the 
service was reasonably worth $2,- 
000 a month, which aggregated J7S,- 
000. It was claimed that no part had 
been paid except $31,045, leaving a 
balance of $64,954, with interest. 


Case. Lay-Dormant 


Because the dispute was going- on 


before -the railroad commission at 
this time, this case lay dormant un- 
til the plan was turned over to the 
city on Dec. 1, 1911, after which time, 
of course, no" further 'service was 
rendered by the water company. But 
in the meantime the water company 
had continued to furnish 
service 


from 190S to 1911, so a second com- 
plaint was entered by the receiver, 
claiming payment for service given 
duringsthoso years. The total claim 
from 1904 to 1911 was $113,571, with 
interest. 


The city.contended that the deci- 


sion of the supreme court of Wis- 
consin in the Wood-co case was bind- 
ing- on tha federal court and bind- 
ing on the parties; that there was 
no liability save as measured by 
Ihe contract of 1.881; that for the per- 
iod in suit the water company had 
allowed its i.lant to become dilapi- 
dated so that fire service was gross- 
ly .inadequate; that It had paid the 
water company $56,428 and that even 
If the city were liable, the service 
furnished Was riot worth any more 
.that the city had paid. 


.The case was tried In the federal 


court of" Milwaukee in the fall' of 
1315, and argued and submitted in 
the fall of 1916,.The record was so 
Voluminous .the case Tvas lield under 
a<Iv;spmc'nt by the court until Ja'irj- 
ary, 1922. The'trial court decided the 
cage in favor, of the city, 
. 


the action with costs on t!ii: ground 
held by the Wisconsin court, dial 


th« city was not liable quantum mer- 
uit. 
-• f ' 


The receiver then took the case to 
the United States, Circuit court of Ap- 
peals in Chicago, and'the city moved 
that the appeal b» dismissed. The 
court of .appeals held with.the city 
and dismissed the appeal, but retain- 
ed the case on a writ o£ error. 


Argued In Chicago 


The case was argued In Chica- 


go in the spring of 1924 jand decided 
in April of .that:year." The-court";of 
appeals reversed the trial court, hold- 
ing- that the city was liable-quantum 
meruit because in 1905 it had obtain: 
ed ah Injunction restraining' the wa- 
ter company from withdrawing its 
service on the allegation ^that it was 
ready and willing to pay- tho- rea; 
sonable'vali-.o of such service,'set at 
$SOO-a month at that time. In 1905 
.the water company had. -threatened 
to discontinue .service because" it had 
no funds with which to operate • Its 
plant, and refused to-.acept pay- 
ment offered by the city because it 
would'mean waiving its claim for an 
additional amount 
. 
• 
" 


: The trial court was o>dered;to de- 
termine the reasonable value, 'of the 
service rendered, and to "render judg- 
ment accordingly. So many; years 
had elapsed since the service waijs 
furnished that the Interest 'almost 
exceeded; the principal, the total 
amounting to something, over $204^ 
000, of which $114,571 - was princi- 
pal. 
"''.. 
, 
' , • ' . ' ' • 
": 


It was shown that the plant Cur- 


ing the years in question had a value 
of $242,613. Expert witnesses for. the 
receiver testified that C3.43 per/cent 
of the plant was devoted to fire pro- 
tection, -against 44.57 per "cent devot- 
-ed to private service. They figured 
'$134,479 as the value of-the proper- 
ty-devoted to. public service. Interest 
:and- 'depreciation,..-fixed.' at SjX.per 
.cent;; totalled $11,430 a -year., making 
the amount:recoverable for interest 
andrdepreciation over a period of sev- 
•en years and one month, $80,967, to 
which they, added "a prpportionate 
amount for expense of operation and 
taxes. - iJjiC.. ' • . 
• 
..,-. .'•; . . -. 


' . ,: 
City,;Scored Theory 
. 
\ 


•The.city contended that the appor- 
tionment .theory^resorted to,, by .the 
receiver was not applicable because 
the plant and:service were unreaspn- 
; ably, inadequate,.. an& that, .the .proof 
as to what proportion-of. the-plant 
iwas -used for public purposes was 
"indefinite. It. claimed that it. could' 
not be charged, for something that-it 
-did not receive, that-the service act-. 
ually furnished was- not worth more. 
than $9,'230 a year, which had:been 
paid;-the...utility. ,..' . 
' 
••-'•.'••.'; 


•' The-case was.-taken-under advise-, 
ment by the trial court Feb. 2, -1927, 
and-.on Nov. 11,'1929', tlie court hand- 
ed-dp-wn a decision sustaining all of 
the": city's contentions. -The; receiver 
again took -the case-to the :. United 
State Circuit court- of ap'peals in Chi- 
cago, .where it was argued in the 
fall otl930.. The court'of appeals, Nov. 
.26, .1930, affirmed-'.the judgment. .The 
-receiver, asked for-;p. rehearing, andr 
tlie court ordered briefs filed on.sev- 
eral .- .special questions.. On.'-Feb..;-5, 
1931, the cJurt denied the motion for 
a-rehearing, and on ,Feb. 9 !the re; 
c'eiver paid,--the costs • as;, taxed..... 
and tli3 case was closed. , 
'-.'-'.• . 
, 


Who's Who 
On The 


Appleton Post-Crescent 


•Of umber 47- 


(This .Is -the . forty-seventh of a 
series of articles about members of 
the staff of the Appleton Post-Cres- 
cent. The articles will seek to ac- 
quaint readers of this newspaper 
with those persons as individuals 
and also will discuss the nature of 
ih'elr work. 
Members of' the staff 
are presented in the order of their 
length of service. Tha forty-eighth 
article will appear tomorrow.) 


"When a'new policy of supplying 


an advertising service to national 
advertisers was- inaugurated-by-the 
Appleton-Post-Crescent nearly a. year 
•and a half ago, Miss Agnes Ella's- 
was chosen as assistant to the na- 
tional advertising manager. Besides 
taking care of correspondence, Miss 
Elias schedules all-the national ad- 
vertising which app'ears in the news-, 
paper and checks all the advertising 
which, appears in the paper as a part 
of her daily procedure. For the ex- 
tensive -surveys, 'Miss Elias gathers 
all available information concerning 
particular: products being advertised 
or. to be advertised—such as distri- 
bution, relative sales standing, and 
market possibilities. "When the data 
is-collected, she tabulates, the in- 
formation and turns it over to the 
manufacturer or their, advertising 
agency. 


However, In addition, to her work 
in the ..national advertising depart- 
ment, ' Miss Ellas also is equipped 
and' is thoroughly familiar with the 
routine- of the business office and 
bookkeeping department so that In 
case-of absences due to vacations or 
for other reasons, she'is able to fill 
in -wherever called upon, taking hold 
of and continuing the' work with 
such apparent ease as though it 
were a part of her regular..; duties. 
'. Miss Elias came: to-the Post-Cres- 
;cent in 192G to ; install the Elliott- 
Fischer bookkeeping system and con- 


—Hnrwood Photo. 


Agnes ISlias 


tinued in the bookkeeping depart- 
ment, having entire charge of ac- 
counts receivable, until she took ov- 
er- her present work in the national 
advertising department. Before com- 
ing to this newspaper, she was em- 
ployed in the office of the Schlafer 
Hardware company. 
, : 


'She is a graduate of Appleton 
high school and lives with her par- 
ents, Mr. and Mrs. T. L. Elias, at 
113 TV". XVinnebago-st, 


Miss Elias finds her greatest di- 
versions in reading and traveling, 
arid .particularly Is she interested in 
music. 
She also enjoys sports in 


general but just now, tennis claims 
most of her. attention. 


;: 
FLASHES OF LIFE 


BY THE ASSOCIATED .PRESS 
:HeitIelberg, Germany—Americans 
are to hear all about how 'German 
needle their; cigers and cigarets. "A 
smoker, injecting fluid into a cigaret 
from a pencil-like "contraption is a 
;common • sight In Germany. 'The 
•liquid is supposed to neutralize nico-, 
^tihe. -Dr.-Alfred "Winterstein,- In- 
structor in chemistry: 'at the Uni- 
vei'sity -of Heidelberg,- is going to 
New-. -York on 
Invitation- oC the 


Rockefeller-Institute, - to lecture 
about the fluid. 
. 
. 
" :• 


Hollyivood, 'Calif.— •• We. have, the 


ideas" of Mrs". Helen Wills Moody as 
to.what is "an; awful lot oC money." 
Movie people -say she told them it 
.would take that to induce her to 
make pictures. Pressed for specirica- 
tibhs, she mentioned $155,000. 
; 


Castleton, England—Thomas • and 


William, Hamer, 75-year-old twins. 


have had one quarrel together In 
life and It's continuing. They've al- 
ways done everything together ex- 
cept get married and they -tried to 
do that at the same time. Their 
wedding: dav: was the same but. each 
Insists "hu became a benedict a few 
minutes Xihead of the other. ••••,- 


New York—Once voted the pret- 


tiest debutante of the country by a 
committee of judges, Natica de Acos- 
ta is to be a bride. Her engagement 
to George Trowbridge isilirnan Is 
announced. She is a eranddaughter 
of a Cuban landowner and a niece of 
the late Mrs. Rita de Acosta^Lydig. 
Since her debut three years .ago she 
has been on the-professional stage 
and lias written for magazines. 


New Orleans-— Commissioner K. 


JUV Landis -is through with that 
blankety blank game of golf, 
at 
least until the next round. Ho had 
a trick ball to spring on a. rival 
whom he Identified merely as "Old 


WHAT TO CALL U, S, 
RESIDENTS PUZZLES 
SOUTH AMERICANS 


Name for Vistors Depends 


on Feeling With Which 
They Are Regarded 


Bogota, Colombia— W)—Is a citt 


zen of the- United States of America 
an American, a Yankee; Xorth Am 
erlcan. a United Stateser, a Saxon 
American, or a "gringo"? 
It's a delicate question through' 


out South America, depending large- 
ly on how friendly the general at 
titudo of any particular nation is 
toward the- United States. 


For after all Colombians, Argcn 


tlneans and Chileans are inhabitants 
of America, and are just as much 
entiUed to be called "Americans" as 
are inhabitants of the United States. 


In Colombia, which Is perhaps as 


friendly to the United States as any 
South American nation, any. of- the 
foregoing appellations is likely to be 
heard with perfectly friendly inten- 
tions. Any, that is, except "gringo." 
which Is In the. nature of a dirty 
crack and Is rarely encountered In 
Colombia.- 


The word "Yanqui," which oddly 


enough is pronounced "Yankee," Is 
used more or less humorously and 
includes United States residents liv- 
ing south of the Mason and Dixon 
line. 
' 
. 
. 


Dr. B. Sanin Cano, the lending es- 


sayist of Colombia, originated the 
term "sasoamericanos" to apply to 
United States citizens, and differ- 
entiates Latin Americans, who don't 
particularly like, that terminology, 
with' the 
appellation 
"indoamer- 


icanos." which means "Indian Am- 
ericans." But they don't like, that 
either. 


As for there being "estadounl- 


doese" or United (Statesers, there 
are also the United'states of Brazil, 
which covers- more territory than 
the United States of America, ami 
the United States .of Mexico, which 
is no, small country. 


Jim." The idea., was' to switch balls 
on a green so,that'tho trick ball 
would- hop and. hop when Old Jim 
putted. The ball .delivered ,the goods. 
Only the commissioner got It mixed, 
with the good one and.^spruhg It on 
himself. It danced right away from 
the cup at a crucial time. Tho com- 
missioner then threw 'it away abd 
h o w h o threw! 
* - . - • ' 


Claims Unpleasant Voice 


• • 
^™ • 
. 
• * ' 
". * #f 
• 


Should BeDivorce Grounds 


Iowa C!tj-—Lloyd Carroll and WI 


Ham Hauber have left for Sout 
America canoeing. They expect t 
paddle tho Jowa rivnr, the Missis 
sinpi, tha- Gulf of Mexico and the 
some in six months or so.' 


New Torlc — - A n n Trowbridgi 


Townsend, 13, oC Greenwich, Conn 
and her Raggedy Ann havo cnterc 
a motorboat race from Albany t 
New York on the Hudson river May 
9. It's all-comers' affair, most adults 


Real good tennis shoes for boys, all sizes, 
one of the biggest bargains of the Sea- 
son 37c.' 


98c 
25c 


LAST DAY! 


Our 9th 
Birthday 


Sale 
Special! 
Ladies' 
Fine Grade House 


Slippers, Greatest Value 
in Town at 


this price 25c 


Here is a big bargain in children's Play 
Oxfords. Black or tan—marked down to 
this very low price—all sizes—98c 


MEN'S and LADIES' SHOES 


Sensational values in Men's whit* elk sport 
oxfords with black leother trim, same style. 
in smoked elk with tan leather trim. 
_Marked to sell at this low price Z98. 


Women's Full Fashioned 


HOSE 
An excellent value in Women'* perfbrtrt»d" 


_ 
m ^ « « 
sport oxford in log cabin brown trimm.d 


— J Pr- &1.OD 
with dark brown, sport rubber soles. Many 
other styles reduced to 2.98. 


104 E. College Ave. 
Appleton 


BY JULIA BLANSHABD" 


New York—Being- beautiful — but 


dumb—Is not half so bad as being 
beautiful but having a high-pitched, 
raspinjj voice! • 


That, at least, is the opinion of 


Dr. Robert Morchc. French govern- 
ment expert on deafness \rho has 
been hero studying American voices 
and noise condlUena. 


"Constant and high-pitched speech 


by wives rearly should be consider- 
ed sufficient grounds for divorce," 
Dr. Morche contends. 


"Many American women, particu- 


larly in tho middle and far west, j 
have raspinjr, 
nasal voices 
that j 


would tear down any inan'3 nerves, j 
Women in big cities tend to have \ 
harsh, strident voices though it is 
no wonder because ot the noise they 
talk against all the time. But all of 
these voices could be modulated and 
Improved. 


"Let a woman realize that there 


Is as much sex appeal In the timbre 
oC a lovely voice as there Is in a 
beautiful face or form, and feminine 
voices would improve;" 


"Voices" His Thoughts 


Tha doctor, who is a Knight of the 


Legion of Honor, recipient of high 
honors both military and profession- 
al for \var services in which he him- 
self lost his hearing, expressed him- 
self as glad that he could "turn off 
his heaving apparatus" whon voices 
hurt him. 


"Tho nicest compliment, even, 


loses some of its pleasing quality 
when the -voice giving It offends the 
ear." ho said. 
"Certainly unpleas- 


ant things become twice as bad 
•when said in a voice that hurts." 


"Soundless- vacations," far from 


tho madding chowd, in woods, moun- 
tains or country, are one suggestion 
offered by air. Morchle not only to 
help tho poor male who suffers from 
his wife's voice, but for the wife 
herself who might get perspective 
on thla thing called "voice." Cer- 
tainly something should be done to t 
tone down, soften, beautify the great i 
American voice, for v/hat with, in- j 
dustrlal noises, city noises and all 
tho other species of noises that af- 
flict America, both the rnen and the 
women hero will end up deaf in an- 
other 50 years or. at least nervous 
wrecks. 


Dr> Morche is not the first to crit- 


icise American voices and the nois- 
es that arc somewhat responsible 
for some ot their stridency. Pinish- 
1ns 
schools, 
colleges, 
business 


schools arc doing their best to modu- 
late the young voice. Tho "talkies" 
isro probably making tho greatest 
contribution,, for 
they graphically 


show the horror'of a dazzling-- beau- 
ty -who opens her mouth and spoils 
it alL 


Business Value .. 


"Shrill, unpleasant voices^ have 


lost more Jobs than inefficiency," ia 
the opinion of an expert. In-the" voice 
business. Dr. Henrietta Prentiss. 
head of the Speech Department ot 
Hunter College. 
- 


"Never permit your vole* to be-" 


come loud ar.u shrill once you hav* 
a job." she advises gi-ls seeking em- 
ployment. "First appearances .counti 
but the first spoken words more of- 
ten prove fatal. Try to make.'yours 
a pleasant voice, Xot one thai has 
a. pseudo-refinement that. says.T&tvth 
one minute and bath the next. In- . 
sincere speech .is worse than poor" 
speech." 
- 
• - . ' . • 
-r*" 


Having worked, with voices for 


"0 years, Dr. Prentisa says that the 
greatest factor in spoiling- women's 
voices is fear, a lack of complete' 
self-confidence that will • allow-a wo- 
man to relax, be her own charming1 
salf, quiet, appealing. 


Most Important, according to Dr. 
Prentiss. is background, breeding* 
You can't change overnight. But 
you certainly can Improve and cer- 
tainly one o£ the first steps in im- 
provement is lowering of the voice, 
careful enunciation, developing hab- 
its of good, pleasant speech. 


Off the Algerian coast are 5000 


square miles of shallows, rich in 
fii-h. that havo hardly been touched 
so far. 
• 


COLDS COST MONEY 
It !s estimated that 
loses three dayt' 
time from work la 
a year. 
FORTIFY 
YOURSELF 
AGAINST 
COLDS, ,, 
GRIPPE 


7"<me op 
your body 
Kith 


DR. PIERCE'S 
GOLDEN MEDICAL' 
DISCOVERY 


' All Dc*ler*. Liquid or T«bUt». 


Jkese Gorgeous 
DRESS/ / 
^ 


dorvt need cash 
to be well dressed 
Our EASY PAY PLAN ,„ 
serves you best/// 


Jin f 


TAKE YOUA 


PICK OF THCSC 
fine quality worsted 
SUITS 


MEN! 
You can 


easily see these Suits 
arc bargains! Fine 
worsteds-—smart tai- 
loring and snappy 
s p r i n g styles — 
Specially prifsd. 


WHWUL 
Mwmm 


ii 


Beautiful new 
RESSES 


I EASY TERMS] 


Prints, Georgettes and 
Crepes. Somniax frocks 
for afternoon or eve- 
ning. These lovely drev 
MS will htlp you enjoy 
these lovely days..- 


LA DICS 
COATS 


a.- 
: 


•£, 
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Reunion 


arrangements have been 


, _ . , made for the annual reunion 


"*' & 
i ot Alpha Iota chapter, Zeta 


'.} 4pui Alpha, -which will be held Sat- 
"*» ilWay and Sunday. 
The weekend 


,-' activities will begin with a 1 o'clock 
r luncheon Saturday at Candle Glow 
' tea room. During "-the .afternoon 


( "Ujere will be a "cozy" af the soror- 
ity room in Brokaw Annex at which 
, time ..the girls will .have an .opppr- 
,timlty o£ renewing 
acquaintance 


•" -with returning alumnae and also of 


faceting the members of the active 
chapter. 
• 
. 
,- 


^Dinner will be served- Saturday 
night at -Russell "Sage hall for 
alumnae,- actives -and pledges.- The 
isjjring formal will take place Sat- 
urday nlght'-*f Valley Inn, Neenah. 


' " *'Senior--members of the active chap- 
. te'r will -be- guests of the alumnae at 
/albreaSfas^at 9:30 Sunday morning 


at Conway "hotel. The seniors are 
Margaret Heckle, Appleton; "Verna 
tauritzen, Eau Claire; and Mildred 
£ichter, Escanaba, Mich. The an- 
'nual business meeting and election 
of- officers will take place after the 
breakfast. 
i 
« * * 


't A. cookie shower; for soldiers in 
the three Wisconsin hospitals will 
JJe the Mothers' Day activity of the 
American. Legion Auxiliary of Ap- 
pleton this year. Members will bring 
their cookies to the Hauert Hard- 
ware company by May 6. Mrs. Ed- 
•ward Lutz is in charge of the show- 
•*r. 
•» sThVcookles will be: sent to the Na- 
^ional Home at Milwaukee, 
Rest 


Haven Hospital at Waukesha, and 
^Soldiers' Hospital at Mendota. 
; 
* * c 


5 The Neechee troop, Girl Scouts 


. -of Wilson Junior high .school, under 
|ihe direction of Mrs. W. J. Mumme, 
Jinet Wednesday 
afternoon at the 


^school. Four girls were invested as 
'fGIrl Scouts and reseived their ten- 


pins. They are Ruth Kapp. 
Loeper, lone Herrmann, and 


JAlthea ^Palmer. 
The next meeting 


Jwill be next Wednesday at the Y. 
|M. C. A. 
**"* 
» *' * 


, ,'-, Mrs. George Stutz and Miss Gene 
i"Eberhardt entertained the Good Pal 
' club Thursday night at the home of 
;<ithe former, " S. Walnut st. 
Prizes 


; jwere won by Mrs. Alvin Falk, Mrs- 
'^Joseph Brown, and Mrs.»Leo, Lins- 
'^ken. -Favors were presentSdr to all 
'..of the guests. This was the last 


of the club until Septem- 


^ Mrs. P. H. Ryan, lOG^E. Franklin- 
iwJit, entertained the West End Read- 
v.tng club Wednesday 
afternoon at 


J^riier home. Eighteen members were 
-^ present-. Mrs. Elmer ,0'Keefe read 
^ froia the Ross Crane book on, Llglit- 
' icing and Lighting Fixtures. The next 


^meeting will be May 13 at the home 
''?o£ Mrs. James Wood, E._Washing- 


> ',ton-st. Mrs. R. J. Watts" and Mrs. 
, C. K. Boyer will have clietrge pf tlie 


program . 


She's Sleuth 


Priscilla 
HigisinbotKam, 
above, 


Chicago society gifj menibei^ of, a 
pioneer family, is the onjy, woman 
student in; Itforth-western, vpniver- 
sity's school of. crime detectiop." She 
bolieve's ^he'll niake a gpod detec- 
tive. Well, ifshe catches a crook-^- 
v.hy naturally^ -he'd 'reform. - Who 
wouldn't? 
' ' " ' ' 
' '* 


i_i 
Mrs. Lambert 
Schomrn,er, Little 


. 'Chute, entertained the T. N. B. club 
!t, Thursday evening at' her home 
1 ..Bridge was played and Mrs. Mauclce 
•^'Suess, Menasha, won the prize., Sev- 
-~,ien members were present. 'The next 
iv meeting "will be in two weeks with 


s. Sucas, Menasha. 


**? 
?v 


~"- 
-Girl Reserves of Appleton high 


^'school will hold a food sale al 9-30 
11 Saturday morning at Belling's drug 
- 'M store. The chairmen are Helen K.un- 
r,.itz, Jane Dresely, and Thelnia Nohr 


J 
. „• . 


'f 
The Five Hundred club met Tues- 


night at the home of Mrs. Frod 


N. RIchmond-st. Prizes, were 


'awarded to Mrs. Will Schultz and 
" Mrs. Clarence Day. The club will 
"'meet next Tuesday at the home ot 
/t-Mrs. Day, B/esvster-st. 
, 
* 
* 
* 


;' 
J-Mrs. Hsiiry Scheil; N. Apploton- 


i,? et, WHS hostess to the Wednesday 
jt- Bridge Jiih Wednesday afternoon 
"^ at her home. Prizes were won by 
^ Mrs.. Ira Flansburg and Mrs. R. E. 
"^Dean. This was tto list meeting of 
r the club until next fall. 


-I PRE'SIDE-NT TO 
J: DELIVER TALK 


; 
TO FEDERATION 


1 1 
/i'S The program for the spring gath- 
li-ering of the Fox River Valley Mis- 
Jjsionary federation of the Wiscon- 
>fsin conferencfr,- synod of the North- 
[•vvest, which" -v 11 b5>_JieU Mcty 20 at 
, Trinity Engaisl* Lutheran' - cir^rcl;, 
J Appleton, ha& been c'-avtii up. Mrs. 
^.J. I. Meek, Racine, »--"iferenee presi- 
{dent, will be the speaker of the eve- 
' ning. 


The meeting will open -at 7.30 In 
' the evening and will include, a, pro- 
|7gram;3n whlclvtwo members of each 
'} of the societies of Oshkosh, Ne&nah, 
J Menasha and Appleton, will tak<^ 
' part. The Oshkosh society will have 
,< charge of the program. 
A social 


(Hour and lunch will follow Iho pio- 
,»gram. 
|, The World Friendship Girls of the 
''local church, will make favors and 


, 
s, posters for the event. Mrs. Arthur 
:;£ IWendt, Appleton, is vice president 
;j of the federation. 
i MASONS 
MAKE 


I PLANS TO HOLD 


ANNUAL . BALL 


i:: 
VYtf 


a- ' 


f 
The annual all-Masonic May ball 


£-will be hold next Tuesday evening 
"at Maaonie temple. 
A May pole 


i with streamers will be the center- 
Apiece decoration and spring flowers 
•Vivill help to carry out the May 
, 5 theme. Tom Temple's orchestra will 
' provide the music. 
• , 
r 


\> 
Several novelty dances have-been 


, arranged for the evening. Tho com- 
,.»lttee In charge ot 1Kb ball included 
<HA~ T. Gardner, chairman; 
Coidon 


,Radtke, Miss Henrietta,Barnes, Al- 


rVln. Woehler, W. E. Schubert and 
»feen Laird. 


r 
HOM8TOR 
Anniversary 


\Bale Advertisement. See page 


and .Chicken 


Stag-party 
Fof Masons 
A t temple 


A 


(stag party for all 
Kaaons 


and their friondE v/ill be h"id 
Friday 
evening at 
Masom-j 


temple. 
T-hls will be the last stag 


of the season.^ 
. Dinner will be served at 6.30 utL- 
der the 'direction of members of 
Fidelity cliapter, No. 94,' Order ol 
Eastern Star. ' F." Theodore Cloak, 
professor of "dramatics at Lawrence 
college, will present a one-act play, 
and, cards ancL,other entertainment 
will'follow. 


The party Is Toeing sponsored by 


Appleton 
chapter, No. 47, Royal 


Arch Masons,,, with Irving Maaes 
as chairman of the program. 


* /* 
* 


United Commercial Travelers and 


the Auxiliary will meet at 2:30 Sat- 
urday afternoon at Odd Fellow hall. 
A class of"candidates will be initiat- 
ed by both groups and dinner will 
be served at C.30 to members and 
their friends. 
Bridge, 
schafkopf 


and dancing will provide the enter- 
tainment. 


-NEW 
OFFICERS 


*E'LEC>TEV BY 
' 
CONGREGATION 


Now officers were elected at the 


annual meeting of the Baptist con- 
^-egation at the church Wednesday 
..evening. 
' _ 


R. C. Clark | replaces T. R. Hay- 


ton, who ha's left town, as treasurer 
of the building fund, and D. N. Carl- 
son was named 
deacon instead of 


Mr. Hayton. ^ 'Miles Meidam was 
made an honorary deacon, and the 
deanconship held by him. was turned 
over to Cart Ebert. Lyman Clark 
replaces T. C. Mace qn'.the board of 
trustees, Mrs.' :E.;, Ji Peterson'- was 
elected treasurer • of benevolences, 
succeeding Mrs.-John DiderrMi, and 
Mrs. P. F. Stallman succeeds Harold 
Eads as. Sunday School superinten- 
dent. 


Officers reelected include 
R. C. 


Clark, financial secretary, 
D. N. 


Carlson, treasurer," 
A. ' Tinkham, 


deacon, Mrs. William Madsen, chair- 
'man of -the music; committee, and 
A. R. Eads, chairman of the finance 
co, .imittec. 


THE WEATHER 


FRIDAY'S TEMPERATURES 


Coldest' Warmest 
Chicago 
48 
54 
I 
Denver 
44 
56 


Duluth ...V-i 
54 
GO 


Galveston 
.V. 66 
70< 
! L 
Kansas City 
52 
GO r 


^Milwaukee ......... 4S 
62 is 
St. Paul 
52 
7 0 r ) 5 


Seattle 
'52 
6S 1 


Washington.....-.. -.. ..• 50 
62 , I 


Wisconsin Weather 


Cloudy; much icboler in .northwest 


portion tonight; Saturday generally 
fair; cooler In east and south por- 
tion. 


General Weather 


High pressure over the New Eng- 


land states:has brought fair weath- 
er to most 
of the northeastern 
states during the last 24 hours.arid 
light to heavy frost in the lower 
lakes. A shallow "low" which is 
centered over the lower Mississippi 
Valley has caused light showers in 
the southern state from -St. Louis 
south. Otherwise mostly'fair weath- 
er prevails over the western'.and 
central states. It is somewhat warm- 
er this morning in the upper lakes 
and upper Missouri Valley but else- 
where the temperature changes are 
unimportant. Continued fair weather 
is expected In this section during 
the next 24 hours, with cooler to- 
morrow. 


WANTS TO PAWN BAB? 


Beaumont, Tex. — Mrs. Mary 


Hart, in jail here for the past two 
months on a robbery charge, is of- 
fering to pawn her 'eight-month-old 
baby for $100 so . she can obtain 
bond. Her 
husband 
deserted her 


"when the baby' wag' six weeks old, 
the.;- 23-year-old : mother relates, and 
she had to earn her own support 
since then. ' 


FROM BAD TJ» WOKSE 


HUBBY 
You didn't have a rag 


on your back when I'married you. 


WIFE fes, but I'va plenty pf 


them- 
" 


100 Attend 
Meeting Of 


Federation 


A 


BO'/T 100 women, attended the 
first annual 
get-together of 


. the Interdenominational Fel- 


lowship >Fcderation Thursday "af- 
ternoon at Trinity English Lutheran 
church. The group decided to hold 
the meetings 
tho last Friday in 


April each year. The place of meet- 
ing will be determined by Invitation 
from the various churches. 


Mri. Albert RoeJil led the devo- 


tional on The Faith that Removes 
Mountains and Mrs. R. B.; Burmeis- 
ter presented the topic, The Doctor 
in India. A social hour and refresh- 
ments followed the.business session. 


World 
Friendship Girls ; made 


tulips for each woman at the 


meeting, with 
the name of 
the 


%earer printed- OR the; .tulip,. These" 
served as introduction's. • 
* * • 


The Young People's society of All 


Saints Episcopal church will hold a 
joint meeting with the young people 
of St. Thomas church at Menasha at 
4 o'clock Sunday afternoon at 
St. 


Thomas church. Seymour Gmeiner,, 
Jr., of this city is in charge of ar- 
rangements for the program, 
and 


Miss Mary Alsted, also of All Saints 
church, is chairman of the refresh- 
ment committee. A social hour will 
follow Ihe supper and meeting, 
e 
*'. '* 


Thirty-two members of-.the -Ladles 


Aid society of Zion Lutheran church 
attended the social meeting Thurs- 
day afternoon at the school audi- 
torium. 
The committee in charge 


included' Mrs. Marie Gresenz, Mrs. 
Marie Eggert, Miss PhilHpine Em- 
mal, Mrs. Frank Hoh, Mrs. Hattle 
~!rapengieser,' and Mrs."SophIa Fur- 
stenberg. The next social meeting 
will be In two weeks. 


* * * 
Little Light' Bearers will meet at 


2 o'clock 
Saturday afternoon 
in 


Room 3 ot 'the Methodist church. A 
party will follow -the- lessoh in honor 
of the birthday anniversary"- of Jean 
: ixon.- All first, secondr and third 
grade children are invited to, attend 
the Light Bearers'' club meetings. 


*~ a 
» 


Officers of &'o SVomen's Mission,- 


ary conference of the eastern Wis- 
consin district met Sunday- after- 
noon at First' English 
Lutheran | 


church to planrthe program lor -Cso f 
one day conference to be held: thn 
third Wednesday in September. '.The 
conference will Jbe held either m 
Appleton or.peFere. 


, «, • 
* 
' 
I 


Christian 
Endeavor , society 
of 


Memoria] Presbyterian church will 
meet at 6:30,Sunday evening -at the 
church. Miss Doris Everson will be 
the leader and - the topic will be 
The Vine and the-Branches. 
J 


The Mission-Band of First Re- 


formed church will-meet at 2 o'clock 
Saturday afternoon at- the church. 
Miss Eva Engel-13 In. charge. 


PARTIES 


Mrs., Charles Cumber, 713 S. Mue. 
ler-st, entertained about SO guests 
Thursday evening jsn. her home 
U 


honor of Mies Gladys Cumber, wh 
will be married soon. Prizes 
a 


schafkopt were won by Mrs. :Eos 
Bellin, Mra. John 'Van Caster, an 
Mrs. Arthur Bruso, and at dice b:, 
Mrs. Hubert" Piette, Mrs. James 
Thomas and Miss Emma Bushman 
Out of town guests Included Mrs 
Mary 
La, Badelle, 
Mrs. 
;Franl< 


GHlaume, and Mr. and Mrs."Frank 
Cumber, Green Bay. 
' ' 


* 
* 
• 
''' 
•'•;•': 
• ' ' 


A dancing party was given by the 


Brotherhood, of Railway and Steam 
ship Clerks, Lodge 268,' Thursday 
evening 
at 
Menasha 
Memoria 


Building, with about SO persons in 
attedance." Vrs.itors were ; pre 
sent from. Appletdn>' Neenah, Men 
asha.-Kaukauna, Weyauwega, Wau 
paca,-Ostikosh, and Frond ;du; Lac 


A short business-' meeting; was 


held after' which a program of music 
and community singing took place 
JDancinf provided- the entertainmen 
during; fhe: remainder''of the' even 
ing/^Tbere-iwill be 'another party 
the latter "part: 'of -May In' Appleton 


Mrs.-Earl p. Miller,:-5~07 -E. Sum 


mer-st,' entertained eight guests a 
bridge 'Wednesday : evening: at her 
home, in honor of Mrs. T. E. Coate 
Davenport, la., who-is visiting will 
her parents, Mr. and Mrs. Anton 
Rechner. -Prizes; were won by Mrs 
Sylvester Adrian, 'Miss. Sylvia Sin 
ner, and Miss Lorraine Kamps. Mrs 
Coate was presented ;with a guest 
prize. . '-'• 
. .-• 
- . ;,/,. 
- 
..-.-- •'; 


- 
.....;•.....,.••..•-• 
». ' ' . 
. . 
.; 


An open card party-was given by 


the Ladles Aid -society, of' St. JosepV 
church -Thursday" /afternoon at;; the 
parish hall. Prizes at schafl-opf were 
won by- Mrs. L. 'Weber and Mrs.- Jo 
seph Doerfler,-and at plurnpsack by 
Mrs. 
Wenzel 
Neugebauer.- 
Nine 


Lables were in :play. Mrs. Mary Quel- 
la was in charge. There will be an- 
other party next Thursday after- 
noon. 
» 
* » 
- 


Three tables were in play at the 


Guest Day card party of Women of 
Mooseheart -Legion Tuesday after- 
noon ,at"Mdpsei temple. .Mrs. Katie 
Leith won the schafkopf prize and 
Mrs. William Erandis the bridge 
award. 


KEEP PRESENT-'SCALE, ' 


ALLOW'NOlNCREASES 


Washington — (#")— It 
was 
an- 


nounced today at the White House 
that it would be the general policy 
cf the government for the next fis- 
cal year and the remainder of this 
year to increase salaries of govern- 
ment, employes .only where such. in- 
crease is required by'law. 


The announcement'said other de- 


partments ;of tile government would 
follow the policy of the interior and 
justice departments in maintaining 
ricSenl wage scales in the govern- 
ment but would not make any in- 
creases. 


President-Hoover- has .taken the 


attitude that congress clearly indi- 
cated its position by not appropriat- 
ing money for wage and salary in- 
creases . although ,in. .some • instances 
authorizations were made. 


It was "said that no government 


employes would be discharged al- 
though :in a number of departments 
work has .slackened to the point 
where some could be dispensed with. 


SQRVE SUPPER 


FOR, PUPILS 
OF- 


CHURCH SCHOOL 


The -Sunday school of Memorial 


Presbyterian church gave a supper 
and-party for-the pupils and teach- 
ers of the school Thursday evening 
at the church. The supper was serv- 
ed at 6 o'clock by Mrs. F. J. Fore- 
man's circle; and. guests of. honor 
were 
Miss. .Annette Post's class, 


winners" in the attendance and ef- 
ficiency contest. Each girl,, of the 
class received a gift. The class also 
came-into possession of the banner 
which was won during the past two 
years by George Ballard's. class of 
boys. 


George;; w. . Lausman. entertained 


with several whistling numbers dur- 
ing the dinner. A motion picture, 
especially designed to please chil- 
dren, was shown,- and games were 
played. The prize'for the best shad- 
ow picture was presented to four 
boys of ivlr. Ballard's class. Their 
picture was entitled "The Opera- 
tion." 


COMMITTEE STUDIES 


PURCHASING PLAN 


Initial steps in; the formation of "'a 


new purchasing plan for the city 
wore taken at a meeting of the- price 
committee , at ...icily'' 'hall Thursday. 
Members of the committee-are Mayor 
John- Goodland, Jr., C.i J. Wassen- 
berg,' clerk-'-and Alderman'... C.; 'J. 
Wassenberg. 
s 


< A total 
of 83G congresses,: -as- 


semblies and exhibitions-wag held in 
Europe, -during 1930. 
Among, 
the 


most unusual were the-!internation- 
al Congress-of Tramps, the interna- 
tional Congress, of'.Lodgers,.-and a 
satherinsr o.C 20,000 herring fisner- 
" 
' 
' 
' 


Foil Piano Tax With Ax; 


Use Remains For Breadbox 


Berlin—M3)—The Germans are1 a 


music-loving people. 
Yet in Neu- 


haus-Schiernitz, , Thuringia, 
an in- 


furiated citizen attacked and utterly 
demolished Iris piano with an ax, 
while 
another inhabitant., of the 


same town tore the works out of 
his ,~phonograph 'and 
converted it 


Into- a~bfeadbox~ ," - 
- A , 


How could such things—happen ,*ln 


Germany, the 
country 
of Bach, 


Beethoven and Wagner,-where Con- 
certs are'more popular'•' than the 
movies—and 
where even precise 


scientists like Einstein play the 
violin?. 


The 
reason Is 'simple. 
This Is 


"economy year" in tho fatherland, 
and what tho Bruening government 
hasn't done, in the line of •trimming 
down public and private finances, 
the various stato 
and local com- 


munity .authorities are doing. 


In Ncuhaus-Schicrnitz the newest 


luxury-tax happens to be a levy.rof 
10 imarks (?2.-10) on musical Instru- 
ments—hence the ax and. breadbox. 


Inv other .communities the pres- 


sure on--the citizen's patience may 
take a slightly different, form. Sev- 
eral;, towns have slapped a special 
tax on housecats: others, like Ber- 
lin, 
disdaining' - to take out their 


money .urge on the household pets 
or/piano, havo bluntly laid a, head- 
tax on every .Inhabitant. 


Berlin also collects a-special sur- 


tax,'through restaurants and cafes, 
on^ every glass of wine or cup of'tea 
or coffee. 


The surtax' figures are neatly ^ar- 


ranged in a -Vttlo. column opposite 
the/drinks after the falter has fin- 
ished totaling all -the .other Items :on 
the bill and has'; added his 10 per 
cent,—a system of accounting which 
really adds picturesqu'eness to .the 
bill. 


No Argument 


But it makes the average-German 


so angry that many c.ife owners 
lately have pi-lnted on their menus 
the- footnote! 
_J''S*H*:#2!i'fc *J'fu»-wUh the wait'- 


er about the,;10 per-cent tax. He 
and we are compelled to collect it: 
for. the city." 


To give the worried taxpayer an 


appetite, many menusi also are em:. 
bellished with asterisks and a foot- 
note explaining that every dish so 
marked has been-reduced in price 
since the 
government issued its 


warning that "prices must fall hand 
in hand with wages." 


But by far the ;nost obvious ef- 


fects of the national money need on 
an average household,.are the wide- 
spread wage-cuts ranging from G 
per cent upward. Few pay envelopes 
remain immune in' the fatherland, 
and the civil service salaries 'were 
among the first to be slashed. 


Some Prices Down 


All such 
Docketbook irritations, 


however, are supposed to be coun- 
terbalanced by a .general wave .of 
retail 
price-reductions. 
Knowing 


this, the German-family man often 
sharpens hig pencil and tries to fig- 
ure out tho economy year batting 
average. 


"Let's scej" he begins, after his 


wlfo has cleared 'away the dinner 
dishes. "Jly wages were cut G per 
cent on the first oC the month; but 
potatoes are a. little cheaper. Coffee 
costs me 10 per cent more at the 
cafe, but the corner 
duick-lunch 


room has knocked seven pfennigs 
off the'-price of pigs'-knuckles and 
sauerkraut.' 
- ' 


"Clgarets arc ten per cent higher; 


but the shoo stores had a clearance 
salo last \vock. Kent hasn't come 
down and streetcar fares still re- 
main at 25 pfennigs (6 cents), but 
10 pfennigs have been dropped from 
the 2p-pfennigs surcharge on taxi- 
cab fares. 


"On the other hand, what's tills? 


A special 10 marks tax on musical 
instruments?!!" 
AIr> Average Ger- 


man's fist 
strikes tlie table: 
his 


voice trembles \vi(h emotion. 


•c!$ulcW Emma, the axl". 
• 
< 


MORTGAGE 
ON 


WOMANS CLUB 


IS CLEARED 


The burning ol1 the mortgage on 


the club was th« feature of the an- 
nual luncheon and'-meeting of Ap- 
pleton's Woman's club Thursday af- 
ternoon at' Con way hotel. Over 100 
•women were In ; attendance. 
Sirs. 


John JEnjjel, Jr., read the last will 
and testament of. the -mortgage af- 
ter which Mrs. Mabel Shannon and 
MrS./E. V. "Werner set fire to the 
•paper on a tray. Two-members of 
the, fire 
department then entered 


and extinguished the "blaze" and the 
ashes were gathered' and ^placed in 
an urn; The iirri will be kept at the 
club house. The;. ceremony, marked 
the freeing.of .the club from debt; 


i Mrs. E. ;"V..: Werner, president of 


the club, gave an. address and out- 
lined,.the ; work cf the club for 
the 


coming; year. ;r Miss Eloise Smeltzer 
gave a yiolin ^selection, "Andantino" 
by Ua Mar,-and Miss Mary. Brooks 
sang a group of negro, spirituals, a 
suite entitled . "Sketches, of Paris," 
and "Somewherei a ."Voice is Calling." 
Miss Susanne-'Jennings ^played the 
piano 
•accompaniment .'-. and 
• Miss 


Smeltzer played the violin obligate 
for the latter selection. 


Roy Purdy showed:motibn pictures 


of Ankor and Indo-China;. Mrs. Jo- 
seph, Kofferid, • Jr., 
- was • in - charge of 


the program and; the luncheon and 
meeting was held under the direction 
of first officers, directors Vand com- 
mittee heads of the club: 
^ , 


SORORITY WILL 
-HOLD REUNION* 


THIS WEEKEND 


The fifth annual reunion of Phi 


Mu alumnae will; be' held in Apple- 
ton this weekend. .There will be a 
luncheon at the Candle Glow Satur- 
day noon, with a. business meeting 
at the. home rof Mrs. Dan A. Hardt, 
Prospect-aye, in the afternoon. Af- 
ter the meeting moving pictures of 
the group will be taken by Myra E. 
Hagen. • The film will be- sent.to the 
next national convention 
of 
the 


sorority. 


The annual banquet will be ^held 


Saturday evening at Hotel Northern. 
The active chapter will-present: a 
skit, "Something or Other," 
and 


Miss Genevieve Klevickus will sing. 
Miss- Elsie Kopplin' • will introduce 
:he -alumnae and patronesses, and 
Miss'- June Linderman- the--actives 
and pledges. Moving pictures taken 
at the last national convention will 
be presented. 


The week end activities will con- 


clude with .breakfast. and dinner at- 
the Conway hotel Sundaj'. 


About 15".but-of-towri alumnae'are 


expected to attend^ 


TWO ROAD CONTRACTS 


SIGNED BY GOVERNOR 


Madison — (iF)— Two contracts De- 


aling $294,015 were signed today by 
Gov. 
Philip LaFolletle for Highway 
work. 


One contract, for $243,456 went to 


N. M. Isabella, 
Madison, former 


state maintenance engineer and now 
in private -work, for 
paving 
11.2 


miies of State Highway 73 in" Waii- 
shara-co. The work will be between 
Plainfield and Wautbma; and will 
complete a concrete road from Wis- 
consin Rapids, to Milwaukee: • 


Gravel surfacing will be laid on 


State Highway 13 for 5.4 miles be- 
tween Glidden and.-; Morse--under a' 
contract awarded,to'- Nelson, /Mullen 
and Nplson, Inc., Rhlnelandef. The 
sum is $45,569. 


JUMPS MIS WAY THROUGH 


SCHOOL 


Hoplcinsville, Ky. — Hugh "Tom- 


ny" Thomasson is going through 
-ic'iool by hops and jumps. 
He is 


earning his way by making para- 
chute- jumpa. with a "flying circus. 


Hugh, 16, son of • a World War 


hero, is said to be America's young- 
est professional parachute jumper. 
Hte attends high school here and has 
seen earning support for his moth- 
er^ brother 
and sister, 
and 
his 


school expenses by thrilling crowds 
with,his daredevil hops. 


• Ha expects to earn enough money 
n this manner to pay his way 
;hr'ough-. the University of Southern 
California where he will specialize 
n 
aeronautical 
engineering. ..His 


present ambition" is to become an 
airplane designer. 


Washington — Ten miles a minf 


ite! That's what "you'll .be able to 
nake if a. new rocket plane planned 
proves satisfactory. It is being built- 
o withstand speeds up to 650 miles 
tn hour. It is all-metal in constr.uc- 
ion and is powered with 38 steel- 
Cylinder rockets, ten furnishing.the: 
driving power and the'rest,-supply- 
ng stabilizing and balancing power. 


Keep Watch 
Over Teeth 
Of Children 


BY ANGELO PATRI 


Along about, the sixth year of a 


child's life he gets two pairs of 
teeth. They are double teeth. The 
dentists calls them • Sixth Tear Mol- 
ars. 


Now these teeth come when the 


child has a set of temporary teeth. 
All temorary teeth are going to fall 
out. Many people think them unim- 
portant. They will fall out and let 


;tr«* other real teeth. come In. All 
teeth are 'important. The tempor- 
ary teeth should be -.-. cared for 'as 
anxiously as any others. But it is 
about the'Sixth Tear Molars I want 
to speak. 
>-. • ' 
' , -, 


i These two pairs of teeth are per- 
manent. They stay as long as their 
lives can last. How long that is 
must: depend . upon the care . they 
get. These teeth are more than usu- 
ally important, if one' can say that 
about -a thing as" 
precious as a 


-child's tooth. They come first of 
all molars. 
For a time they are 
;the only grinders . in 
the child's 


mouth. 
. They make his food diges- 


tible. 
They- help him get nourish- 


ment out of.his food. For that-rea- 
st .. they should be guarded as the 
jewels they are. 
, 


But .they have another function. 


.These teeth are set, in the jaws in 
such a position as to hold up "the 
teeth behind and .before them. If 
they,are pulled out the teeth that 
come, afterward are not going • to 
stand in line;as they should. That 
means .the teeth will not meet as 
they should. Chewing will not be 
done as it; ought to be done, thor 
oughly and completely. That mean; 
a lowering of food value. 
; It 'means another thing. 
Thes1 


Sixth- Tear Molars shape the jaws 
If they are lost the sBape of,the 
jaw which they were set 'to hole 
shifts. The child's face has not th 
'strength of line It might have had 
the beauty of His mouth is marred 
The power of his teeth has been 
lessened. All. this responsibility- rests 
upon two pairs of beautiful doubl 
teeth -that arrive about the sixth 
year. 


Do you;know that-many, many 


child has lost those- precious teetl 
by the time he is twelve years old' 
Once lost they are lost .forever. They 
can-be replaced onlyjby false :teeth 
They can-be saved- by.taking ordin 
ary care. 


Continue-the care that you give 


•the;, babys' teeth right through the 
years until the child can take over 
the care of th'ein himself. In the 
early years accustom the child to 
having Ills teeth examined; .let" him 
learn to open his mouth and show 
his teeth; wash, them for"him and lei 
him hold" a mirror while you pass an 
orange stick wrapped with 
clean 


cotton ' dipp'ed in boracic' solution 
about them.- Take liim to the den 
'tist ;with you' when" he is very 'lit 
tie..~' Let him watch what the den 
tiet does. 


When he Is old enough to have his 


"teeth- examined have it done every 
six months. If the child goes to the 
dentist when there is nothing' to be 
done but clean them, he 'will no- 
fear going by-and by/-. Children ,y:ear 
what is strange. - They hear stor-ies 
of awful suffering told by their- par 
:ents and relatives. 


Encourage U child to care, for.tiis 


teeth. 
Watch' for dark spots anc 


should any appear take the chile 
to the dentist and' have the teeth 
cleaned. -Prevent decay and then 
.will '.be Jess .trouble witli the child 
and. the 
dentist's 
services. 
Bu 


guard well the Sixth Tear Molars 
that como along with the temporary 
teeth. They „ must 
be preserved 


They are precious beyond price. 


Try Braised Breast Of 


VealFor NextSunday 


Fruit Cup 


Cream of Celery 


Braised Breast of Veal, Milanese 
New Cabbage, buttered 
. 


Fried Egg Plant 


Hearts of Lettuce, New "Waldorf 


dressing 


Pear Fritters 
' 


Coffee 
. - * * » - - 
•• 
' • 


Braised Breast of Yeal> Milanese 
Bone a breast of veal weighing 


about two and one-half pounds, and 
season with 
one 
tablespopriful of 


salt and one teaspoonful of'pepper. 


Mr. Patri will give personal attcn 


tion to inquiries from parents and 
school teachers on' the care and. de 
yelopmenfc ; oE .cliilclreri. " >Write liiii 
in. care of this paper, inclosing stamp 
ed, addressed: 'envelope for_.reply. 


THE CATCH TO IT 


,; '.CHILD',- EXPERT:. 'If the child 
wants1 a pet' you should. gct;;him one 
Then; he'll ': sto :crhi 
he'll ': stop :cryhig. 


TIRED lilOTHER':; Well, .you see 


'we live in a flat, , and Tomrqy wants 
an elephant. — ^Answe'rs.. 


- 
POOR 


The. Smiths -were on' the balcony 


and overheard a. young, fellow abou 
to. propose. to 'the light-of his eyes. 
, '"I:dbn't .think we ought to listen,' 
'said- Mrs..' Smith. "Whistle to him 
and, perhaps .he'll 'postpone the .pro 
pbsal: until we- 'leave." •' 
:. 


; -:'"Why should I?"" asked ' Smith 
."Nobody. .wJiistled to warn me." — 
Trayaso, ' Rome. 


Food 
Soda 
Candies 
Service 


GIAL 


Complete 3 Oc Dinner 


This Includes 


Soup . . . Meat . . . Vegetables . . . Potatoes 


Desert and Beverage 


Also 35c and 45c Dinners 


Special Sunday Chicken Dinner 


50c 
Md 65c 


^ — 35c, 50c, 65c 


Hot Sandwiches with Potatoe and Gravy, 1 5c 


Candy Specials at the Counter 


English Toffee .... 49c 
Assorted Chocolates "40c 
Pan Candies ....., 29c 
Brittles...-. .V..... 19c 
Cream Taffy .. v.. 20c 


All of these candies 
Made in Our Own 


Candy Shop 


Fresh Every 


Day 


Burts Candy Shop 


114 E. College Ave. 
Appleton 


TUBERCULIN AREA 


TEST LAW LEGAL 


Milwaukee Judge Dismisses 


Suit by Farmer for $345 
Damages 


Milwaukee—(XP)— A decision up- 


holding the state bovine tuberculin 
area test law and dismissing the suit 
of Herman Tesnow, MSlwaukee-co 
farmer, for $345 damages against 
the Wisconsin Livestock 
Sanitary 


board, was max3e public here Thurs- 
day by Circuit Judge Gustaye G. 
Gehrz. 


The suit, considered by dairy 


farmers and allied interest a test 
case, resulted from an examination 
of Tesnow's herd Nov. 29, 1927. Be- 
cause deputy' sheriff's accompanied 
the examiners; Tesnow described 
the visit. In his complaint as "forc- 
ible entry of the premises." 


Subsequently inspectors reported 


one of the cows was tubercular and 
ordered it killed.- The animal .was 
slaughtered at the Cudahy, Packing 
company, plant Dec. 17. Dr. Edward 
L. Miloslavich,. pathologist, and vet- 
erinarians were employed by Tes- 
now to examine the carcass. They 
declared there were no lesions and 
the carcass was not Infected. 


Judge Gehrz took noticerof argu- 


ments by Tesnow's attorneys in; rul- 
ing the tuberculin test to be reliable^ 
accurate and dependable; that the 
cow in: question .was tubercular; and 
that the legislature, under police 
power delegated by. the state consti- 
tution, had the' power to enact the 
tuberculin area- test law. 


HOLLOW TOOTH EAR 


Prague — Don't discard that old 


hollow tooth—especially 
if • you're 


deal!. It'll serve as an excellent ar- 
tificial ear, according to Dr. Francis 
Svatek,. Prague physician.- By plac- 
ing a short piece of wood against 
a radio loudspeaker: and 'the end of 
the hollow tooth a person can hear 
radio programs, he .contends. 


SUCH A MEAN GUT 


Musliogee, Obla. ~ James M. Gll- 


liland must be .either tight or ex- 
tremely saving. His wife, suing "for 
divorce, says that'he-refuses to buy 
her a set-Of false Jteetli^ won't re- 
pair the cowshed, and chicken coop, 
wouldn't 
do much 
work, 
and 


couldn't support their; family of five. 
children adequately. 
' 


Stuff It in the usual way with force- 
meat, roll and lie it, making a few 
incisions, in the skin. 


Put it into braising-pan with, ~a 


sliced. carrot and onion, and braise 
it for an hour and a half, basting it 
now .and then with its own gravy. 
Serve with one pint of hot Milanese: 
garnishing on a dish, placing' the 
ineat on top, and straining the gravy 
over it. 
. 


'• 
• - . " * # * 
' 
Pear Fritters 


Take as many good cooking pears 


as are required for the dish, cut 
them into slices lengthwise, cover 
with sugar, djp 
them 
in batter,- 


plunge them into boiling oil and fry 
a delicate brown. Take them' out,._ 
drain, dust over again with sugar, 
place them on a napkin over a'dish, - 
and serve .with sweet sauce: 


SHARKS? POO-POO! 


Brisbane—Sharks aren't so much, 


according to Stanley Eoser, IS, who 
recently staged a quiet little bo 
with one of the 
man-eatlng_ flsn; " 


While swimming the shark attacked 
him, 
swooping up from 
beneath 


with a furious rush. Just as "tti© • 
shark closed on him, Roser.'extended 
one of his fingers and pushed1, it'-di- 
rectly into the shark's eye, ,ending 
tlie struggle .then and there. 


.'•.'FAKE! 


Milwaukee—You can fool some of 


the people some of the time, some of 
them all of the time, but you cajf't 
fool all of' 'era .all the time. So An- 
thony- Molter and Ernest Varesdi. 
found-after.they paraded around the 
city for a few 'days, decorated'with 
a tin star labeling them as "detec- 
tives," 
and taking small 
"gifts" 


from grocers, department stores and. 
drug stores. They were discovered 
to be "phonies," 'however, 'and had 
to pay a.$10 fine for impersSnating: 
officers. 


> THE DAGGER OF SLEEP 


Knoxville, Tenn.—You're not safe 


even when you are asleep In 'this 
day and age, Henry Anderson-opines. 
He took a nap recently and woke 
up in .great pain. He .went to ihei, 
hospital and- an examination, showed 
his 
shoulder bad 
slipped 
out' of 


joint. It is thought that a quiclc 
turn 
in his . sleep .'. wrenched the 


shoulder out of its socket: 


ATTENDING SPIRITS 


Marion, Ohio—This city's progretl 


sive committee is composed-of sev- 
eral live and five dead men. The- 
dead, 
among whom 
are 'the late 


President Harding and Dr. Sawyer, 
his physician, serve.'"in spirit" in a 
drive to make; the city larger and 
improve .its public holdings. 


N O T I C E ! 


Tom Thumb Golf Courses 


located at Harris and Superior 
Streets in Appleton and on No. 
Commercial Street in Neenah 
will b* open for play on Sat. 
and Sun. -afternoons, May. 2 
and 3. The Barbecue Course 
on Hiway 41 will be open for 
play Sunday afternoon, May 
3..:: 
:':'' 
: . ' 
: ' 
; 


eueuce. BLOG. con.. cOLteoe AVC. AND .ONCIDA $v 


For tomorrow- 


75 SPRING DRESSES 


Sizes 11 to 46 


Values to $22.75 


$4^75 
two $ 
13 
•*x 
25 


00 


GRADUATION FROCKS 


ORGANDIES 


DRESSY CREPES 


LOVELY CHIFFONS 


16 
and More 


C O A T S 
Unequalled Values 


HQ75 
*OO75 


• 7 
- 
3£«5 


All Fur Trimmed Coats Reduced 


SUITS 
Values to $35.00 


of Glurun, 


i~! 
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'ff x~^031E on, Sue. "We. want you," 


I 
Jack told Sue as he met her 
/: 7^'at' the foot o£ the steps. 
"Anyone in the living room?" 
. ,• "Just .Harry 
and Corrinne 
and 


*.,.. Mabelline Smith." 
. Barbara gave a little gasp and 
Sue wondered again what she had 
to do with the girl who had worked 
•.•with .Corrinne in the bargain base 
ment. . " 
- If seemed'like a long, long walk 


,back to the living room, although 
it was such a few steps.' Jack and 
Sue both- acknowledged 
the gay 


greetings of those who 
called to 


them," but Barbara's'head with'Its 
spun gold hair was high, her purple 
eyes were cold. She walked like a 
princess who had been wronged. 


When-'the group reached the liv- 


ing-room Jack closed the connecting 
door and slipped the bolt through. 
^: ..".The convention isn't open to the 


blic," he announced in a dry 


voice. Then he handed the stone 


/which 
he had been carrying, 
to 


ilabelline. "I think that you came 
-for. this." 


But -Brabara's tovigue was releas- 


''ed.. 


- "Oh, I hate you. Jack Thornton 
I despise you! You didn't, let me 
see who you were up there. You 
just kept still and how did I know 
any better than to give you the 
' ring? I. thought there was a mixup 
'and a man was sent, even if Clifford 
had said the girl would be there al 
that time. All .1 .was to do was to 
hand it over. How did I know 11 
•was something wrong. I was doing?' 
. ""When a transaction is made in 
•-the' 'dark there can't be' anything 
very right about it," Jack answered 
. "But 'why did Clifford ask me to 
do this for ... 
for Sybil?" 


"He asked you to do it?" There 


was new interest in Jack's tone. 


"Of course he did. Let me gel 


Jean. I-Ie'll help me. Tie knows al 
about it. He was with us the day 
•Sybil anl Clifford were married .. 


Then she stopped as though she 


.had said too much. 


-' -'"Then 'Clifford is married to Sy 


bll?" Harry, asked in a steady, even 
voice. J'She's in the family now.". 
'.'"Tafiing 
on 
a, lot 
of trouble 


.'aren't" "you?" Mabelline, munching 
a sandwich, looked up to say. 


"I think you had better tell us 


s£,ybur story, Barbara," Jack suggest 
"' "ed. ."Harry, will you call Jean?-He 
., has a right to be' here. And it •wit 
be easier for us all if you don't hold 
. back any .of the details." • 
; Barbara 
refused to talk 
unti 


Jean. came. Then she fell into 
paroxysm' of weeping, which left 
her looking- like a golden-haired dol 
In a blue taffeta dress,' with a face 
. whose paint had run into splotches 
"" "I had the number of this Beckei 
'guy,"-Mabelleine offered. "I though 


i;- he, was going to marry me. .Yes, I 
,.r.believed it! 'Wouldn't think I was 


ever that dumb, would", you? But I 
.thought it would be nice to get in 


'•" with11 folks ^ike'the-rest of - yoii are 
"'•Sure,.-'l even planned' the 
dining 


• room .furniture. Golly, how he mus' 
• have laughed -at me! And when I 


found out that he was playing witl 
me . . . Well, I said he'd have to 
_pay. for-it and- pay like blazes. He 
didn't have any money. Nothing bu1 
a- lot of bad debts. So he bot that 
.ring for me. And then, of course 
it went back, for it was stoleri. Anc 
after I los\; my job I made up my 
•mind I'd get even. I had some let- 
ters from him, you see." 


She started to laugh hysterically, 


•then opened her -pocketbook, and 
produced 
an envelope. "Want to 


hear it?" 


NEXT: Clifford's reason. 


(Copyrigh;, -1931, NEA Service, Inc.) 
THE NECK NEEDS 


CARE AS WELL 


. AS THE FACE 


.BY ALICIA HART 


Strange as it may seem, it isn't 


' only bad little boys who seem to 
shrink from washing 
behind the 


ears. ' 


Fur collars do a lot to give some 


women a bad reputation about clean 
necks. 
Oily skins do even more. 


Long hair is no little helper. 


The truth of the clean neck mat- 
ter is that whether you use soap on 
your face or not, you should cer- 


. tainly use il. on your neck. 
Give 


your neclc a shampoo. Use good 
soap, pler.ly of it, drown your neck 
in a swell latlier and scrub it with a 
brush. Discolored necks arc a dis- 
tinct blemish and you'd be surprised 
how many are discolored from actual 
grime 'and that many more are dis- 
colored from lack of circulation. 


It is the back of the neck that 


" suffers neglect most. 
"Way behind 


'the ears. 


The best solution to 
this neck 


business is to get into 
the habit 


of considering your neck as part of 
your face. 
Cherish it. 
Lavish at- 


tention on it. Sponge it and brush 
*\ and massage it and oil it. 
Or if 


, 'it is too oily already, use a good 


astringent on It. And don't fail to 


' make it up! 


Your nock needs more than once- 


a-day washing. When you dash in- 
'to the rest room to clean up a bit 
before lunch or in mid-afternoon, or 
whan you pause in your housework 


- or shopping to freshen up a bit, 


consider the good old neck while 
you face your face and see if It Is 


• a' bit dingy. 


You don't even have to scrub It 


with soap and water. Anyway that 
would usually bo out of tho ques- 


' tion when you are all' dressed. But 


most certainly you can give it a 


. dry cleaning with a towel. Scrub 
it a bit and sec If you aren't amaz- 
ed at the dirt thnt comes off. I'm 


, sure you will be. 


, -After running the to\vcl around 
inside your collar and up and down 
your • neck 
in 
scrubbing manner, 


'powder your neck again, just as 
•you do your face. 


* 
If you carry a "tiny 
bottle 
of 


liquid, cleanser 
about 
with 
you. 


.- t!iat will do wonders (o make you 
-'reel fr«5!ier by actually 
cleaning 


"both your face and your nock. But 
nhy kind of attention to tbft neck 
,'is graatly appreciated by itself! 
| 


[ghtj ism, KEA Service, Inc.! 


WE WOlflEN 


By Virgin!* Vane 


Dear Miss Vane: I fell 
in love 


rather heavily last 
summer, and 


since that time have seen the girl 
I love steadily. She appears to be 
fond of me, and we have had many 
happy times together. All this time 
I have assumed that because she 
understood my love for 
her, she 


would not cheat by going out with 
other boys. Two weeks ago I saw 
her with another boy and now learn 
that sho sees him continually and 
has been doing so. "What can I do 
or say to make her understand how 
she has hurt me? What is the an- 
swer to my problem? 


BOB. 


The answer Is, Bob, that you've 


been taking too much for granted. 
There wasn't an . 'earthly 
reason 


why your • fair 
lady should 
have 


been seeing you exclusively during 
all these months. 
Even, if you'd 


suspected her of this shameful con- 
duct, you would -have had no right 
to demand that she stop 
having 


other friends. 


The trouble is that you're " one of 


these he-men who thinks a girl must 
immediately forsake the world, and 
all its pleasures, in 'order to b=; true 
to you.- And no girl has to do that, 
in these modern times. It never oc- 
snirs to her that this is demanded of 
her. 


No, she hasn't done you wrong, 


and there is no reason to be angry 
at her. Just 
accept 
facts 
philo- 


sophically. You're in love with an 
attractive girl who has more than 
one admirer. Tou probably haven't, 
at the moment, anything to offer in 
the way 
of marriage. 
Therefore 


you cannot expect -her to give up 
everybody else for your sake. 


Therefore as a gentleman and a 


sport, the best thing you can' do is 
to establish yourself as a 
steady 


suitor, and hope that she'll continue 
to regard you favorably until such 
time as you, can make 
a definite 


proposal. If this state of affairs of- 
fends your proud spirit, you hadn't 
better fall in. love again, 'until you're 
in a position to discuss In a busi- 
nesslike way sucb practical matters 
as solitaires., wedding licenses, and 
small cosy three-room apartments, 


DISSATISFIED: You've learned 


a hard lesson -which many women 
in their lifetimes have to face and 
make the best of, but don't- let it 
ruin all your happiness. It is a bit- 
ter "blow to learn that the' husband 
you trusted has at some - time de- 
ceived you, while you believed that 
you and lie' were the only perfect 
man and wife in' the world. 


But if you send him away now, 


what have you left? And -what good 
do you do yourself or your children? 
Furthermore what are you sending 
hJr.i to? The very fact that he's 
come to you of his own accord -with 
this confession shows that he's re- 
pented considerably and he realizes 
the importance of keeping 
tilings 


between you straight and honest. . 


If he were callous, and indiffer- 


ent, likely to repeat I'.ti offense be- 
cause of utter Jack of responsibility 
or hon^r, he would surely not have 
chosen to make trouble for himself 
with this honest confession. 


You are now aggrieved because 


ho insists that he really loves you. 
You think it's impossible. 
But -if 


you understood men, you'd know 
that it isn't impossible for him to 
love you and behave as he did. He 
made a mistake, 
he slipped 
from 


srace badly, but just the same you 
may still stand for the only real 
iove of his life and .if you go away 
from him now, in sheer pique, you 
can • do him infinite harm. 


Give him the chance he asks for, 


and be glad that you still love him 
and that he cares enough and is 
honest enough to try to start all 
over again: A dozen 
men in 
his 


place would have treated the episode 
as a normal incident in th» 1!fe of 
any man and would never 
have 


bothered to make a clean breast of 
the whole affair. 
• 


SADIE: However trying the cir- 


cumstances, it is not really going to 
harm you in any way to be polite to 
your mother's guests. True, 
they 


may bore' yr.: to tears, but if you're 
a sensible girl', you'll make a point 
of being nice to them, just to get in 
the habit of having good manners. 
All this disagreeable training may 
help to make you a 
dozen times 


more poised and charming- in 
the 


years to come. 


(Copyright, 1931, by The Associated 
Kewspapers.) 


MY NEIGHBOR 
Says — 


Thoroughly grease pudding and 


bread molds when they are to be 
steamed, and when done the product 
will come out with a smooth surface 
when loosened around the edges with 
a'kiiife or spatula. . 


To banish ink blots on your paper 


use emery board that is used for man- 
icuring the nails. • Just- rub lightly 
and it will remove every.trace, yet 
leave the paper in good condition. 


(Copyright, 1931, by 


The Associated Newspapers) 


Redingote Style 


Here's something charming 
and 


.chic in redingote—and kindly too if 
you're Inclined to be a 
wee bit 


'heavy. 


You see the collar of the printed 


crepe silk dress gives a lengthenv-d 
line, falling softly in rever fashion as 
it does over the coat of plain crepe 
silk. 


Both the coat and the dress are 


finished with applied bands that 
have a tendency to diminish bulk 
about the hips. The dress sleeve 
peeps smartly 
'neath 
the 
seve 


eighth length coat sleeve. 


It's an excellent ensemble for' busi- 


ness or- for travel, and so splendid 
for town wear. 
: Style No. 30S3 is designed for siz- 


LACK OF FUNDS BLOCKS 
PANAMA-TEXAS HIGHWAY 


San Salvador— W)—United States 


money must be" forthcoming If Sal- 
vador Is to build her link In tha In- 
ternational highway planned to run 
from the Texas border to the Pana- 
ma Canal. 


Officials of this republic believe 


that other Central American govern- 
ments are In the same boat. 


Dr. Francisco Espinoza, minister 


of finance, sn.id the 
Salvadorean 


share of the project would cost $3,- 
000,000. But already the customs re- 
ceipts of the country are pledged to 
Xew York banks for paving and 
other public works loans and until 
the coffee situation improves there 
Is no other source of income in sight. 


The recent Pan-American highway 


conference at Panama estimated the 
construction cost for each of the Cen- 
tral American nations as follows: 


Osta Rica and Guatemala, 512,000.- 


000 each; Nicaragua, $10,000,000; Sal- 
vador, 
$3.000,000; 
Honduras 
and 


Panama, $3,500,000 each. 


USE. College Ave. 


Ttaw asbestos is found in appre- 


ciable quantities in 
twelve coun- 


tries, Canada leading in its produc- 
tion, followed by Khodesla and the 
Union of South Africa. 


es 36, SS, 40, 42, 44 and 46 Inch- 
es bust. 


"Wool crepe, shantung and many 


rayon novelties suitable. 


Size 36 requires 3J yards 39-inch 


for coat, wtlh 4g yards 39-Inch for 
dress. 


Our large Faahion Book shows the 


latest Paris has to offer In clothes 
for the matron, the stout, the miss 
and the children. 


Also a series of dressmaking ar- 


ticles. It is a book that will save 
you money. 


Be sure to fill In the size of the 


pattern. Send stamps or coin (coin 
preferred). 


Price of book 10 cents. 
Price of pattern 15 cents. 


Order Blank for Margot Pat- 


terns. 


MARGOT. Care Appleton Post- 


Cres-snt, Appleton, Wisconsin. 


Inclosed find 15c. Flense send 


.ne the patterns listed below: 
Pattern No. 
Size 
Price 


Name 


Street 


City . 


State 


THE FAMOUS 


J 


It • • IT BRINGS YOU THAT 
"PERFECT" KELLOGG FLAVOR! 


No trouble to prepare. Fine for breakfast, 
lunch, children's suppers, late snacks. With a 
"wonder" flavor that has never been duplicated. 


Enjoy Kellogg's Corn Flakes often these 


warm days. So easy to digest, they help you 
feel cooler. Add fruits or honey for an. 
extra treat. At all grocers in the red-and-green. 
package. Made by Kellogg in Battle Creek. 


morning, notice how wonderfully 


fresh and crisp your bowl of Kellogg's Corn 
Flakes tastes. That's because of the famous 
•waxtite inner-seal bag that brings all Kellogg's 
Cereals o»e/i-/res/i to your table! 


This special bag is different from other 


packages. Many foods are wax-paper wrapped—• 
gome inside, others outside. But only Kellogg's 
have a waxtite sealed inner bag. Sealed against 
moisture and contamination. 


Constant improvements insure Kellogg's 


quality. And that's why it always pays to specify 
Kellogg's when buying corn flakes. Few other 
foods, indeed, offer you more in convenience 
and value. 


Many servings from a singlejpackage costing 


but a few cents. Delicious with milk or cream. CORN FLAKES 


Buying Scoop 
of 3OO New 
COATS 
at the season's greatest 
savings 
come, see them! 
is 


You'll Appreciate 


Their Newness 
^ - 


Brings 
These 
Values 


-~i 


\ 


See 


Them 


'1 bmorrow 


A year ago, prices like these would have been impossi-- 


ble but now — because our New York buyers have been 
able to purchase new coats for many dollars less — we 


CAT* pass impressive savings on to you. Take advantage 
of fchem if you need a new coat, come to FUSFIELD'S 
tomorrows 


Here are the kind of dresses youVe wanted to buy. 


They're priced so low that you can afford two or more. 
They're smart new frocks that reflect the latest spring 
fashion ideas. We urge you to see them yourself — you 
be the judge. Sizes for alL 
' 


1 


m 


i 


LOUDEMANS 
AGE CO = 


Basement Store 
Phone 2910 


SAVE MONEY 


ON YOUR CLEAN-UP TOOLS 1 


DURABLE HOUSE 


PAINT 


It pays 
to paint 


now I 


JLAU 
VINT which comes out of a du 


Pont can may be relied on to give 
long and satisfactory service. It is 
scientifically -made and tested. Finer 
paint cannot be bought, but du 
Pont paint costs no 
more. 
00 
$1 


PER QUART IN COLORS 


WOE 


PAINTS - VARNISHES 


• 
' 


FURNITURE 


Have your furniture harmon- 
ise -\vitJi.the color scheme of your 
room. We will upholster your 
sets or individual pieces in mo- 
hair, frieze or any other cover- 
ings to suit the individual job. 
Let us help you solve your prob- 
lem. 


REPAIRING 
UPHOLSTERING 
REPINISHING 


Porch and Lawn 


Furniture 


Electrically gprsy Painted in 
Osr Sho/j at Reasonable Prices 


' 
New 


Estimates 
Cheerfully 


Given 


EXPERT AUTO TRIMM1HG f 
See Us for 1st Class Work and 
1 


Prompt Service 
.J 


PAQUIN FURNITURE SHOP 


Custom Built Furnitnre — Upholstering anfl Repairing 
Phone 966 
We Call and Deliver 
Appleton 


Z\ 


HOW MUCH DO YOU PAY 
A-CLEANING WOMAN? *. 


'-' 
- 
:- 


Here's a suggestion: by puttisg aside 
less than it would cost you to pay for 
outside cleaning help each week you 
can pay for a Hoover, and in the 
vSame way, paying a little at a time. 
And in the end you have a price- 
less cleaning aid that costs you 
nothing but the few cents' 
worth of electricity it uses. 
iWant further particulars? 
Telephone us today; 


MODEL 723 


Appliance Dept., Third Floor 


THE 


HOUSE 
PAINT 


BARN 
PAINT 


$3.25 $1.50 


LAWN 
MOWERS 
$6.95 


Per Gal. 
Per Gal. 
Up 


Sargent's 


4-Hour Enamel 


All Colors 


Badger Paint Store 
410 W. College Ave. 
' 
Phone 983 


READY TO SERVE 
YOUR NEEDS IN 
PAINTS 


AND 


SUPPLIES 


at Substantial Savings 


SPECIALS FOR SATURDAY ONLY! 


Our Best 


HOUSE 
PAINT 


STEP 
WALL 


LADDERS 
CLEANER 


$1.35 
15c 


and up • 
per Ib. 


ALABAS- 


TINE 
70c 
to 


85c 
5-lb. Pack 


You Can Buy 


PATEK BROS. 


At'the-Lowest Prices in 15 Years 
' 
' 
' 
- 
- 
' , 


Take No Chances! 


Use High Grade Paints — It Pays 


PATEK'S MATTCOTE, Flat Wall 
Paint, qt., ...'._.. ............ m 


Gal. ;. ....... ....... 
80c? 


52.75 


PATEK'S KITCHENCOTE, Gloss Wall' 
Paint, qt, .. . ...„_...... 


Gal. . . . . . . . . . .....:. 


PATEK'S HOUSE PAINT, 
best.quality, gal.... . ...... 


.. /. $3. 
$3.50 


Its heavy, to be.reduced with 
oil. Strictly pure and guaran- 
teed. 
q*f} QQ 
5 gal. lots 
$^.«7O 


Gals, at 
$3.18 


OUR MENOMONEE 


4 Hour VARNISH, high grade, gal. $4.50 


Hcsts— Rakcss — Spades — Spading 


Forks — Cultivators — Brushes 


1— Cycles — Etc. 


HOUSE PAINT 


A Wonderful Quality. A Lead and Zinc Paint 
5 Gal. 
, 
rf»-| 


LotS 
.' 
. ... 
-.:.:.,. . . . . . . . tP-Let 


Gals, at 
$2.19 


PORCH FLOOR PAINT. 
Made to withstand the 
weather and hard usage. 
Gal. 
GJ O Q O 


at .- 
tpM*O«/ 


Qt 
65c 


I SCSSSST PAINT. Will 
§ not clog the mesh. Black 


ARWAIIE; co. 
532 West College Ave. Phone 142 


33c 


KITCHEN PAINT. 
A 


high gloss paint, for kit- 
chen and bath room walls 
and woodwork through- 
out- the 
house. Gal. 


. Qts, 
69c 


SASH BLACK 
£* P* 
• 


PAINT, qt. ... DOC 


LAWN SEED 


Mixture of Clover, Bluegrass and 
fl*-f 
A A 


Timothy, 5 Ibs 
tP J..UU 


Per Ib. „.' 
, 
23c 


4-HOUR DRYING 
SPEED ENAME 


AD Colors—Dries In 4 
Vi pt. 30c 
Pt. 8Se 
%pt. 50c Qt. 
Brushes 1Oc to 


4 Hour Drying FLOOR VARNISH 
Qt.— $1.00 
i»t. — eoc 


TRELLISES 


Beautify your home and surround- 
ings with Trellises and . Pergolai. 
Trellises ';.... .. $1.20 to $4.25 
Pergolas ...... $9.5O to $17.60 


LAWN 


MOWERS 


e, 18 to. tridth 
BaJI Bearing 
?7.95 to $19.50 


Lawn Hose, ft. ..;. 10c 
Lawn Seed, Ib. i. . ; 35c 
Garden and Flower 


Seeds ... 5cV 10, 20c 


Garden Rakes 
' 
t 
at 65c, $1.25, $1.36 


Garden Hoes 85c, $1.OO 
Spading Forks", Shovels 


and Spades 


Haiiert Hdwe. Col 


i A. Arens 
J. J. Hauert 


307 W. College Aye. 


Theo. G; Hartjes 


Phone 186 


GET IN LINE WITH S PR IN 


Clean-Up- Paint-Up Specials! 


Sargent's House' Paint. Best quality. 
Pure linseed oil paint, 
gal 
; . . 


Sargent's Flat Paint. 
Highest quality, gal. . . . 
Martin Serior House 
(1?"| A A 
Paint, gal. ',. . . . ...... «P J..UU 


Screen Paint, black, qt 
39c 


Utility Varnish, qt 
69c 


Garden Rakes '..' 
......;.j 79c 


4 inch. Paint Brushes ,. ,;... ... 98c 
Scrub Brushes ..... .:...... .:.v 10c 
White Wash Brush 
C... 25c 


Reinke & Court 


322 N. Appleton St. 
Phone 386 


HEINRITZ 


eet Metal 
Works 


COMPLETE YOUR HOUSE CLEANING THIS 


YEAR BY HAVING [YOUR FUEMACE 


Cleaned 


The Most 
Efficient 
Method 


for 


ALL 


HEATING 
SYSTEMS 


THIS IS THE WAY WE CLEAN FURNACES 


Badger Furnace Co. 
008 N. Morrison St. 
Call 41B for "Bado-Pr Wpat.fnn- Soi-ino." 
Call 215 for "Badger Heating Service" 


Have your furnace bri 


Boiler cleaned with this 
up-to-date cleaner. 


Vacuum Process 
Cleans Thoroughly 


SHEET METAL WORK 


of All Kinds . 


Gutter down spout, tht- 


decks, 
metal 
ceilings^ 


smoke pipe. 


We Have the 


Agency for thb 
BRILHON 
FURNACES 


Made in 


Brillion, Wis/ 


diet. Heiiirifc 


PROP. 


307 W. College .A'vei^ 


Appleton, Wis. 


Tel, 185 ~ Res. 3051-j; 


To Assist You In Si 
and Clean-Up 


HAMILTON BEACH 
VACUUM CLEANERSI 


A Great Aid to the Housewives 
$1 T\ 
1 Uown 


BALANCE 


IN 
12 


Months 


Payable With 


Your Light 


Bill 


Straight Air 
$29.50 
Motor Bi 
$39.5\ 


Hand Vacuum 


Cleaner 
$13.50 


Wisconsi 


Power 


APPLETOW — Phone 4M i 
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APELETON POST-CRESCENT 


TOHNS-MANVILLE Rigid 
J Asbestos Shingles are now 
offered to you in a variety of 
beautiful colors, in shapes and 
sizes to fit any architectural design, 
in prices to fit any pocketbook. 
They are everlasting, fire-proof, 
easy to apply, economical, and, 
withal, the most beautiful covering 
that you can put upon a roof today. 


Roof or re-roof 


w i t h J o h n s - 
Manville Rigid 
Asbestos Shingles 
and you are 


- through with roof 


expense forever 
and you are for- 


, ever 
certain of 


complete roof 
satisfaction. 


Johns* 


Manville 


Rigid 


Asbestos 
Shingles 


Appleton 


Hardware Co. 
425 W. College Ave. 
Phone 18&7 


USE 


Landscaping 


SOLD BY 


.con sin T" 


.. 
*>-. -- _ 


' 


Phone 109-110 
. COALAW'COIC 


Quality — Service — Satisfaction 


WeyW-PAINTED $cLiving Room 


"You might not believe it, but that room was once 


dark and gloomy. None of us ever wanted to stay there 
long. Then we consulted a painter and decorator who ex' 
plained that it was the fault of the wall colorings, the floors 
and the woodwork; nothing wrong with the room itself. 


"And so he w^s told to go ahead and see- what he 


could do. What a transformation! Now it is the most 
charming room in the entire house." 


ASK US FOE SUGGESTIONS 


- 
Call Us for Estimates 


GEO. C. JACKSON 


PHONE 2749 


Now is the time to Re-paint the 
interior and exterior of your 
Home or store. 
We 
can supply 
you with 


HOUSE PAINT, Moore's best 
grade, Gallon 
S3.50 


SANIFLAT, the washable vel- 
vet finish Wall Paint, 
Gallon 
$2.75 


4T5 VARNISH. 
Does not 


scratch white. Quick drying. 
Qt 
90c 


FLOOR PAINT. 
Tough and 


durable. Qt. ......... 90c 
UTILAC. Dries in 4 hours. 
Many beautiful colors. 
Qt 
$1.35 


MURESCO. Nationally known 
Calcimine. Will not rub 
off. 
5 Ib. pkg 
55c 


AUTO ENAMEL. Give the car 
a new coat. Black. Qt. $1.35 
STEEL WOOL, 3 pkgs for 25c 
WONDER CLEANER, 


2 Ibs. for 
25c 


WALL BRUSH, 4 inch . 98c 
VARNISH BRUSH, long 


bristles 
. . 75c 


MOORE'S PAtXTS are not 
the 


cheapest but the Best by Test. Buy 
your 
next 
paint 
supply 
from 


NBHLS and be convinced. 


Visit Our 


WALL PAPER DEP'T. 


Anil See the New 


1331 PATTERNS 


Our customers appreciate the lancer 
selection of patterns available lit our 
store nt prices lower Jlian those 
lirevailins: for the past tea years. 


William Nefals 


Appleton's Leading 


PAINT and WALL PAPER STORE 


Phone 452 
We Deliver 
226 W. Washington St. 


We Specialize in 


High-grade Interior Decorating 


— Call On Us —• 


CLEAN-UP AND PAINT 


ring House Cleaning 


Paint-Up Week 


THE UNIVERSAL 


GAS INCINERATOR 


Installed in your basement, it gives you a 


safe, sanitary and convenient garbage crem- 
atory that consumes garbage and kitchen re- 
fuse of all kinds without care or attention, 
muss or odor. 


The ideal method of disposing your gar- 


bage, the Universal Incinerator, decreases the 
hazard of fire, eliminates the garbage can aad 
rubbish heap — promoting sanitary, healthful 
home living conditions. 
CQfi nn 


We Invite Your Inspection 


Liberal Terms 


MILK 


BOTTLES 


The annual spring^ clean up uncovers many 


Tnilk bottles, and we find that lots of these are 
broke or thrown away. 


No doubt you appreciate the value of these 


bottles, and we are asking that you co-operate 
with us to help eliminate this waste. Why not 
set them aside for your milkman or telephone 
5000 so that we may have our truck call for 
them? 


WE WOULD APPRECIATE YOUR HELP! 


LIKE OUR GUERNSEY MILK 


Outagamie Milk & Produce Co. 
1305 X. MASON ST. 
PHONE 5000 


WE WANT TO BE YOUIt MILKMAN 


Just a little 


afjo 
liorne 
owners; 


believed that there 
would 
never bo u 


release from dusty, 
dlnjfV 
cellars, 
thu 


terror of the nshcan 
and the smudgy buga- 
boo of 
the coal bin. 


Furnaces} -were always 
bother, night and day, and 


BURNERS 


/ 


required 
an 
much 


peUlnf,' and pnnipcr- 


*o:UianJnK •">« •"<• baby. 


Now, 
science baa 


ven'u.'j efficient oil 


1) u r n 1 n K systems 
which 
may 
be nl- 


tachc-d to your present 
beaUnf," device, and all 
tlio old clumsy, dlHflK- 


urlng dra\vbaclcn disappear. 


iMichigan 
Company 


, . i JTE3BNAH — Phone 16-W 


May We Assist 
You With Your 


Decorating Problems? 


We Specialize in 


PAINTING 
Exterior and Interior 


Wall Papering 
Wall Washing 


Estimates Cheerfully Furnished 


Phone 4154 or 2704 


Fred X. Rasmussen 


It is really casj* for you to put nn end, once and for 


all, to the healing worries and drudgery. 
The installa- 


tion of a 
Silent Automatic 


It can be completed in 


ci few hours at surprising- 
ly low cost. 
"We will be 


glad to tell you 'all about, 
it. 


ASK FOR 


DEMONSTRATION! 


it 


SILE 
DMATIC 


TM« NOISELESS OIL 


Automotive Regrinding 


and Welding Co. 


116 S. Superior St. 
Phone 2455 


Clean Up and Paint UpW 


Gardening Service 


Bring your Landscaping and Gardening problems to 


Gelbke's. We render a type of service to fit every in- 
dividual need. 
Our many years in the nursery busi- 


ness assure you of experienced, capable assistance in 
every respect. 


We plant—design—and care for gardens and lawns 


of any size. This work is done personally or tinder our 
personal supervision. 
All the details of looking after 


your lawns, trees or garden may be left in our hands at 
a surprisingly reasonable cost. 


Our stock of shrubs, perennials and evergreens is most 


complete, including varieties to -suit every requirement. 


Call or write for our representative to 
call — no obligations, of course! 
GELBKE'S 


WEST PARK NURSERY 


801 E. So. Rives St. 
Phone 1015 


YOUB. 


BUILDINGS WITH 
PAINT 
Your Luildings are more 
valuable after they have 
been painted. Too often 
paint is looked upon as 
an expense. It's really an 
investment. Paint 
yields a definite return. 
It makes your build- 
ings last longer and in- 
creases their value. 


n 
fi»j. gfsggs 


WE GUARANTEE 


to fiirniHh now paint and pay 
for pulling it on your build- 
if Gnmblo'a Paint fails to give 
the service you hnvc n right to 
cxpccti >vhcn applied accord- 
ing to directions. 


............ 
M.15 


GAMBLE STORES 


229 W. COLLEGE AVE. 


1 


J>^.rS. 
-;-i,v,- 


,' ,, , • ,., 
,...,. 


»">* 
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X 
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LOUDEMANS 
AGE CO = 


Basement Store 
Phone 2910 


DURABLE HOUSE 


PAINT 


It pays 
to paint 


now ! 
E 


' 


[NT which comes out of a du 


Pont can may be relied on to give 
long and satisfactory service. It is 
scientifically -made and tested. Finer 
paint cannot be bought, but du 
Pont paint costs no 
more. 
$1 001 


PER QUART IN COLORS 


FURNITURE 


Have, your furniture harmon- 


_i?e mth-the color scheme of your 
room. We will upholster your 
ssts or individual pieces in mo-' 
hair, frieze or any other cover- 
ings to suit the individual job. 
Let us help-you solve your prob- 
lem. 


REPAIRING 
UPHOLSTERING 
REFINISHING 


Estimates 
Cheerfully 


Given 


Porch and Lawn 


Furniture 


Electrically Spray Fainted Jin 
Our Short a.t Seasonable Prices 


,~1 JjGOH* Like New. 


EXPiaiT AUTO TRIMMOfd 
See Us for 1st Class Work and 


Prompt Service 
c 


PAOUIN FURNITURE SHOP 


Custom Built Pnrnitnre — Upholstering and Repairing 


Phone 966 
We Call and Deliver 
Appleton 
' 


I 


HOW MUCH DO YOU PAY 


Here's a suggestion: by putt«.eg aside 
less than it would cost ysu to pay for 
outside cleaning help each week you 
can pay for a Hoover, and in the 
same way, paying a little at -a time; 
And in the end you have a price- 
less cleaning aid that costs you 
nothing but the few cents' 
worth of electricity it uses. 
("Want further particulars? 
Telephone us todays 


MODEL 723 


Appliance Dept., Third Floor 


TOE-PETPBBONE-] 


SAVE MONEY 


ON YOUR CLEAN-UP TOOLS 


HOUSE 
PAINT 


BARN 
PAINT 


$3.25 31,50 


LAP 
MOWERS 
$6.95 


Per Gal, 
Per Gal. 
Tip 


4-Hour Enamel 


AH Colors 


Badger Paint Store 
410 W. College Ave. 
... 
Phone 983 


READY TO SERVE 
YOUR 
NEEDS IN 


PAINTS 


AND 


SUPPLIES 


at Substantial Savings 


SPECIALS FOR SATURDAY ONLY! 


Our Best 


HOUSE 
PAINT 


You Can Buy 


PATEK BROS. 


At the Lowest Prices in 15 Years 


/ 
. 
' 
•• • , 


Take No Chances! 


Use High Grade Paints — It Pays 


PATEK'S MATTCOTE, Plat Wall 
Paint, qt.;.. .' v.•-.'....... .,„,.. 


Gal. ;.......... 


STEP 


LADDERS 


WALL 


CLEANER 


$1.35 
15c 


and up 
per lb( 


ALABAS. 


TINE 
70cto 
85c 
5-lb. Pack 


PATEK'SKITCHENCOTE, Gloss Wall 
Paint, qt. ... ,^f._.. 


Gal. ................,.. 


PATEK'S HOUSE PAINT, 
best.quality,,gal.\.'..... ... .. •„;....... 


Its heavy, to be .reduced with 
oil. Strictly pure and guaran- 
teed. 
c*ey QO 


5 gal. lots 
«P^«*7O 


Gals, at ........ . . $3.19 


CUE MENOMONEE 


4 Hour VARNISH, high grade, gal. $4.50 


HOUSE PAINT 


A Wonderful Quality,. A Lead and Zinc Paint 
5 Gal,. 
, 
rf»-| 
f^Q 


LOtS 
.' 
...... .;..;.;.,. ....... tpJL»4/O 


Gals, at 
§2.1 9 


4-HOUR DRYING 
SPEED ENAMEL 


All Colors—Dries fa 4 H 
% pt. 30c 
Pt. 8 
%pt. BOc 
Qt.$1.l 


Brushes 10c to $1.J 


PORCH FLOOR PAINT. 
Made to withstand the 
weather and hwd usage. 
Gal. 


Hcss_~— Eaktss— Spades — Spading 


Forks — Cultivators — Brushes 


• — Cycles — Etc. 


at , 


Qt 
65c 


•HAROWAHE CO. 
532 West College Ave. Phone 142 


«£-S»2» PAINT. Will 
not clog the mesh. Black 
only. 
' 


Qt ..... ... 33c 


KITCHEN PAINT. 
A 


high gloss paint, for kit- 
chen and bath room walls 
and woodwork through- 
out the 
house. Gal. 


. Qts* 
69c 


SASF BLACK 
PAINT, qt. . . 65c 


LAWN SEED 


Mixture of Clover, Bluegrass and 
(J» -j f\(\ 


Timothy, 5 Ibs 
tP JL.UU 


Per Ib. . .' 
, 
23c 


4 Hour Drying FLOOR VARNISH 
Qt—$1.00 
pt. -- eoc 


TRELLISES 


.Beautify your home and surrour 
ings with Trellises and . Pergoli 
Trellises 
$1.20 to $4.i 


Pergolas 
$9.5O to $17.! 


LAWN 


MOWERS 


16, 18 In. •width 


Ball Bearing 
?7.95 to ?19.50 


Lawn Hose, ft 
10c 


Lawn Seed, Ib. . . . . 35c 
Garden and Flower 


Seeds ... 5c, 10, 20c 


Garden Rakes 
at 65c, $1.25, $1.3 


Garden Hoes 85c, $1.C 
Spading Forks', Shovel 


and Spades 


Hauer t Hdwe. Co 


"A, Arcns 
J. J. Hatierf 


307 W. College Ave. 


Theo. tf: Itartjc 


Phone 18! 


Glean-Up- Paiiit*Up Specials! 


Sargent's House' Paint. Best quality. 
Pure linseed oil paint, 
gal. .'<.•;>'. .....-..:.'. 
Sargent's Flat Paint. 
Highest quality, gal. . . . 
Martin Senor House 
&-\ f\f\ 
Paint, gal. ........... «P JL*UU 


Screen Paint, black, q_t. ...... 39c 
Utility Varnish, qt. ....!...,... 69c 
Garden Rakes ....... .,... .;.j 79s 
4 inch. Paint Brushes „ .-....... 98c 
Scrub Brushes ............ ..•..-« 10c 
White Wash Brush ..... .""... 25c 


Reiitke & Court 


322 N. Appleton St. 
Phone 386 


HEINRITZ 


et Metal 
Works 


VPith 


COMPLETE YOUR HOUSE CLEANING THIS 


YEAR BY HAVING [YOUR 


Cleaned 


The Most 
Efficient 
Method 


for 


ALL 


HEATING 
SYSTEMS 


To Assist You In S 
and Clean-Up $ 


HAMILTON 


THIS IS THE WAY WE CLKAH FURNACES 


Badger Furnace Co. 


«X»8 N. Morrison St. 
Call 215 for "Badger Heatinir Servica" 


Have your furnace bri 


Boiler cleaned with this 
up-to-date cleaner. 


Vacuum Process 
Cleans Thoroughly 


SHEET METAL WORK 


of All Kinds . 


Gutter down spout, tin- 


decks, 
metal 
ceilings^ 


smoke pipe. 


We Have the 
Agency for tlit, 
BRILLION 
FURNACES 


Made in 
Brillion, 


VACUUM CLEANED 


A Great Aid to the Housewives 
$1 Down 


BALANCE 


IN 
12 


Months 


Straight Air 
$29.50 


Payable With 


Your Light 


BUI 


Motor Brm 
$39.5 


r"L i it ••••vv 
I net. Hemrrt 


PROP. 


307 W. College Ave. 


Appleton, Wis". 


Tel. 185 —.. Res. 3051-J 


Wisconsi 


Hand Vacuum 


Cleaner 
$13.50 
APPLETOff — Phone 44 


SWSPAPERl 
JWSPAPERl 


<•,]•«- ir> 
t 


APELETON POST-CRESCENT 


TOHNS-MANVILLE Rigid 
J Asbestos Shingles are now 
offered to you in a variety of 
beautiful colors, in shapes and 
sizes to fit any architectural design, 
in prices to fit any pocketbook. 
They are everlasting, fire-proof, 
easy to apply, economical, and, 
withal, the most beautiful covering 
that you can put upon a roof today. 


Roof or re-roof 


w i t h J o h n s - 
Manville Rigid 
Asbestos Shingles 
a n d y o u a r e 
through with roof 
expense forever 
and you are for- 
ever 
certain of 


complete roof 
satisfaction. 


Johns- 


Manville 


Rigid 


Asbestos 
Shingles 


USE 


SOLD BY 


Phone 109-110 


Quality — Service — Satisfaction 


Appleton 


Hardware Co. 


425 W. College Ave. 
Phone 1897 


^WHir' 
^ 
/ 
I 
^=giiP^ 


We/^PAINTED ^Living Room 


"You might not believe it, but that room was once 


dark and gloomy. None of us ever wanted to stay there 
long. Then we consulted a painter and decorator who ex- 
plained that it was the fault of the wall colorings, the floors 
and the woodwork; nothing wrong with the room itself. 


"And so he was told to go ahead and see what he 


could do. What a transformation! Now it is the most 
charming room in the entire house." 


ft art/ 
&aint 


ASK US FOR SUGGESTIONS 


Call Us for Estimates 


GEO. C. JACKSON 


PHONE 2749 


Now is the time to Re-paint the 
interior and exterior of your 
Home or store. 
We 
can supnly 
you with 


HOUSE PAINT, Moore's best 
grade, Gallon 
S3.50 


SANIFLAT, the washable vel- 
vet finish Wall Paint. 
Gallon 
$2.75 


4T5 VARNISH. 
Does not 


scratch white. Quick drying. 
Qt 
90c 


FLOOR PAINT. 
Tough and 


durable. Qt. 
90c 


TJTILAC. Dries in 4 hours. 
Many beautiful colors. 
f\+- 
^Sh*f *«iK 


MTIRESCO. Nationally known 
Calcimine. Will not rub off. 
5 Ib. pkg 
55c 


AUTO ENAMEL. Give the car 
a new coat. Black. Qt. ?1.35 
STEEL WOOL, 3 pkgs for 25c 
WONDER CLEANER, 


2 Ibs. for 
25c 


WALL BRUSH, 4 inch . 98c 
VARNISH BRUSH, long 


bristles 
75c 


MOORE'S TAINTS arc not the 
cheapest but the Best by Tost. Buy 
jour 
next 
paint 
supply 
from 


NEHL.S aiul be cominctxl. 


Visit Our 


WALL PAPER DEP'T. 


Viul See the New 


1831 PATTERNS 


Our customers appreciate the larger 
selection of pitUrns jnailaMo at our 
htoro at pi UPS lower llian those 
prevailing lor (he past (en 


William Nelils 


Appleton's Leading 


PAINT and WALL PAPER STORE 


Phone 452 
We Deliver 
226 W. Washington St. 


We Specialize in 


High-grade Interior Decorating 


— Call On Us — 


CLEAN-UP AND PAINT 


pg House Cleaning 


Paint-Up Week 


THE UNIVERSAL 


GAS INCINERATOR 


Installed in your basement, it gives you a 


safe, sanitary and convenient garbage crem- 
atory that consumes garbage and Mtchen re- 
fuse of all kinds without care or attention, 
muss or odor. 


The ideal method of disposing your gar- 


bage, the Universal Incinerator, decreases the 
hazard of fire, eliminates the garbage can and 
rubbish heap — promoting sanitary, healthful 


MILK 


BOTTLES 


The annual spring clean tip uncovers many 


milk bottles, and we find that lots of these are 
broke or thrown away. 


No doubt you appreciate the value of these 


bottles, and we are asking that you co-operate 
with us to help eliminate this waste. Why not 
set them aside for your milkman or telephone 
5000 so that we may have our truck call for 
them? 


WE WOULD APPRECIATE YOUR HELP! 


YOD'UL, LIKE OUR GUERNSEY MILK 


Outagamie Milk & Produce Co. 
1305 N. MASON ST. 
PHONE 5000 


WE WANT TO BE YOUR MILKMAN 


Just a 11U!o wlillo 


afro 
liorne 
owners 


believed that there 
woolcl nover bo a 
release from dusty, 
dlnsy 
cellais, 
tliu 


terror o£ the 
and the sniuclKy 
boo 
of the coal bin 


FurnaceH weie always a 
bother, night and day, ana 


BURNERS! 
Solve theJ&atProblon 


Cornel rr>r[ii!r< d 
-in 
much 


pcttlnn tind pnmpei- 
Ing m a baby. 


Now. 
science 
IIILH 


Klvcn-us clflclcnt oil 
b >i r n 1 n K aystomi 
uhlrh 
n>ay 
bo nt- 


t i f h r d to jour pro^ont 


'^-^ho'itlnf,'' drvicp, and nil 
of tlio old olumiy, 
tiring drj.\\bii KM 


home living conditions. 
S96.00 


We Invite Your Inspection 


Liberal Terms 


Michigan 


lompany 


' K2&NAH — Phone 16-W 


F-. 


May We Assist 
You With Your 


Decorating Problems? 


We Specialize in — 


PAINTING 
Exterior and Interior 


Wall Papering 
Wall Washing 


Estimates Cheerfully Furnished 


Phone 4154 or 2704 


Fred X. Rasmussen 


It is really oasj' lor you to put nn ond, once .'aid for 


all, to the heating worries and drudgery. 
The mt4allri- 


tion of a 
Silent Automatic 


Tt can be completed in 


a few hours at surprising- 
ly lo\v cost. We will bo 
glad to tell \ou all about 
it. 


ASK FOR 


DEMONSTRATION! 


it 


SEE 
DMATIC 


THE HOISEUSS OIL »U!VHEn. 


Automotive Regrinding 


and Welding Co. 


118 S. Superior St. 
Phone 2455 


-A Better Landscaping 


and 


Gardening Service 


Bring your Landscaping and Gardening problems to 


Gelbke's. We render a tvpe of service to fit every in- 
dividual need. 
Our many years in the nursery busi- 


ness assure you of experienced, capable assistance in 
every respect. 


We plant—design—and care for gardens and lawns 


of any size. This work is done personally or under our 
personal supervision. All the details of looking after 
your lawns, trees or garden may be left in our hands at 
a surprisingly reasonable cost. 


Our stock of shrubs, perennials and evergreens is most 


complete, including varieties to suit every requirement. 


Call or write for our representative to 
call — no obligations, 
of course! 


GELBKE'S 


WEST PARK NURSERY 


801 E. So. Rivefc St. 
Phone 1015 


frr 


YOUR, 


BUILDINGS WITH 
PAINT 
Your buildings are more 
valuable after tbey have 
been, painted. Too often 
paint is looked upon as 
an expense. It's really an 
Investment. Paint 
yields a definite return. 
It makes your build- 
ings last longer and in- 
creases tlieir value. 


gFKiS 


in 
finer 


,,„ Quart 
j $ .S5 
. --J « 


' 
* 


r WE 


to f»rni»h now point and pay 
for putting it on your huild- 
if Gamble'* Pttlnt falls to give 
the service youhnvo aright to 
expect, when applied accord- 
ing to directions. 


•vice. 


Gallon 
Gallon 


iv*^"-' 


S1-2S 


1.15 


S1.0S 


.98 


asSf^S^'s1-'^*" 
^,.yOU 
«.60P« ««t 


per Gallon 


_ «« ti 


— ^- i'5&£a*& 


lt0cKsr^RVo^«r''"rnlt>1T°;J3 
^>*" « f"rnUute" 
- <*2O 


l'«f 


ork<"far 
. 3 2< 


^.S5vKA.i- yUKFOSE 
bxtcrio'?* 
l***'"Jl (iioWu** ••a 4 citnW*^ 


fCt vl"<" 
-p,. 


GAMBLE STORES 


V 


229 W. COLLEGE AVE. 


' v ' " " 
" 
' 
* 


APPLETON POST-CRESCENT 


ROTARY CLUB 


CONTEST 


Sara .Sande, Neenah, 


and Miss Frances L. UI- 
Ipcti, Menasha, Victors 


Sande, daughter of 


or and Mrs. George B. Sande 


|ciit-,Ji«enah and Frances Lenore Ul- 


* Menasha, were declared win- 
_tin an essay contest conducted 


tS -t$he Rotary club. Each 
was 
awarded $10. The contest was open 


all high school students. Neenah 


:*£u'dents wrote on "Neenah" and 


students wrote on "Men- 
The awards 
were 
made 


» ^Wednesday evening at a meeting at 
^B'otel Menasha. 


!§> jj,i,Tbe prize winning essay written 


- 
Sande follows: 
"* 


&3t > *&ftenafl, with a population of ap- 
" Vproxtmately 9,200, is situated in the 
-...-.*.. of the .pos, RJver valley on 


of the 
beautiful 
Lake 


enjoys 
shlppinj 


SECURE MORE BEDS 
' 
FOR BAND PLAYERS 


Neeiiah—Th« liet of 17«enah homes 


•which will afford sip*"'"; xcfom- 
modotions for children coming here 
for the state hi-jh achool band tour 
nament has been increased from COO 
to more than 800 beds in the pasl 
tew days through efforts of Kiwan- 
lan ladies. Menasha In caring for the 
10,000 children from all parts ot the 
state. An effort was made to secure 
army cots for the armory, which 
couU acommodate several hundred, 
but this failed. Trinity church has of- 
fered its parish hall, providing quilts 
and cots can be secured. 


Friday 
, May 1, 1931 


Here's Ruth Making a Home Run 


PRIZES AWARDED 


IN POSTER CONTEST 


I 
v 


20 Grade School Pupils Re- 


ceive Cash Awards from 
Association- 


S$" j^acilities by 
water "*- through 
" 
Great Lakes. 


the 


, "This thriving community 
may 


we'.termed an industrial center. Its 


and factories, covering a wide 
varied scope, consist chiefly of 


mills which produce all grades 
paper. Other nationally , known 
'products of the city are Bergstrom. 
stoves and Jersild knitwear. More 


2,200 people are employed in 
industries. Unemployment is 


unknown in Neenah, 


"wl3eb. city is known as the wealth- 


of Its size in the world. 
Practically all recreational facili- 


conceivable are 
provided visi- 


"*<*••" *'torsf 
an<* residents. 
The city pos- 


-"*' ~sesses a rare combination of natural 
y^i features for a 
delightful summer 


'jjesort. The climate cannot be sur- 
the 
invigorating 
breezes 


the lake temper the heat of 


summer. Tennis, 
golf, swimming, 


and. yachting may be enjoyed 


during 
the 
summer, 
J^siwlille skating and ice boating are 
£*4lhe*iinain winter sports. The Y. W. 


JC.fiA. and the Boys' Brigade provide 


recreation and 
training 
for 
the 


*yoBnger residents, while 
service 


such as Rotary and Kiwams 


advan- 


Neenah — Twenty grade school pu- 


pils, five each in the third, fourth, 
fifth 'a'hd sixth grades, Friday after- 
noon were awarded cash prizes as 
winners in the annual Safety First 
poster contest sponsored by Twin 
City Visiting Nurses' 
association. 


The winning posters are on display 
in the store windows as part of the 
children' May Day safety program 
sponsored and 
observed ""by 
the 
nurse's association and other soci- 
etes and clubs in the twin cities. 


The pnzes "were awarded for the 


best poster depicting some safety 
idea or slogan. 
The Winners: 


Third 
Grade — William 
Dunke. 


^JiiqJcivic advancement. 
Jr ^Exceptional educational 


3t-? Stages are offered 
the children of 


^'•^-ftJNeenah. 
There are one parochial 


*,_anji _six public schools. 
As to re- 


iieeds, practically all denomi- 


e represented in the nine 


?PI.= churches of the city. Also the City 


Library offers literary op- 
ties. 
general appearance, Neenah 


j^rafaks eecond to nore. "The city 


Tjoasts three beautiful parks; wide 


«aap»ell-upaved streets; up to-date public 
' ' "" 
aiid attractive homes." 


is Miss "Ulrich's essay: 
Visited By Nicolet 
city of Menasha claims "the 


if distinction of having been visited by 
Jean "Nicolet,' trie first white man 


T, ,to explore Wisconsin. It was In 
.1634, that Nicolet, whil-> on his jour- 
'"^ney to find a northwest passage to 
,' China, landed at the Indian village, 
; "Menaslia, which means "village on 
^ jthe island." Here he held council 


with live thousand Indians. 
' ,. "The site was the ancient seat of 
' the Wlnuebagoes, occapied by them 
/or two hundred years. This village 


^^"disappeared about 1832, but its name 
retained by, the first white men 
settled here in 1848. 


%T£ ,;"From 1848 to 1857, the populftion 
ivs increased to nearly two thousand, 
M-~;,with. thirteen established industries, 
ff% among them the "pail factory," now 
" ".called the Menasha 
Woodenware 


Company—today the largest wooden- 


""ware plant In the world. 
,> ; "There have been numerous piom- 
- Inent citizens of Menasha who have 
£^x contributed generously toward mu- 
""""nicipal benefits, such as the library 


i and public park. 


"Metiasha's lattst project is the 


Recreatijn Park and 
Community 


Building. This last was built in 192S, 
In memory of those who served in 
,the jWorld War. 


''"'Menasha is now a thriving city 
of nearly ten thousand people, with 
churches of 
every denomination, 


parochial and public schools, numer- 


vous factories, playgrounds and en- 
^tertainment facilities to minister to 
'all the needs of Its people." 


Washington . school; K a t h e r 
Schreve, Washington school; Norma 
Patterson, Lincoln school; Donald 
Nielsen, McKInley school; Dorothy 
Kloewetter, Washington school. 


Fourth 
grade — Mildred Stacker, 
Lincoln ^school;, George Roberts, Do, 
na May Danke, Lincoln school; Lor- 
aine Johnson, Lincoln school. Ruby 
Johson, McKInley iiChoo1 


Fifth grade — George Johnson, Lin 


coin school, Theodore Gressler, Roo 
sevelt school; Benard Johnson, Lin 
coin school; Deloies Larson, Lincoh 
school, and Jack Quale, Roosevel 
school. 


Sixth Grade — Mayhew Smith 


Kimberly school; William Ilenei 
Kimbcily school; Donald Halle, Kim 
berly school; Ropert Rausch, Kimber 
ly, school, and Marion Hardt, Roose 
velt "school. 


HOLD-UP MEN 


ROB RESORT 


ATMENASHA 


Escape With About $40 


After Locking Charles 


Boyce in Room 


Menaslia—Two masked 
men ob- 


tained about $40 in a holdup of the 
Old Timer's Inn on 
highway 41, 


tcwn of Menasha, about 9:30 Thurs- 
day evening. Charles 
Boyce, 600 


Broad-st, Menasha, one of the own- 
ers, was alone in the building when 
the bandits entered. 


The two robbers, both masked and 


armed 
•with 
revolvers, 
appeared 


about 9:30 and ordered Boyce to sur- 
render the bill fold carried in his 
pocket. 
After taking the 
purse, 


they locked Boyce in an adjoining 
room, opened the cash register, and 
escaped with loot estimated at $40. 


Boyce succeeded In releasing him- 


self from the locked room within a 
few moments, rushed to his car to 
go for help, but found the ignition 
wires cut. After walking to a filling 
station at Gmeiner's corner, near 
Appleton, he notified Menasha po- 


GEIGER REELECTED AS 


SOFTBALL LOOP HEAD 


Menaiha—John Gelger was reelec- 


ter president of the Industrial soft- 
ball league at the organization meet- 
Ing In the Memorial building Thurs- 
day evening. W. Schmitzer was re- 
elected secretary. 


* Following election 
of 
officer^, 
plans for the opening of the league 
season May 12 were discussed. The 
Banta Publishing company 
squad 


and the Whiting Paper Makers will 
battle in the opening tilt. 


Hunt Diamond's Showgirl 


Friend In "Torture" Quiz 


CatskilJ, N. 
state was 


JAMES SGHELL IS 


GENERAL MANAGER 


OF SCHOOL PAPER 


Appointments for N e x t 


School Term Announced by 
Society 


lice. 


Because both men were 
mayked, 


Not-exactly' in condition to circle the bases yet—but the mighty Mr. 


Babe Rutff^-was making a home run In a wheel chair, his injured mus- 
cies on the mend, when this picture was taken of him at a railroad 
station in Boston. He'd just left the hospital, 
accompanied 
by Mrs. 


Ruth and a nurse, with at least two weeks of enforced rest ahead of 
him in New York. He, was hurt recently in a Yankee-Red Sox game 
at Boston. 


SOFTBALL TEAMS TO 


OUTLINE SCHEDULES 


Neenah 
Playground activities 


,. 


" 


* 
V 
> 
BOWLING TOURNAMENT 
^-CLOSES"AT NEENAH 


< JVeenah—The city doubles bowling 


'tournament closed Thursday night 
•with 101 pairs participating. F. Thal- 
' he-J. Muench walked off with the 
high score of 1,292. Several other 
good scores were rolled on the clos- 
ing shifts. 
A. Muenc}.-Li, fc'a^sc, 


a',285 for third; G. Gilbert-O. Kuelil, 
' Ij264, -fourth and 
HenniE-"*T-ir.\~av 
tied for fifth place on 1,261. Other 
, scores vrhich were high were:- P, 
* ^rnke-Behnke, 1,288 which dropped 


them 
to 
second 
place; 
Wege- 


»Muench, 1,261; Gaertner-Pecl, 1,256; 


." ^awyer-Bleeker, 1,245; Verw. ty-Clan- 


cy, 1,243; Gaertner-Behnke, 
1,238; 
' F/ Kuehl-Tuscherer, 1,23!;; Chri&tof- 


ferson—Ilornke, 
1,233; Lewis-Rein- 
ke, 1,233; Thalke-Kolbe, 1,230; Peck- 
Oistertag, 
1,277; 
F. 
Thalke- 
J. 


"> Muencli, 
1,^27; 
VanLiew-CIancy, 


1,'226; Gaertner-IIenmng, 1,223; Run- 
de-Burr,' 1,223; Christofferson-Lewis, 


J',*,i,217; E. Haase-J. Muench, 1,206; 


Steffenhagen-^ e w i s, 
1,205; 
G. 


Plerce-W. Pierce, 
1,203; Stanelle- 


"" Decker, 1,203; 
H. 
Plerce-Clancy, 


1^,202; 
3^ew;s-Ho-otev, 
1,201; 
and 


i Vl»ewls-Steffenhagen, 1,200. 


will start Monday eveniny when al 
softball learn captains and backers 
of teams will meet Armin Gerhardt 
playground supervisor, at 7 o'clock 
at the city hall. A program of soft 
ball games to start within the nex 
week or so will be worked out. It 
is possible there will be three leagues 
again this year. Games will be play 
ed after 6 o'clock evenings. 


There is some talk of forming an 


industrial league in connection with 
the playground program, giving men 
and bojs employed in the manufac 
turing plants a chance to play with 
their mill associates. 


Mr. Gerhardt has selected Wilbe«. 


Jensen, Carlton Krause and Walter 
Haufe, high school students, as hi: 
assistants. Their duties will be to 
promote play among the 
children 


during the "morning and afternoon 
ar>d be in charge of the ground and 
equipment during the evening base 
ball and tennis games. 


Playground activities among the 


children will not start until school 
closes for -he summer vacation. 


match game between the Chi- 
Kimberly-Clark office bowling 


ffi'fi" team and the Neenah team of the 
irfj,/' ^ JMime company, which is to be rolled 
"""'?Y^ Saturday evening at Neenah alleys, 


I*1-*creating interest a-nong the mill 


office employes. The match will 


iftart at 7:30, 
iOUR MATCHES LEFT 


ON TENNIS SCHEDULE 


ia"]"'/ ^Neenah — The high school tennis 
»!»"/-,team has four matches left to play 


btfore the close of tne season. On 


2, Oshkosh will come here for 
_. 
irning game; on M>.y 9, T^-vv- 


A rence college freshmen will come to 


May 14, Neenah will ' o 


oton to play a return match. 


team will close the season on 


j 16 ftt £.*'<3reen Eay. 


EAGLE BOWLERS WILL 
" - ROLL IN STATE MEET 
Neenah—Three bowling teams rep 


resenting the Neenah aerie will go 
to Kenosha Saturday to take part in 
the annual state Eagle tournament. 
Teams will roll their five-men events 
at 7 o'clock Saturday evening &.nd 
the doubles and singles at 9 o'clock 
Sunday evening. 


Team No. 1 is captained by George 


Seitz with Harry Korotev, H. Lewis, 
Edward' Maulof and A. Cummings as 
the other members. Team No. 2 has 
William Blohm as captain and Ben 
Miller, Edgar Jones, M. Schultz and 
William Tullis. Team No. 3 is cap- 
tained by Walter Loehning 
with 


Otto Steffenhagen, C. F. Fetters, 
Harry Johnson and Louis Kruse as 
the other members. 


EVANS TO DELIVER 


SERMON TO GRADUATES 
Neenah — Dr. Silas Evans, presi- 


dent of Ripon college, has been se- 
lected to deliver the annual baccal- 
auieate sermon on Sunday evening, 
June 7 t 
the high school senior 


ck.ss 
• 
'"^.t f~resbytorian church. 


Edgar ' v jra. secretary 
of 
£he 


Board or Teachers' college regents, 
will deliver the annual commence- 
ment address on 
the evening of 


June 10 at the high school auditor- 
ium. Both addresses are part of the 
rnnual commencement 
week pro- 
gram. 


VOLLEYBALL TEAM IS 
DEFEATED BY APPLETON 
Necnali—The Applelon high school 


girls' volleyball team came to Nconah 
Wednesday evening and defeated the 
high school 'earn tluee out of five 
games at the high school gymnasium. 
The local team is coached by Miss 
Kathorme Small. A return game will 
be arranged. 


PATTERSON SENTENCED 


TO 30 DAYS IN JAIL 


Neenah—Tom Patterson was sen- 


tenced Friday morning to 30 days 
in Winnebago-co 
jail 1 y 
Justice 


Chris Jensen when he pleaded guilty 
of vagrancy. 
Patterson has just 


completed a 60 day term 
at the 


county jail for a similar charge. 
TENNIS TOURNAMENT 


CLOSES NEXT WEEK 


' Menaslia — Semi-finals and finals 
in the Menasha high school intra-m-i- 
lal tennis tournament will be com- 
I-letcd on the city parks corn-Is Mon- 
day afte-noon and Tuesday, accord- 
ing to high school aulhouties. Quar- 
ter finals oompelitioi Till be com- 
pleted this week. 


REELECT THOMPSON 


BOARD PRESIDENT 


Mrs. 
Hugh Roberts Reelect 


ed Secretary of City Health 
Body 


Neenah—The board of health he! 


its organization meeting Thursday 
evening at the city hall. Dr. Orrin 
Thompson and Mrs. Hugh Robert- 
were reelectod as president and sec 
retary, respectively. 
Other mem 


bers are Dr. M. N. Pitz and Mrs 
Helen K. Stuart, the latter the coun 
ell member. 


Sewer collection projects 
wer 


discussed. It will be recommended 
that under the general garbage col 
lection system, which was approve 
at the April election, collections be 
made in the residential districts on 
the average of twice a week during 
the summer and once a week in win 
ter. It also was thought that on& 
dally should be the order of collec 
tiqn in the business districts an< 
about hotels, 
grocery stores an< 


meat markets. 


The council will discuss this ques 


tion at the next meeting, when i 
will have received more data from 
other cities using the general collec 
tion plan. It is probable that bids 
will be called for and a contract en 
tered into with the lowest bidder. 


MISS HUHN ELECTED 


LIBRARIAN'S LEADER 


Neenah—Miss Natalie Huhn, Osh 


kosh, was elected president of the 
Fox River Valley Librarians' asso 
elation at the annual meeting Thurs 
ctay at Neenah. Miss Mary DeJonge; 
.'-ppleton, was elected secretary. 


The convention opened Thursday 


morning with a short business ses 
sion. There were 37 librarians from 
valley cities registered. At noon 
luncheon was served at the Sign of 
the Fox, after which a trip was 
made through the Cellucotton plant 
Returning to the l!brarj% Miss Ruth 
Denhardt gave a reading1, and li- 
brary problems were discussed. Tea 
was perved by Miss Mae Hart, lo- 
cal librarian and assistants. 


The next annual meeting will be 


icld at Manitowoc. 


LIBRARY CIRCULATES 


7,000 BOOKS IN APRIL 


Neenah—Tha total circulation of 


looks during April at the public li- 
brary was 7,105, according to the 
monthly leport of Miss Mae Hart, 
Ibrarian. Of this number children's 
books totaled 2,600, while 
adult 


readers drew out 4,690 books. A to- 
al of 324 books went to rural read- 
ers, teachers took out four, school 
tationa were supplied with 534, an* 
repairs wero made on 124 books. 
There were 41 new names added 
o the library's list of patrons and 
,007 people took advantage of the 
•eadmg and reference rooms. 


RIPON COLLEGE CHOSR 


TO SING AT CHURCH 


Neenah—Ri^on college choir, un- 


:cr direction of Harold Chamberlain, 
vill sing a 
sacred 
concert at -1 


o'clock Sunday afternoon at First 
"Yesbyterian church. Esther Barber 
vill bo the organ accompanist. 


HOLT) ANNUAL fllEETING 


Neenah—First Evangelical church 
eld its annual meeting Thursday 
venlng, at which vacancies in offi- 
es were filled. 
Carl Meyer was 


lected as a member of the board of 
rustec-s; C. A. Schmidt as 
class 


cader, and Walter Malchow as as- 
istant. 


TEAMS TO BOWL 


Neenah — Tho Borgstrorn Paper 
ompany, Neenah Alleys and First 
National Bank City lensiio bowling 
cams will go to Green Bay Satur- 
iy to take part in tho annual Fox 
liver Valley bowling torn nament. 
nho local t^aim will roll both aftcr- 
oon and evening. 


ADMITTRli TO PROBATE 


Neenah—The will oC Gu.sto.ve Erd- 


nann, town of Vinl.tnd. has been 
uliniUccl 
to probate. Tho estate, 


Dialling approvimatrly 
$3,000, is 


oft to the widow, who is named 
:\cculrix. 


NEENAH SOCIETY 


NeeJiah—Twenty-four members of 


the House "conomic class at the 
high school entertained their moth- 
ers at a dinner Thursday evening at 
the high school cafeteria. The affair 
was und^r supervision of Miss Char- 
lotte Peters, director of home econ- 
omics in the school. 


Presbyterian 
Sunday school of 


young men, taught by J. N. Berg- 
strom, met Thursday evening for a 
supper meeting at the qhurch dining 
room. The Tuesday evening Men's 
Bible class was invited. Following 
the supper, the Altenville dramatic 
club presented the prize winning Bi- 
ble drama, ''Vendue." Another feat- 
ures, besides community 
singing, 
was a sketch by J. F. Bannister and 
Jr. M. VanRooy of Appleton. 


James P. Hawley post American 


Legion will hold its May meeting 
Monday evening at its new quarters 
in th« city hall. The executive board 
will meet Friday evening to select 
two members on the board to fill 
vacancies caused by resignation of 
Carl Loehning and Robert Ebert, 
who were elected aldermen at the 
April election. 


Boyce was unable to give a clear 
description of the two bandits, but 
stated that they were both young 
men, between 20 and 25 years old. 
Locked in the building, he also was 
unable to describe the manner in 
which the two men escaped. 


Eagle Auxiliary entertained Thurs- 


day afternoon at a card 
party at 


aerie hall. The committee in charge 
was headed by Mrs Robert Martens. 
Prizes in bridge were won by Mrs. 
Henry Boehnlein and Mrs. Harvey 
Jasperson; In whist by Mrs. William 
Redlin, Mrs. Jack Rebartchek and 
Mrs. Edward Williams; and in schaf- 
Kcpf by Mrs. M. H. Marsh and Mrs. 
John Jagerson. 


The next afternoon party will be 


held May 7 with Mis. James Hene- 
bry and Mrs. Robert Handler on the 
committee in charge. 


TWO APPOINTED TO 


FIRE COMMISSION 


Herman Vetter and Otto 


Kloepfel Are Named by 
Mayor -Remmel 


Menasha—Herman Vetter, Third 


ward, and Otto Kloepfel, Fifth ward, 
Friday were appointed to the city 
fire and police commission by May- 
or N, G. Remmel. 


Vetter replaces Earl Hill, who re- 


signed after appointment to the city 
water and light commission, and -will 
serve three years to complete Hill's 
unexpired term. Kloepfel named for 
the full five year > term, replaces 
Richard Schlegel, whose term ex- 
pired. 


MENASHA SOCIETY 


Menaslia—Nicolet grade 
school 


teachers will entertain at a card 
party in the Memorial building 
Tuesday evening. Proceeds will be 
added to the Menasha high school 
band mothers' fund. 


Germania Benevolent society will 


meet in Menasha auditorium Mon- 
day evening. A regular bi-monthly 
business session is planned. 


Mrs. Alvlna Thiede, Chute-st en- 


tertained Women's Benefit associa- 
tion at her home Thursday evening. 
Car3s provided entertainment 
and 


refreshments were served. 


LARGE CROWD SEES 


SENIOR CLASS PLAY 


Production Is Presented Un- 


Mrs. F. Durham was elected pres 


ident of the Study club at the an 
nual business meeting and election 
of officers at the 
home of Mrs 


John Strange Wednesday 
evening 


Miss Anne Pleasants was named 
vice president; Mrs. John Best, sec- 
ond vice president; and Miss Adel- 
aide Jennings, secretary and treas- 


Nenah—James Schell, junior class 


president, has been selected as gen- 
eral manager of the Cub, the high 
school paper for the next school year. 
The election was announced Friday 
morning in a special assembly by the 
Quill and Scroll, national high school 
honorary journalistic society. George 
DIx was selected as business mana- 
ger, and John Kehl, print shop man- 
ager. Gordon Drews and Max Sielaff, 
general manager and business man- 
ager, respectively, will turn over 
their duties immediately to the jun- 
iors. 


Ruth Kreger has been selected as 


editor-in-chief, the highest position 
open to a girl on the staff. She will 
be assisted by Myrtle Burstein and 
Helen Bradley. Rrabert Larson will be 
humor editor. Other important posi- 
tions on the next year's staff are: 
William Nash and Doris Renner, as 
co-advertising managers, 
who will 
take over duties of James Schell. 
Ruth Nelson will replace Donald 
Raiche as news editor; Jim Meyer 
will succeed himself as sports editor; 
Ruch Sparks will carry on the work 
of Myrtle Burstein as feature editor, 
while Mildred Erdman will take over 
the duties of Virginia Hoffman as 
copy editor. 
j 


Other appointments on the editor- 


ial staff includes Orris Simmons, Rob- 
ert Gibson, Monroe Haire and Gene- 
vieve Wagner as sports assistants; 
Eunice Stacker and Mildred Bright- 
man, copy readers; Marion Jones and 
Donald Raiche, special writers; Eva- 
lyn Goehrlng, Naomi Bart, Gordon 
Erdmann, 
Jack Dengle, 
Robert 


Ozanne, Leona Anderson, Barbara 
Sawyer, "Dnita Kehl, Augusta Burk- 
hardt and Alfred Graef, reporters. El- 
mer Telloek, Earl Solomon and Fur- 
man Anderson were appointed on the 
mechanical staff and Dorothy Olsen 
and Lucille Schultz, accountants. 
Five new members were elected in- 


to the Quill and Scroll Friday during 
the activity period. They were Ruth 
Nelson Jim Meyer, Lillian 
Raaen, 


Helen Bradley and Dorothy Olsen. 
There are six other members of the 
society now at school-^Marian Marty 
Max SielafC. Gordon Drews, Virginia 
Hoffman, Dorothy Hellerman 
and 


Mildred Erdmann. To be eligible to 
this society a person must be in the 
upper third of his class or a "B" av- 
er,age, must have done some excep- 
tional work in journalism, a"ndmust 
be accepted by the national secretary 
of Quill and Scroll. 


irjing today to find Jack Diamond's 
showgirl friend1, Marion Roberts, in 
the !>elief that she may be the •wo- 
man reported with Diamond 
and 


s-ome of his men the night they are 
accused of kidnaping and torturing 
Grover Parks and James Larkin, 
Cairo truckmen. She is reported to 
have left the state. 


Even if she is not identified by 
Parks and Larki i', Attorney General 
John J. .Bennett wants to ask her 
about the activities of the Diamond 
gang in the Catskllls. 


The attorney general said the girl 


liad bean staying at the Acra home 


The torturing took place in the 


garage of Diamond's 
Acre 
home 


according to Parks and Larkin. The 
girl was with Diamond prior to the 
torturing and may be held as an ac-, 
cessory, the attorney general said. 


Diamond is free on 
$25,000 bail 


accused of kidnaping and torturing 
Parks and indictments will be asked 
by the state on Larkm's account. 


Diamond, who was shot myster- 


iously Monday, is still in an Albany 
hospital. Mrs. Diamond Is at the 
Home of friends in Albany. She vis- 
ited him yesterday. 


About a hundred Catskill business 


men met last night and pledged sup- 
port to the attorney general in his 
investigation. Mr. Bennett has said 
that few had come forward 
with 


stories about the gang despite his 
promise of protection. 


Federal men have been studying 


bank accounts of Diamond and his 
men to see if they evaded tax laws. 


DRIVER UNINJURED 


AS BULLET STRIKES 
„ 


WINDSHIELD OF CAR 


Menasha—Elmer Schultz, 19, 


son of Mr. and Mrs. Paul 
Schultz, Menasha, escaped In- 
Jury about 7:13 Wednesday eve- 
ning- when a 
bullet crashed 


through the windshield of his 
automobile. Schultz, 
who wai 


driving near the outskirts of Ap- 
pleton, had just passed the Cheri 
ry-st intersection with Highway 
41 when a bullet struck the 
hood of the car, and ricocheted 
through the windshield. 
Broken 
glass struck the driver, but he 
escaped injury. 


The only car on the road at the 


time, other than the one driven 
by Schultz, was about 300 feet 
behind the Menasha machine. 
The matter was reported to Men- 
asha police. 


SCHOOL BANDS TO 


PARADE IN. FINAL 
HOUSING CAMPAIGN 


Home Owners 'to Register 


Accommodations 
Wards 


in 
All 


MENASHA SPEAKERS TO 


ENTER DISTRICT MEET 


Menasha — Three Menasha high 


school speakers will bid for district 
honors in the forensic contest under 
the auspices of the Wisconsin high 
school forensic association at Kau- 
kauna Friday evening. 


Miss Marion Kudy will present 


"Homework" In 
the declamatory 


contest; Allan Michie will appear in 
the extemporaneous speaking meet; 
and James Sensenbrenner •will give 
"The Last Line in Defense" in the 
oratorical contest. 


BROTHERHOOD MEETS 


Menasha—The brotherhood-of rail- 


way clerks, baggage and 
express 


handlers, met at the Memorial build- 
ing Thursday evening. An enter- 
t jinment and social meeting followed 
the transaction of routine business. 


Alma Mater society of St. John's 


church entertained at a card party 
in the St. John's school hall Thurs- 
day evening 
served. 


Refreshments were 


der 
Direction 
of 


Margaret O'Neill 


Miss 


Menaslia — A large crowd enjoy- 


ed the presentation of "The Patsy," 
a three-act comedy by Barry Con- 
rois, by the Menasha high school se- 
nior class at Butte des Morts audi- 
torium Thursday evening. The pro- 
duction was given under the direc- 
tion of Miss Margaret O'Niell, high 
school dramatic instructor. 


Tthe story centers about the tri- 


umph 
of Patricia Harrington, 
a 


modern Cinderella, whose charac- 
:er was excellently portrayed by 
Miss Marion Kudy. Patricia Is forced 
.o remain 111 the social background 
while her sister, Grace, played by 


Auxiliary to Henry J. Lenz post 


of American Legion will meet in 
S. A. Cook armory Friday evening. 
Routine business will be transacted. 


The cast of "The Patsy," Menasha 


high school senior class play pre- 
sented at Butte des Mortr auditor- 
ium Thursday evening-, was enter- 
tained at a luncheon in thi Sign of 
the Fox Neenah, Thursday after- 
noon. Miss Margaret O'Neill, high 
school dramatic instrtictor and di- 
rector of "The Patsy," was hostess. 


-halkiewicz, scintillates In 


he limelight. Aided by her, father, 
whose character wa& assumed by Ed- 
ward McGUlaiT, Patricia finally tri- 
umphs. 


Helen Gosz appeared as Mrs. Hai- 


rington, the mother of "Patsy," and 
Robert Lanzer was woil cast in the 
ole of Tony Andcison. 
Geoi-go Thome appeared as Bil- 


y Caldwell, Grace Kloepfel as Sadie 
Buchanan, David Lena 
as "Tiip" 


Busty; .- nd James, Grodc as Patrick 


'rancia O'FIarety. 


VIORE BEDS SOUGHT FOR 
HIGH SCHOOL MUSICIANS 
Menaslm—Questionaires to aid in 
ecuring information on available 
ousing accommodations in Menasha 
uring the state hisrh school band 
ontest May 15 ana 1G, have been Is- 
aed to Menasha public schcol stu- 
ents The students have been urged 
o assist in the final drive for hous- 
ng facilities to bo climaxed by regis- 
ration of homo owners in all wards 
aturday afternoon. 


A booster card party for the bene- 


fit of the St. Mary high school band, 
will be given by Holy Name Society 
of St. Mary's parish in St. Mary 
school auditorium Wednesday after- 
noon and evening. The St. Mary 
band mothers' club will bo in charge 
of arrangements. 


TWIN CITY DEATHS 


MBS. ELIZABETH GRASSELL 
Neenah—Mrs. Elizabeth Grassell, 


65, a resident of Neenah practlclTlly 
all her life, died at 3:15 Friday 
morn'ng o? rueumonia at her home 
at 204 Gram-st. Mrs. Grassell was 
born in Get many and came- here 
when a child. She resided in the 
same i estdcnce for tho past 35 years. 
She was a gold star mother, and a 
member of the Legion Auxiliary. 
Her son, Andrew Grassell, lost his 
life during the World war. Surviv- 
ors arc five children, Mrs. George 
Bannerman of Manitowoc; Mrs. W. 
Gens of New London; Albert Gras- 
sell of Neenah; Joseph and 
John 


Gras'sell of Milwaukee. There also 
aro three* brothers and one sister, 
Matt Klutz of Chicago, Anton Klutz 
of Black Creek, Joseph Klutz of 
Sawyer, and Mrs. August Jahn of 
Green Bay. Tho funeral will be held 
at 9 o'clock Monday morning at St. 
Patrick church. 
The services will 


be in charge of the Rev. George 
Clifford. Burial will be at St. Mar- 
garet cemetery. 


ANDERSON AND HENDY 


BOWLERS STILL LEAD 


Menaslia—P. Ryan of the Schlintz 


Brothers bowling1 team set a wild 
pace in City league play on Hendy 
alleys Thursday evening, when he 
toppled 716 pins in three 
games, 


scoring single game counts of 256, 
252, and 208. Ryan's sensational hit- 
ting gave the Schlintz Brothers ag- 
gregation a triple win over the Ack- 
er Nite' Hawks. 


Then Hendy Recreation team and 


the Anderson Cafe squad, both scor- 
ing wins in two put of three games 
Thursday evening, remained in a 
tie for first place in league stand- 
ings. The Hendy squad chalked up 
a team total of 2,875 pins to win 
two out of three tilts from Storll's 
Five, and the Anderson Cafe team 
toppled 2,759 sticks to win two out 
of three- from^the Banta publishers. 
City loop competition will be Con- 
cluded next Thursday. 


With Pack, Mottl, and Hackstock 


scoring series counts of 634, 648, and 
606 pins, respectively, 
the 
Rippl 


Grocers scored a 2,977 pin team to- 
tal and a triple victory over the 
Menasha Building and Supply team. 
Zenefski's 660 series helped the Mar- 
athon Mills quint to wins in three 
games over the Menasha Hotel team. 


The Gilbert Paper company took 


Uvo out of three tilts 
from the 


Schmitzer Red Tops, the Shell Oils 
won two out of three games with 
the Fahrbach 
Agency, and the 


Wheeler Transfer team dropped two 
out of three tilts to the Clothes Shop 
aggregation. 
The Blue Bills were 


victors in two out of three games 
with Kenny's Thirsty Five. 


Menasha—A parade of three high 


school bands through Neenah and 
Menasha Friday evening 
will in- 


augurate the final drive to secure 
housing accommodations for "par- 
ticipants in the state high school 
band contest in Menasha May 15 
and 16. 


Starting at the Valley Inn, Nee- 


nah, the Menasha high school band, 
the Neenah high school 
band1, and 


the St. Mary high sphocl band will 
march through both cities, the line 
of march extending through 
both 


business districts, and into residential 
sections. 


The parade is designed to stimu- 


l£ te response to the need for housing 
accommodation, during the state 
contest. 
Registrations of available 


shelter will be made in all five wards 
by home ow-ars Saturday after- 
noon. First ward residents will reg- 
i ter at the Fountain-Grill; Second 
ward at Steve Kolashinski;s Grocery; 
Third "ward at Kemmeter'^grocery; 
Fourth ward at Mattern Brothers' 
store; and Fifth ward at Ahe Seith- 
amer grocery. 
Information 
head- 


quarters will be the W. E. 
Held 


Electric shop on Main-st. 


LEUAL NOTICES 


RECOVER AUTOMOBILE 


STOLEN AT APPLETON 


Menaslia—An automobile, stolen 
rom the Satterslrom Chevrolet com- 
anj. oC Apploton Wednesday, 
was 


ecovered by Menasha 
police late 


hursdav afternoon Tbf car appar- 


ently liad been abandoned on Fourth- 
st, Menaslia. Into AVodnesdny evening 
or cnily Thursday morning, police 
stated. 


VALLEY OSTEOPATHS 


CONVENE AT MENASHA 


Menasha 
The Osteopath asso- 


ciation of the Fox River Valley met 
ir. Hotel Menasha Thursday evening. 
Following tho banquet, which was 
attended by about 25 members of the 
aa^oeUUion, Dr. Cr icst Bond, Mil- 
wnikee, «.pokc on "Diacri o»!s." 


Tho wives of visiting doctors were 


entcrUunod Toursdnv evening at the 
homo of Mrs. A. W. Johnson, Nec- 
nali. Br,klgc was played. 


MENASHA WOMEN WILL 


VISIT GRAVE OF SON 


Menasha — Mrs. Mary Gatza, 917 


Third-st. who 
leava Menasha 


May 7 o" a visit to tl e grave of 
her soldier son in France, received 
$50 as a gift from the Henry J. Lenz 
post of American Legion Thursday. 
Part of the money will be used in 
decorating the grave of the Menasha 
man, Legion authorties stated. 


FALCON NINE MEETS 


KIMBERLY ON SUNDAY 


Menasha — The Menasha Polish 


Falcon baseball team will close .its 
pre season schedule In a practice tilt 
with the Kiinberly aggregation at 
Kimberly Sunday afternoon. 
The 


Falcons will open play in the Lake 
Winnebago league at Red Granite, 
May 10. 


In Sunday's game, the 
Menasha 


nine will face C. Pocan, Fox River 
Valley league hurling ace, who is 
slated to work on the mound for 
Kimberly. Joe Muench, former Men- 
asha Pails co-pilot and Jerry Powell, 
former Falcon hUi-ler, also will ap- 
pear in the Kimberly lineup. 


Although 
Manager , Zelmski's 


pitching choice probably 
will 
be 
withheld until the opsmng o£ the 
game. "Shawano" Zenefski, Menaslia 
speel ball pitcher, is expected to ap- 
pear on the slab. J. Konetzke also 
may be called for pitching duty. 


STATE OF WISCONSIN, COUNTY 
COURT, OUTAGAMIE COUNTY 
In the matter of the estate of 
Albert August Steffens, deceased in 
probate. 
Pursuant to the order made In - 
this matter by the county court for 
Outagaime county on the 30th day 
of April, 1931. 
Notice is hereby given that at a 
special term of said court to be held " 
at the court house in the city of 
Appleton in said county, on the 26th 
day of May, 1931, at the opening1 of- 
the court on that day, or as soon ' 
thereafter as the same can'be, will 
be heard and considered- the peti- • 
tion of Mathilda Steffens for proof " 
and probate ot the alleged will and 
testament of Albert August Steffens 
late of the town of Black Creek in 
said county deceased and for letters 
testamentary to be i&sued to Paul 
Steffens, and 
Notice Is hereby also given that 
all claims' for allowance 
against 
said deceased must be presented to 
said court on or before the first 
day of September, 1931, which Is the 
time limited therefor, or be forever 
barred, and 
Notice Is hereby also given that 
at a special-term of said court to - 
be held at the court house afore- 
said, on th© 8th day of September^ 
1931, 
at the opening of the court on 
that day, or as soon thereafter as 
the same can be, will be heard, ex- ., 
amined and adjusted 
all 
claims 
against said deceased presented to 
'the court. 
Dated April 30, L931. 
By order of the Court, 
FKBD V. HEINEMANN, 
County Judge. 
FRANCIS J. ROONET, 
Attorney for the Executor. 
May 1-8-15 


GRADE SCHOOL PUPILS 
PLAY MAY DAY PROGRAM 


Menasha-—A health and May day 


program was to have been presented 
by Butte des Morts grade school 
pupils in the school auditorium Fri- 
day afternoon. Each class was to 
have been represented in the enter- 
tainment, and a large 
attendence 


was expected. 


MUNICIPALITIES BODY 


TO CONVENE IN JUNE 


Monasha — A convention meeting 


of 
the« Wisconsin Municipalities 


league will be held at Marshfield 
June 17, IS and 19. An invitation, 
urging Menasha city officials at at- 
tend, was received by Mayor N. G. 
Remme:, Friday morning. 


BEG PARDON 


Neona.i—The, Appleton Post-Ores- 


cent inadvertently stated Thursday 
that Dr. T. D, Smith fractured liib 
collarbone In a fall from a ladder. Tt 
was Harrison Smith who was injured 
while doing repair work at his sum- 
mer cottage. 


FIRE EXTINGUISHED 


NeoJiah—The fire department 


summoned at 9 o'clock Fr.ilay morn- 
ing to the Bouschly homo on Ladd- 
ave where a blaze had started in the 
garage. The building was 
damaged., 


slightly 


SCOUTS TO REHEARSE 


FIRST AID METHODS 


Menaslia—Troop 14, the Congrega- 


tional unit of Menasha boy scouts, 
will meet in the Congregational gjm- 
nasium Friday evening. First aid 
work, in preparation for an exhibi- 
tion during the Valley Council camp- 
o-ral at the city park in June, will be 
continued under the 
direction of 


Robert Schwartz, scout master. 


STATE OF WISCONSIN, COUNTY 
COURT FOR OUTAGAMIE COUN- 
TY 
In the matter of the estate of 
Christen Wunderlich, deceased, in 
probate 
Pursuant to the order made In 
this matter by the county court for 
-Outagamie on the 30th day of April 
1931. 
Notice is hereby griven that at a 
special term of said court to be 
held at the court house in the city 
of Appleton In said county, on the 
2Gth day of May, 1931, at the open- 
ins1 of the court on that day, or as 
soon thereafter as the same can be, 
will be heard and considered the 
petition of Chris Wunderlich for the 
appointment of an administrator of 
the estate of Christen Wunderlich 
late of the City of Appleton in said 
county deceased. 
' 
Notice Js hereby also given that 
all claims for allowance against 
saH deceased must be presented to 
said court on or before the 1st day 
of September, 1931, which Is the 
time limited therefor, or be for- 
ever barred, and 
Notice is hereby also given that 
at a regular term of said court to 
be held at the couit house afore- 
said on the 1st day of September, 
1931, 
at the opening1 of the court on 
that day, or as soon thereafter as 
the same can he, will be heard, ex- 
amined and adjusted 
all 
claims 
apramst said,deceased then present- 
ed to the court. 
Dated Api il 30, 1931 
Bv order of the Court, 
FRED V. HEINEMANN, 
County Judge. 
STAIDL & SCHMIEGE, 
Attornfvs for the Estate, 
207 W. Collee-e Ave, 
Appleton, Wis. 
Mav l-S-15. 


GRADE SCHOOL SCORES 


FIFTH THRIFT RECORD 


Menasha—A 100 per cent thrift 


record was scored by Butte 
des 


Morts grade school students 
this 


wepk, according to Miss Celia Boyce, 
principal. 
The 
Butte des 
Morts 


school, which has led- all other city 
schools in thrift record through the 
year, has scored a perfect mark on 
five occasions. 
MENASHA TEAM TO BOWL 


IN GREEN BAY TOURNEY 
Mcnnsha—The Hendy Recreation 


bowling team, crack Menasha quint, 
\ ill participate in tho Fox River 
Valley tournament at 
Green Bay 


Friday evening. The Anderson Cafe 
team, also of Menasha, 
took first 


place in 
tournament five -men, 


singles, and al! events competition 
Wednesday evening. 


A daughter w\is born Friday at 


Thcdn. Clark hospital to 
Mr, and 


Mrs, Elmer Mueller. 


STATE OF WISCONSIN, COUNTY 
COURT, OUTAGAMIE COUNTY 
In the matter of the estate of 
Herfry Appleton, deceased, in pro- 
bate. 
Pursuant to the order made in 


thi<? matter by the county court for 
Outagamie county on the 30th day 
of April, 1931 
Notice is hereby Riven that at n. 
special lei rn of said court to be 
held at the court house in the city 
of Appleton in said countv, on the 
26th day of May, 1931, at the open- 
ing1 of tho court on that day, or as 
soon thpreafter as the same can be, 
will be heard and considered the pe- 
tition of Joseph W. Appleton for 
proof and probate of tho allowed 
will and testament of Henry Ap- 
pleton late of the Town of Free- 
dom in taid county deceased, .ir,d 
for letters testamentary, or letters 
of administration with said will an- 
noxpd to be issued to Joseph W. 
ApnTcton and 
Notice Is herebv al^o srlvpn that 
all claims for allowances ajralnst 
sftffl deceased must be* presented to * 
said court on or opfo. e the 5th day 
of September, 1931, which Is the 
time limited therefor, or bo forever 
barred, and 
Notice Is hereby also Riven that 
at -a i eprular term of said court to 
bo held nt the court house afore- 
said, on the 6th day of October, 
1331. at tho opening- oC the court 
on that day, or as soon thereafter 
as the same can be, will be heard 
examined and adjusted all claims 
ag-ainst said deceased presented to 
thp court. 
Dated April 30. 1931. 
Bv order of thp Court. 
FRED V. HEIXEMANtt, 
Counly Judsr*'. 
BEXTON, BOSSER & TUTTRUP, 
Attorneys for the Executor. 
P. O. Address: 309 Insurance BMg. 
Appleton, Wisconsin, 
ilay 1-8-15. 
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MORE SPENDING 
LIKELY UNDER 
FIVEDAYWEEK 


Labor Statistics Chief Dis- 


cusses Advantages of 


Plan for Industry 


CONTINUED FROM PAGE 1 


alon Itself. Many Industries Instead 
of dismissing1 a large number of 
•workers and adding to thn ur»m- 
_ployment distress as in other depres- 
'elans, have this time "staggered" 
thesr payrolls so that all their em- 
playes are on a three day or four 
day basis. Thus the five day week 
•will be a happy moment for those 
who are now "working three days. 


Gradually of course as business 


Improves and production must be In- 
creased there probably will be an In- 
crease In the rate of wages per day 
but this is not likely to happen un- 
til a period- of prosperity has arrived 
and the surplus production of Amer- 
ica Is In demand. 


Meanwhile the discussion of a five 


day week here involves an analysis 
of the efforts of such a step and 


I 
the spending h*Mt« 'of th« people. 
It 13 considered certain that many 
buslnewef irtll benefit by the great- 
er consumption of J«i*ure. 


Thus the automobile industry and 


all the products which are directly 
or Indirectly dependent on. the use 
of the motor car would be affected. 
If the mileage of cars is increased, 
the replacement market for automo- 
biles will be cumulated. 


Nobody of 
course Jcnows 
how 


much additional money would be put 
into circulation »B a consequence of 
the Increase^ leisure but Mr. Stew- 
art, who has & background of statis- 
tical information on the 
spending 


habits of the American people, be- 
Uves It would amount to several 
billions of dollars every year. The 
question of course is whether this 
represents any new purchasing pow- 
er. 


Many economists 
have believed 


.that the American people In the last 
two years have had sufficient pur- 
chasing power to stimulate business 
but that they have not had sufti- 
icent confidence in_ the- stability of 
their own positions* to start spend- 
ing. It may be therefore that the 
economic values outlined 
by Mr. 


Stewart will ultimately come true, 
but only after there has been more 
confidence established 
as to 
the 


stability of employment, so that the 
wage earner •will feel justified In 
spending1 some of his current earn- 
ings for more leisure instead of 
building1 up his 
savings for con- 


tingencies. 


CHOP StJEY — CHOW MEEK 


Oriental and American Dinners Daily. Also a la Carte 


CONGRESS GARDEN 


Chinese and American Restaurant 
123 E. College Ave. 
Phone 3811 


MMMMMMI 


IG 
ALLOON Dance 


At 


VALLEY QUEEN 
12 CORNERS, SUNDAY, MAY 3rd 
- MUSIC By 
- 


Chet £ Knights of Harmony 


Watch for the valuable balloons. Be 


sure to get one. There will be a surprise 
for you! 


DANCING EVERY SUNDAY 


Always Something Different! 


JAKE VAN CAMP, Prop. 


PAPER MANUFACTURE 


AIDS RICE .MARKET 


Wasco, CaL — (ff>— A 
$5,000,000 


factory her* Is ready to b«gln con- 
verting rlc« straw into ivrapplny and 
other kinds of paper. 


jilany 
California 
rice 
growers 


merely burn their straw after the 
combinations have passed across a 
field, but this marketing of «. by- 
product is expected to help 
offset 


unfavorable price factors in adverse 
years. 


The state's rloe production, this 


year •was estimated at about 3,000.,- 
000 bags. 


EXCLUSIVE 


London—The most exclusive club 


in England Is the Soroptimist Club 
of 
Greater Manchester. Members 


are women and only one representa- 
tive of each occupation Is allowed 


to Join. There Is *. lawyer, an ac- 
countant, a -olicitor, jeweler, lec- 
turer, portrait painter, and colUery 
dlrector la the club. - 


N O T I C E ! 


Tom Thumb Golf Courses 


located at Harris and Superior 
Streets in Appleton and on No. 
Commercial Street in Neenan 
will be open for play on Sat. 
and Bun. afternoons, May 2 
and 3. 
The Barbecue Course 


on Hiway 41 will be open for 
play Sunday afternoon, May 
3. 


Free Lunch, Saturday Nite.) 


Van's Inn. 


SAVE MONEY ON POODS 
. See Homstor Ad, Page 18. 


WELCOME TO FOX 
F R E E 


DANCINGS SCHOOL 


9.00 O'clock 


Every SATURDAY Morning 


Under the Direction of 


VESPER 


CHAMBERLIN 


SCHOOL of DANCING 
SATURDAY 
AT 1:00 O'CLOCK 


Hey 
Boys 


MICKEY 
MOUSE 
CLUB 


FREE 


BASEBALLS 


and 


BASEBALL 


BATS 


__ _ 


J HE 


Mickey Mouse Doll Contest ... 
Every little girl in town is invit- 
ed to bring their dolls to the 
Mickey Mouse Meeting. The two 
little girls bringing the best 
dressed dolls, will receive a 
Beautiful Mickey Mouse Doll! 


YOUR PROGRAM — 
1. Mickey Mouse Theme Sing, "MINNIE YOO-H001" 
2. Mickey Mouse Yell. 
3. Organ Novelty by Uncle Bill. 
4. ON THE STAGE: 
Mickey Mouse Band, Chamberlin Singers 


and Dancers. 


5. Tiffany Chimps Comedy: "Nine Nights in a Barroom." 
6. Paramount Sound News. 
7. Act — "Revenge is Sweet." 
8. 10th Chapter— "Phantom of the West." 
9. FEATURE — "THREE GIRLS LOST," with John Wayne and 
Lorctta Young. 


RADIO SERVICE — Any Make 


TEL. 
491 


DANCING 


Every SUNDAY at 
r r ALLEY 
GARDENS 


On Highway 41 


4 Miles South of Neenah 


GLADIOLUS 


BULBS 


Flowers for window 


boxes, urns, etc. 


Also Indoor Plants 


1108 E. Wis. Ave. 
Tel. 1800 


Open Evenings Until 8 P. M. 


Sundays Until 4 P. M. 


We Telegraph Flowers Anywhere 


The Joy Boy 


BUDDY FISHER 


and hia 


O r c h e s t r a 
RIVERSIDE" 
BALLROOM 


ftREEN BAY 


Saturday, May 2 


20 MUSICIANS 


and 


ENTERTAINERS 


Gents 
Ladies 50c 


Try the Post-Crescent 


Classified Ads 


NIGHTINGALE 


BALLROON 


SUNDAY, MAY 3rd 


What an Orchestra! 


MUSIC By 


CLIFF 
FLOTO 


and his 


9 Alaskans 


From Dixon, Illinois. 


FREE! 
FREE! 


2 DANCES FOR THE 


PRICE OF ONE! 


With every admission ticket Sun- 


day you will get a Tree admission 
ticket for the Big Special Dance, 
Monday, May 4. 
Music by Cliff 


Floto also. 


The ballroom where 


you get more music 
and entertainment for 
your money than ever 
before No advance in 
admission 
for 
this 


treat. 


Don't forget the date! 


TWO DANCES 


for the Price of One! 


FAMED FOR 


BEAUTY, MUSIC 


and CONDUCT! 


Wednesday, May 6 


KATJKAUNA AMERICAN LEGION DANCE 


What a time for every one! 


L O O K ! L O O K ! 
L O O K ! 


Coming—The Biggest Attraction of Season! 


HERBY KAY, Thursday, May 21 


STL. ESLER, Prop. 


T 


RAINBOW GARDENS 


MAY PARTY 


THE FAMOUS RADIO STAR 
BUDDY FISHER 


WITH HIS 


GREAT ORCHESTRA 


A Crew 


of 


Famous 
Radio 
Artists 


ONLY 
$1.00 


COCTLE 


Not a 
Dull 


Moment 


in 


4 Hours 


DANCE! 
MLSIC! 
FLN: 


TODAY T°H 
NE STAGE 
25C 


to 
6 P.M. 


THE FAMOUS RADIO STAR 


BUDDY FISHER 


IN PERSON 


WITH HIS 


GREAT BAND SHOW 


OF 


20 RADIO ARTISTS 


* 
- THE SCREEN 
- 


BRENDEL 


MARSHALL 


TOOLEY 


at tho Organ 


Playhicr 


"BAS15BALL 


SPEC! VL" 


Let's-Sing 
the Hits 


DORSAY 


IN 


MR. LEMON 
OF 


ORANGE 


TOMORROW 


ep. M, 


to 


EDNA 


from Nebruln 
"/ Vttmt * man, 


NOREEN 
from Kansas 
"lunnt tttlvr 


/{ft. 
*ftbt heart»f 


big city! 


MARCIA 
from Oregon 


cletbes 


tbnll mt, to 
nettp mt 
»ff 


Did they get 
what they 
wanted in 
CHICAGO ? 
ONS 


Clump Cotn(*dy 


"Nino Nights in a Barroom" 


Paramount News 


Novelty Act, "Re\cngo is Sweet" 


Last Chapter/ "Phantom of tho West" 


with 


LORETTA YOUNG 


and 


JOHN WAYNE 


AT THE 


MIDNIGHT SHOW SATURDAY NIGHT 


Meet ELISSA JLANDI 


CHARLES FARRELL'S New Girl 


IN 


t(B O D Y and SOUL' 


— T O N I G H T — 
"Abraham 


Lincoln" 


With 


Strange As It Seems 


Act and 


News 


Snt. — Double Feature 
"Widow from Chicago" 


and 


"She's My Weakness" 


Sun. 
& Mon.—Will Kogers 


In 'The Connecticut Yankee* 


Tues., Wed.. May 5-G 


Doublet Feature 


"Tho 
Kiglit to Lovo" 


and "Going Wild" 


Thurs. and FrI., May 7-8 


John Gilbert in 


"Gentlemen's Fate" 


SAT. 
May 
2nd 


— On tho Singe — 


STAN STANLEY 
«>d 


SAXOPHONE ENSEMBLE 


9 — Entertainers —- 9 


Matinee and Evening 


PAUL WHITEMAN 


(IN PERSON) 


The King Himself 


and his 


World Famous 


Orchestra 


ilAPPLETON 


i \at 


With 


MILDRED BAILEY 
Queen of Blues 


JACK PULTON, Jr 
Prince of Ballads 


PAULL SISTERS 
Court Hannonizers 


KING'S JESTER.'S .... Troubadours of Boop-a-Doop 


27 — Musicians and Entertainers — 27 


.WEDNESDAY, MAY 6th 


CHAS. MALONKY'S 
CINDERELLA 


BALL ROOM 
APPLETON 


CON'CEIIT 8:30 to 9 
DANCING fl <o 1 


Ladies 7Sc 
Gentlemen $1.25 


CAKS PARKED sund WATCHED 


SprHnl Basse* After fhe Dance to Appleton and Neenah 


FINAL TIMES TONIGHT 


JOHN BOLES 
LUPE VELEZ • 


In 


Tolstoy's 


'Resurrection' 


TOMORROW 


SATURDAY ONLY 


A thrilling story . . . 
dynamic action . . . 
stupendous spectacle' 


MONTE 
BLUE 
ELEANOR 


DQARDMAN 


Tempest 
of Action 


and 


Romance' 


Riploy and 


Others 


JACOBSON'S 
S2B Ho. Appleton Bt, 


CLEARANCE 
SALE 


SHIRTS 


These fill the exactta* 


man's demand of what a 
good shirt should be. 7 but- 
ton front. Collar attached. 
Regular $1.69 value. 


$1.00 


Blue Chambray 


Work Shirts 


O.at Style — and made 


to resist hard wear. 


69c 


Men's Combed Yarn 


Union Suits 
are Offered to You 


at Only 
69c 


Sizes 36 to 48 
Short Sleeves 
Ankle Length 


Men's Athletic 


Union Suits 


49c a"J 75c 


Men's Hose 


Rayon, Fancy 


Checks and 


Stripes 


19c " 50c 


Work Trousers 
$]_ and SI .50 


Dress Trousers 
$1.98 to $2.98 


APPLKTON'S POPULAR PRICED SHOWHOUSE 


Matinees 
1:15 & 3-30 
1:15 & 3-30 
"I""* W 
W I II 1 W""^ 
I5c ELITE 


Last Times 


— TODAY — 


Constance 
BENNETT 


in 


"Sin 


Takes A 
Holiday" 


with 


Kenneth 


MacKcnna 


Evenings 
7 ana 9 
25c 


— TOMORROW and SUNDAY — 


Buck Jones 


THE KING OP ACTION 


In the best role of bt« 
career. 
You'll never 


forget the thrills — the 


,) 
stunts, the 
great ro- 


mance — and the furi- 
ous finish — 
eonce 


Coming Monday—Jcanotte MncUonaJd in "Oh, For a Man" 


GRAND OPENING 


SATURDAY and SUNDAY 


GREATEST SEASON OF ALL! 


Waverly Beach 


A P P L E T O N 


SATURDAY-DOC. WILSON 


SUNDAY — 


LOUISIANA RED DEVILS 


r- 


Hottest Colored Band in the South 


THEY SINCJ — THEY DANCE — THEY CLOWN1 


FREE 


Bathing: Beach1 


All Cars Parked 


and Watched 


Our First Sensational Feature Coming in June 


BEN BERNIE 


and his Orchestra 


Direct From the New Colfege Inn, 


"The Old 
Maestro" 


1FWSP4P&R! 


Fnday Evening May 1, 1931 


MINISTERS 


AT MEETING IN 


Annual Conference of Dis- 


trict Lutheran Group Is 


Held for. Two Days 


*-?t 
•" - 


•j 
(Special to Post-Crescent) • 


..,1 Clintonville — The Central Wis- 


' *jcbnsln District conference of 
the 


SOhlo Lutheran synod -was held at 
?th« 'Christus church In this , city 


sday and "Wednesday, April 28 
29. About 
40 ministers were 


, present for the gathering. A public 
^service took place Tuesday evening 
rat^vhich President 1C A. Hoessel of 
^Milwaukee delivered 
the 
sermon. 


"• The'Rev. Theodore Marth of Apple- 
3^, .ton assisted jn the services. Sey- 
C'-jtnour was chosen as the meeting 


for tlio next.conference which 
be held next fall. 
.They are 


twice^ yearly. Visiting pastors 


; were entertained at the homes of 


members of the congrega- 


•while here. Dinners and sup- 


"?:apers wers served in the church par- 
yjcrs by the Ladies Aid society. 
r*>,Mr. and Mis. E. B. Larson enter- 


fa L^tatoed at dinner "Wednesday evening 
,ln honor of their nephew, Keith Lar- 
son, the occasion being his seven- 


*i",' teenth ,blrthday anniversary— Covers 


laid for eight, including, Mrs. 


''[ Ethel Larson-^ Mrs. Delia Fritzen, 


Flapper Fanny Says WEYAUWEGA CLUB 


NAMES OFFICERS 


FOB COMING YEAR 


Oscar Weisman Is Electee 


President of Lions Organ- 


", ization 


Williams, Korman and 


Rosnow. 


£ A group of Clint«ivllle 
Lions 


"drove to - Birnamwood "Wednesday 


1"^ evening where they attended char- 


ter night. A dinner TS as served and 
was followed by a program and 
dancing-. About 65 were present for 
the occasion including Lions club"! 
'.from "Wittenberg, Antigo, Wausau, 
• Shawanp and Weyauwega. 
Those 


went from here were Mr. and 


Many girls are turning over a -new 


leaf when 
nlglits. 
they , stay at 
home 


Paul Fischer, Mr. and 


* Charles Bockhaus, 
Mr. 
and -Mrs. 


nJ?aul Dekaiske, E. Van 
Houklem, 


"Frederick Gansen, Kenneth Spear- 


r ^'"Bi-aker-and Miss Marcella Meilke. 


'At the regular noon luncheon of 


"the Lions club held Wednesday at 
"the Hotel Marson, Mildred Christian- 


£K,eon and Dorothy Carter, students of 
£fy the Clintonville high school, spoke 
Si^f their declamations which won places 


the recent contests. 


Wednesday evening. May 6, 


•will be ladies night at tne club 
-house on Long Lake. A dinner .will 
r toe'.followed by some entertainment 


ULLERICH HOUSE 


DAMAGED BY FIRE 


Rear Wing of Building Scene 


of Blaze Thursday After- 
noon" 
. 


:rthe evening. 


^About 75 were present at the Odd 
fellow 
hall 
Wednesday 
evening 


. "the Rebekahs entertained the 


If/-^ pad Fellows In honor of their anni- 


Music and games furnished 


the first part of the 


>^v evening. Prizes In games -nere won 
~ 
~ 
J. B. demons and Martin 


Dancing and 
refreshments 


JW" concluded the program. Committees 
gfs- iu charge were: Mrs, Louis Johnson, 
/ js- (Mrs. John Elsbury, Miss Nell Kues- 
Sjp ter" and Miss Lulu Freeborn, enter- 
|J-r talnment; Mrs. W. D. Holmes, Mrs. 
l%s.' C.( Johnson, Miss Emily" Hangart- 
:*£• Tier and "William Heldke, lunch. 


^EDUCATIONAL GROUP 
^;, 
TO CONVENE MAY 9 


*£> -.' \Speclal to Post-Crescent 


New London—The annual conven- 


bf the "Waupaca-co Christian 
Educational association will be held 
-Saturday, May 9, at the Weyauwe- 
,ga. Methodise church. The program 
follows: 
- 3:45—Registration. 
' • 10^—Devotions led by the Rev. 
Lyle Stevenson. Song by the prim- 


department. 
^- 
- 10:20 — "The Part the Churcl 


tW * School has in Building Christian 
fte _ Character," Prof. G. E. 
Watson 


*£& Special music. Appointment of com 


Special to Post-Crescent 


New London—Fire originating in 


an-attic at the residence of Milton 
Ull&rich, 603 Dorr-st, was discover-, 
ed at about 3 o'clock Thursday af- 
ternoon. The' room, located iri the 
rear0wing o£ the house, had -been 
thoroughly overhauled and cleaned 
during the morning and it is bel^ev- 
ed that crossed wires may have 
caused_the blaze. 
The wing was 


practically demolished, much ' dam- 
age being done to plaster and walls. 
Firemen kept the flames from spread- 
ing to the front of the house., so 
that the flames only broke through 
a part of thd upright portion. 


Neighbors" assisted 
in removing 


furniture from the house, thpugh 
nothing was saved from 'the attic. 
No! definite estimate of the damage 
was available.' Remodeling will be 
necessary before the family can re- 
turn to live In -It.- . 
-i ' 


CHILD WELFARE CENTER" 


IN SESSIOITNEXT WEEK 


Special to Post-Crescent; 


New London—The monthly' meet- 


Ing of the child welfare center will 
be held here next Wednesday.' Dr. 
Eleanor Hutchinson, 'staff physician 
of the bureau of child welfare, will 
conduct the cenler in~this city and 
also those in Clintonville, Waupaca 
and lola on May 6, 7 and 8. 
Hazel Barton, Waupaca-co, 
Miss Loretta Rice, city and 


Mrs. 


•nurse, 
^school 


nurse, and members 
of the New 


London Civic Improvement league 
will assist. Mothers wjth children 
of preschool age, .as well as prenatal 
cases, are invited to rthe sessions. 
Mothers are urged to bring their 
children in early, .during the morn- 
Ing hours if possible. Examinations 
will be conducted- from 3, until,, 12 
and. from 1 until 4:30 in tiio aftcr- 


,11 — Departmental conferences, 


Children's division, Mrs. Max Ste'ig 
Tpresiding. Touns People's division 
C. ~R. Holman. 


f 12—Luncheon served by tho Wey 
autvega ladles. s 
1—Devotions led by tbe Rev. G. 
K. Doody. 


„ 1^15—sBuslness 
session. 
Reports 


X ' "Who's •n ho. Offering 
and special 


2:15—"The Place of the Adult In 


the Church School," the Rev. A. W. 
Sneesby. 


2.45 — "Relation of the Church 


School to the Couununity," the llev. 
M. J. 
Goidanlei. Congregational 
singing-. 


3—"Building For Tomorrow," by 
the Rev E. T. Soper. 
NEW LONDON PERSONALS 


Special to Post-Crescent ' 


New London — David Vanderveer 


* 
and George Rihbany left, to^ay for 


, -_Lily where they will fish for trout.- 
i 
Mrs. S. E. Therens and Mrs.' Leon- 


^ ara McGregor accompanied .Mrs. 
,. 
Nora K. Palmer to her home -in 


- ^ Fond du. Lac on Thursday . 


Mrs. Louis Abraham. Is spending 


the week In Milwaukee, where she is 


• * guest of her daughter, Vivian, . a 
student at Downer college. She-will 
return Monday. 
• ! 


Rev. and Mrs Walter 
Pa'nkow 


have announced the birth of a daugh- 
ter, born on Saturday. 


Mr. and Mrs. Ray Lehman ; are 


.parents .of a daughter born on Tues- 
day. 
. 
- . - , • - 


BREAKSTONES TO OPEN 
, STORE IN NEW LONDON 


4"> 
Special to Post-Ciei-:eut 


New London — A new merchant- 


11« ««tabhshment will be opened on 
May i^, In the "Wright building jn 
N. Water-st. The proprietors' will 
b« Mrs. Lena Breakstone and her 
,»)n, Julian Breakstone, -ft ho left til's 
' City some months ago to open a 
1 store Sn'Clintonvllle. 
/ The etore in which they will rses- 
.tablfsh business Is located near the 
i Atlantic and Pacific stole on the 


mouth side of N. \Vater-st. 
• . . ' . . • ' 


IfpEMETERY ASSOCJATION 


JO MEET NEXT FRIDAY 


'New Ixmelon — To decide on mv 


•< proveroents, membeis of the North- 


S,^lport-Ostrander cemetery association 


meet at two Norlhport hall 


evening, May 8. Of fleers In- 
Stuart Smiley, presidpnt; John 


1*8, treasurer; and Fred Larsen, 


DR. LOUIS SCHALLER, 


WEDS MILWAUKEE GIRL 


Special to Post-Crescent 


New London — Miss 
Gertrude 


Franks, daughter o£ Mr. and M.-s. 
Henry Franke, Milwa.kee, and Dr. 
Louis Schaller, son of Mrs. Barbara 
.Schaller.of this city, were married 
Thursday morning by the Rev. Otto 
Kolbe, at the Most' Precious Blood 
Catholic 
church. Tho attendants 


.were Miss Ann Schaller, sister, of the 
:STbom,-and William H. Knapstelu; a 
cou&In of thu groom. Following- Uie 
ceremony a wedding breakfast was 
served at the Elwood hotel, for the 
bridal party. After a short'wedding 
.trip Or. and Mrs. Schaller will make 
their home'in.Milwaukee. 
BUYS PARTNERSHIP IN 


KARUHN BARBERSHOP 
Special to -Post-Crescent 


New London—John Baker has pur- 


chased a partnership in the barber- 
shop formerly known as the Maney- 
Karuhn establishment.' Mr. Baker 
has taken over tho share ot Elmer 
Maney. . . . . 


(Special to Post-Crescent) 


Weyauwega—Oscar Weisman was 


elected -president of the Lions club 
at the weekly meeting at the H'oto 
Marlyn. Other officers elected were 
Pat Averill, E. .Bratz and N;.. Jar 
dine; xice presidents; I. Sader of Fre 
mont, lion tamer and W. Nienhaus 
tail twister. 


The outstanding project before the 


club now is .the restoration of the 
fish pond on the Andrew,Meikeljohn 
farm, • The fountain fed pond Is-to 
b<-. cleaned and replenished with- var- 
ious sorts of fish. 


Llonell Minton 'had hte .foot In- 


jured when a rail fell on it while he 
was working with a section crew 
on the Soo line tracks. 


Miss-'Anita Roloff:and Mrs. Geo. 


Hairs' entertained the 
Kensington 


club at a dinner followed by bridge 
at. the .home of the former Monday 
evening. Prizes were awarded Mrs. 
-F.-Bauer and Mrs.-G.-Clagsonl 


.The high school baseball team has 


played^ two, games already this sea. 
son. * On Friday afternoon.Manawa 
won from Weyauwega on the local 
diamond, 2-0; and on Tuesday after. 
noon 'Weyauwega • won at Amherst 
1-0. 


.Miss Dorothea Dobbins, Fremont; 


a student In'the Junior class In the 
local high school has been selected 
prom. queenv Arrangements for the 
prom, to be held In the high school 
gym, Saturday evening, May- 3, are 
underway. ' 
„ Elimination games are being play- 
ed among the athletes in tho local 
high school., to determine who will' 
represent the school in tennis games 
with teams from other schools. 


•Miss May Ruenger was surprised 


at the home of Mr. and Mrs. Leland 
Steiger Wednesday evening, the oc- 
casion being her birthday. Three ta- 
bles of bridge were In play, prizes 
were,,won by Miss Anita Roloff and 
May. Ruenger. 
^ 


The" ladles of the 
Presbyterian 


church 'entertained several' friends, 
including the choir at the H. 'J. 
Becher home Tuesday afternoon. 


.Mrs/ Myron _Mather entertained 


tiie^brldge club' at her home Wed- 
nesday evening. Prizes were won by 
Mrs. -E. Grier and 
Mrs. Norbert 


Alesch. 
" The village of 
Weyauwega has 


purchased a tract of land 20 by 30 
X^et of Roy Plowman In the east- 
era .section of the village for the 
purpose of digging a well to furnish 
pure water for the Weyauwega wa- 
terworks system. . The work Is be- 
ing done by the Fisher Well Diggers 
of Marathon\City. 
; 
Three test wells were dug by the 


Fisher Co. before the desired ca- 
pacity and force of water was ob- 
tained. 


The 
WeyauwegaJTremont 
Tele- 


phone cptnpany directory is complet- 
ed, ahd_~3vill' b.e, sent out tq^jjatrons 
May 1. About 200 'changes "have 
been made, according to Manager 
George Dobbins. 
- Mrs. .George Moody has returned 
from Houghton, Mich., where she 
has been caring for her son, David, 
a student "at Houghton .Tech, who 
has been'111 with pneumonia. 
' David accompanied his 
mother 


home and will remain ho-, to recup- 
erate. 
' . 


GUSTAV UNDOW 


DIES IN CHILE 


**! Former .Pioneer Resident of 


Forest Junction Dead in 
Clark-co 


PRING CLEANING IS WE"T)M& 
WHEN A WIFE Y/AMTS ,x 


HUSBAHD' TO BEAT iT/ 


PLAY FIRST LEAGUE 


GAMEAT SEYMOUR 
i 


licero, Seymour and Mor- 


gan Pastors Attend Con- 
ference at Clintonville 


Special,'to Post;Crescent 


Seymour—^.TJie first game of Outa- 


gamie County league will be played 


t Sunday at the fair grounds, 


Nichols against ' Seymour. 
Nichols 


ias secured^ Elmer Krahn for pitch- 
»r this year. , The game will start 
at'2:30. 
"- •'"- " 


The Rev. F. Proehl, of Cicero Lu- 


lieran church, "the "Rev. 
F. -H. 


Olilrogga of the' local church, and 
he Rev. F. R. Ohlrogge of Morgan 
eft Tuesday for Clintonville to at- 
end the central conference. 
A jiumber. of ,friends surprised 


Miss Lillian Baehler at her home 
donfiay nlsht, the 
occasion being 


er birthday. Three tables of bridge 
vere played, Miss Eleanor Michaells 
and Mrs. Charles Court winning the 
irizes. 


Miss Grace^ Slanshan • returned 


Jonday from Bellin Memorial hos- 
iltal, Green Bay,, where she'under- 
vent an operation. 


Mr. and Mrs. "Harry^Leatherberry 
.ttended the" funeral .of the later's 
ather at Milwaukee on Tuesday." - 


Miss Beatrice Dammon submitted 


u an operation for appendicitis on 
*uesday at the Saint Vincent ,Hos- 
'Hal. 
The Seymour high 'school Junior 
rom will,be held in tho auditorium 
n May 1. Tom,_Tetnple's orchestra 
as been engaged^ and, present plans 
all for some beautiful decorations. 
The Rev. Lorenz Knutzen and L. 


H. Tubbs were at Shawano Monday 


ttending the meeting of the Apple- 
on district -of the Methodist Epis- 
opal church. 
" 
', 


(Special'to Post-Cresssnt) 


Forest" Junction—Guste.v Llndow, 


75, pioneer resident of this locality 
died at ,hls home" at ChilJ, Clark- 
co, Thursday noon, according to in- 
formation received by relatives here. 
Death occurred after an. illness of 
several, months. 


Born on Dec. 8/1835, he sjpent his 
early years In pioneer farming' on 
the present Albert Frederich place, 
and after hia marriage'to Miss> Rose 
Jaensch in September, 1880, remov- 
ed from hero to the vicinity of Chili, 
where he was active In building tip 
what was then a new community. 


Besides; the widow, there s urvive 
three sons, Charles, Albert and Wil- 
liam G., of Chili; two 
daughters, 
Mrs, A. JB. Happe. Milwaukee, and 
Mrs. Edward Ott of Granton; seven 
brothers, John, William, Louis, Au- 
gust and Emil 'of Chill, • Ernest of 
Washington, D. C., and Fred of 
Milwaukee; and four sisters, Mrs. 
August Prust, Chili, Mrs. Herman 


j Luckow, Hilbert, Mrs. William Ma- 


th iebe and Mrs. Emil 
I-laberland, 


Brilhon. Burial takes place at Chili 
Sunday afternoon. 


A hearing on an application to lay 


out a new town road leading from 
the village will be given by the Bril- 
llori town board of supervisors here 
at 1:30 Monday afternoon. The ap- 
plication, joinc'd, In-by IS* landown- 
ers, petitions for the opening of an 
extension of Mill-st from l%s present 
terminal at the Keller blacksmith 
shop westward through lands of Ed- 
ward Freitag to the new highway 57. 
The "road is intended to provide a 
convenient entrance to the village 
durinK^and after the.construction of 
the overhead" crossing where 
the 


new Highways '10 and 57 will cross 
Ihj Northwestern railroad track one- 
quarter mile west of the village. 


ELIZABETH HAEN AND 


GEORGE TENNESEN WED 


Special to Post-Crescent 


Sherwood—At a wedding ,Wcd_n«s- 


day morning at ,St. Frances. church 
at Holland to w,n,Mlas, Elizabeth .Haen, 
daughter of Mra. Henry, Haen of. She- 
boygan, became the'bride of George 
Tennesen *of ;Ho!landtown, The Rev. 
Fr. Van'eselroy; parformed th« cere- 
mony. Little Luciana Haen of Kau- 
Xauna' acted,as flower girl, • Miss 
Amelia'Meyerhover of Darboy 
as 


bridesmaid and Elmer Tennesen of 
Hollandtown was groomsihanr A re- 
ception was held after the ceremony 
at the-hocne of the bride's sister; Mr. 
and Mrs. John Broeren of 'Forest 
.Tunction, where she made-ber'home. 
Over 50 relatives were entertained. 
In-the evening a wedding, dance was 
given In the hall at Little Chicago, 
with over 300 attending.. Burgs or- 
chestra of Kaukauna playing for the 
occasion. 


The bride" was well known in Sher- 


wood having worked here for 
the 


past three years. The couple -fe-iir re- 
side'on a farm four miles north of 
Sfierwood near Hollandtown. - 


Mr. and Mrs. John Broeren of For- 


est Junction entertained at a 630 
dinner on Thursday evening in hon- 
or of the bridal group. Guests were 
the bride and bridegroom, Mr. and 
Mrs. George Tennesen, Mrs. 
Mary 


Myerhover and daughter Amelia of 
Darboy, Mr. and a>lrs. John 
Haen 


and daughter Lucina, Kaukauna: 
Mrs. Edward Koutnick. Sherwood, 
Mr.' and Mrs. Raymond Jacobs, St. 
John: 'Miss Rosella Mickey. Forest 
Junction: Miss Marie Vandeloo, De- 
Pere, and Mrs. Henry Haen. Sheboy- 
gan. The diversions of the evening 
were'music-and "cards. 


The honor roll for the fifth period 


at Sacred Heart school includesAiiita 
Zahrlnffer, Elaine Schaefer, Dolores 
Schaefer, Helen Derfus, Celestine 
Scharer. Valeria Derfus. Rose Daun, 
Bernice Brantmeler, Marian Backes, 
Alma Sehreiner, Rita Otto, Helen 
Quella, George Mueller, Eileen Bai- 
rn er. 


Award Medal To Mother , ; 


Of Wisconsin General 


MARION NINE LOSES - ; 


TO RQSHOLft 11 TO 3 


• 
Special to Post-Crescent 
. •'. 
• 


Marion—The Marion' high school 


baseball team went -to Rbsholt! Tues- 
day afternoon 
to 'play .. the third 


game of. the conference for this year 
and .was defeated by a score of 11 
to 3. 


The Luther league of St. John 


ANNOUNCE ATTENDANCE' 


RECORDS AT SCHOOL 
Special to Post-Crescent 


Bear Creek— Tho following had 


perfect attendance records! for the 
fifth period af St. Mary school: 


First grade—Raymond Mora vie, 
Second griide—Virginia Dempscy, 


:Rlta Lorge, [Vivian Lorge,- Ralph 
Hurley, •, Ralph Norder • and 
John 


Mora vie. 


Third grade—Grace Alberts, Vera 


Jepson, Frances Lowney, Loraine 
Malilet,, Jean Long, Helen' Tyrrell, 
Glen Tyrrell, 
Victor Babiiio 
and 


Nathan .Wied. 


Foui-th grade—Ramona Bessette, 


Rita Norder, 'Doloris Quinn, -Alice 
Sullivan, 
Gerard- Flanagan, Earl 


Lorgo, Robert Norder. and •. Elvln 
Norder. 


Fifth grade—Monica Bessette, Hel- - 


PLAN BACCALAUREATE > 


SERViCES.AT SHlOGTON 


Spaclal to Post-Crescent 


Shiocton — Baccalaureatte services 


for the Senior class of 1931-will be 
conducted Sunday evening May 10 
at the CongregatlonaLchurch by the 
Rev. Robert BJack. 


The class consists of the following 


members: Beatrice Berber, 
Glen 


Barker. 
Charlotte 
Battes, 
Carl 


Brandt, Charles 
DeLong. 
Gordon 


Durkee Gertrude Luts, Tim Main, 
Evelyn McCulIy. Elma Meier, Rus- 
sell pmholt, Phil Palmer, Jeanette 
'Puls, ^Evelyn Aoussean" Walter Saw- 
yer, Marjorle Sykcs, Mary Thomp- 
son, 
Kathryn. Thorp, Chester' Van 


Horn, Ruth Suehlke. 


Among those from Shlocton who 


•attended, the- funeral services ,of Miss 
Nina Palmer,. 24, at New.\London 
Tuesday were: Mrs. By Palmer,. How- 
ard Palmer. . daughter, Edith, :arid' 
soils, Phil'and Herbert, OVIr. and Mra. 
Bert Thompson,. Mr. and Mrs. Homer 
Thompson. Mr. 
and :Mrs. 
Louis 


Booth, Mr.. an.'d, Mrs.- William Steeds, 
Mr. and Mrs.. Desmond Steede, Mr. 
and. , Mrs. . Richard Hause; Mrs. Del- 
b'crt Sch wand t, and Cone Darling. 


HOLD LAST.RITES FOR 


HERMAN SCHMIDT, DALE 


(Special to Post-Crescent) 


Dale — Funeral services for Her- 


man Schmidt were 'held at St. Paul 
.Lutheran' church.JWednesday after- 
noon. Bearers were .nephews, Har- 
old Spiegel, Chester Brehmer," Alfred 
l.uedtke, Walter Seller Elmer 
and 


Hairy Spiegelberg. Among the out 
of town relatives TV ho attended were 
Mr. and Mrs. John,Busser, Mr. and 
T\Trs. Leo Busser Wittenberg; Paul 
Selle and' family, Neenah; Herman 
Leila and family, Albert, Mr.. and 
Mrs. August Krenke, 
Mrs/ H. 


S'ielke, Mr. and Mrs. J.' Droeger, 
Mrs.-H. Sehinert, Mrs. O. Kasker, 
Titrs. A. Zesch, 
Oshkosh; Charles 


Wussow and family. "Mr. and'Mrs. 
J Bubholtz, Arthur Tescb^and fam- 
ily, Mrs.- H. Tesch, Mra. Barney 
Feuster, Se'ymour; Mr. and 
Mrs. 
H.' Hannenan, 'Mr. and Mrs. Paul 
Hannenan, 
Winneconne; 
Willianl 


Kling and .family, Albert Muenster", 


•. and Mrs! H. Helms and family. 


WEYAUWEGA SENIORS 


SELECT CLASS PLAY 
Special to Post-Crescent 


Weyauwega—"A Lucky Break" Is 


the title of the 
three-act 
comedy 


chosen by the senior class of 
the 


local high school for the class play 
to be presented in th& school audi- 
torium on May ^ under the direc- 
tion of the Misses Lautenbach and 
Larson. 


A 40-piece band 
from the local 


high school will Compete in Class C 
in the school band contests- at Men- 
aslia,~May 15 and IS. 


A 30-piece band composed of high 


school pupils under the direction of 
Albert Schlqenes will play at 
the 


District Lions club meeting at Osh- 
kosh, May IS. 


BY RUBI A. BLACK 


(Po«t-Cre«ceiit Washington Bureau; 


of Staff, Gen 


eral Douglas MacArthur, who was 
appointed to West -Point from' Wis 
consin, had a rather difficult six 
somewhat embarrassing task set'for 
him Tuesday evening by his mother 
Because she was .ill, -she sent her sol 
dier son to the.'diijner of the-Daugh 
ters of 1812 to receive a meda: 
awarded to her for being: his mother, 


The" Daughters, of 1S12, who closed 


their meeting here Wednesday award 
ed two small gold medals In-"recog- 
nition ot motherhood." One went to 
Mrs. Mary.-..-P. .Hardy. / MacArthur, 
much more familiarly known In 
Washington as Mrs. Arthur Mac Ar- 
thur, widow ot the.famous-Philippme 
campaigner, General MacArthur, and 
mother of two "soldier sons. Gene al 
Douglas MacArthur and Captain Ar- 
thur MacArthur Jr. The other med- 
al was presented to Mrs, Eleanor 
Boiling Flood Byrd, mother^ of the 
famous explorer, Admiral Eyrd, and 
namesake.of his ship, ,the " Eleanor 
Boiling, which rendered such valiant 
service in his recent journey to Little 
America. 


Born in Virginia,, but from 
the 


time of "her marriage^ living- here, 
-there, and everywhere !'as befits an 
Army wife, Mrs. MacArthur has al- 
ways loved Wisconsin. She Teturned 
there whenever, possible, and 
after 


her husband's retirement from the 
Army, they lived in Milwaukee. After 


SCIENCE'S FOUR STEPS 


Angeles — The four "great land- 


marks of science which mark _ Its 
forward progress are, according to 
Prof. Albert St. John, astronomer 
of Mt. Wilson observatory, the fol- 
lowing: The Copernlcan system deal- 
ing with the relationship of .sun- and 
Planets; Sir Isaac" Newton's law of 
gravitation; the theory of exolution 
by Darwin and Wallace, and Prof. 
Albert Einstein's theory of relativ- 
ity. 


Mrs: Albert 
Wussow > and 


daughter, 
Seymour, 
v and 
friends 


from Tigerton, Appleton, Oshkosh 
and, Caledonia. 
*,Mrs.'Nell Balllet 
has 
returned 


from Mercy hospital at O&hkosh. 
- Mr. and Mrs. Anton Sommer, and 
Mrs. P. Phiilppl attended the funer- 
uljOf Mrs. Frank Riedl at Shlocton 
ouu Tuesday. 


?Mrs: 'Lena Lapp was /given• a1' sur- 


prise party on her birthday Wednes- 
day evening by Mr. and Mrs. Chris 
Fahle,y and daughter," Mr. and Mrs. 
Donald Lo!pp and children of Hor- 
tonyilhv.'Mr: :and Mrs. .George Lapp 
and children and "Mr; and Mrs.'vAu- 
gust Grossman of Dale. 


There will be-services at St.-Paul 


Lutheran ? church - at 7:30 Sunday 
evening. They will be conducted by 
tho Rev. TV Rcier of Waupaca. 


GREATER 'LOVE HATH— 


Hammond, Ind.—Thsre^are moth- 


er-In-laws * and mother-In-laws, 
but 


Emmett Jaynes thinks, his Is the 
best. He was called upon to choose 
between his life and hers recently 
«lien his car stalled on a railroad-. 
With a train rushing toward him, 
Jie got out and succeeded In push- 
ing the car and his mother-in-law 
-oft;1 the-tracks-before the train hit 
him. He escaped with Injuries from 
whicli he will recover. ' 


55 A KISS 


London— William James Billing- 


hurst 'kissed ' Vera Downer, twice, 
but the kisses cost him ?10. Bllling- 
hurs>t, aged -50, :found the girl alone 
and placed1 the two smacks-forcibly 
on her rosebud mouth. Vera scream- 
ed and then fled. Later she brought 
court action against him and he 
was fined ?10. 


General MacArthur's death, she cam* 
to Washington and made her 
•with her son and daughter-in-law, ' 
Captain and Mrs. Arthur MacArthur, 
Jr- 
- 
•" " . ' 
When General Douglas MacArthur- 


was appointed chief of 
staff 
and- 


came here from Manila, taking "a 
swing about the circle on his 'way. 
Mrs. MacArthur moved bag and bag- 
gags out to her son's headquarters at 
Fort Myer and became his hostess. ' - 


Tuesday evening, she was too ill 


lo leave Fort Myer and come to the 
Tv'illard hotel to be honored for her 
mothering of soldier sons in 
forts 


and encampments throughout the 
country. So General Douglas MacAr- 
thur, the youngest chief of staff, the- 
"D'Artagan of the Army" listened lo 
praise of his deeds and achievements 
and "would probably have preferred 
another war. He listened to applause 
for his mother and joined 'heartily in 
It. 


General MacArthur' was 37 years . 


bid during the World war in which 
he showed his courage and.fighting 
ability at its height. He organized 
and named the Rainbow Division, 
claims that It won the war, and to 
this day, declares that It is "the pride 
of his heart. 


Mrs. Byrd attended the dinner . 


meeting and personally i-ecelved her 
medal. 
" 
• 


No One Loves A 
Skinny Woman 


Tired, thin, aenemic, pepless wo- 


men can now gain immediate at- 
tractiveness. Men, too, gain weight 
and strength. Doctors are amazed 
at the results obtained from newly 
discovered 
"Vitamins B, C,and D 


vhich add pep and weight imme- 
diately feeding the body essentials 
so necessary for 
existence, which 


modern-day food lacks. 


The I. S. Johnson Laboratories, 
iharmacists for' over 110 years, af- 
er years of experimentation", have 
:or the first time combined .Ihese 
"itaniins 
in Vitaminized Vitales 


tablets, guaranteed to add" three 
)onnds in seven days, or no pay, at 
'robst Pharmacy, 504 W. - College 
Vve., Voigt's Drug'Store, 13 4. B. Col- 
ege Ave. 
_ Adv. , '- 


There are at least 60 stars to 


every man, woman and,child, on 
the earth. 


MOTHERS' DAY — May 10 


Mother -will appreciate a box of • 
OAKS9 


PURE CHOCOLATES 


Special Mothers' Day Wrappings. Order Early. Mail Early; ' 
OAKS CANDY SHOP 
- 
One Store Only — Next to Hotel Appleton 


SPACE TKAVEL: " 


Moscow— Within _ the next century 
' 
" 


church sponsored a 
picture show 


and candy sale at the .For Opera 
house Tuesday .evening. 


Mr. and Mrs. E. E. Kamsdell re- 


turned from . Eau'. Claire"- Tuesday 
afte.rnoon. They...had_ been at their 
son's'hoinia in that city for the past 
three weeks., 
. . . . . 


There- was a meeting of the offi- 


cers of-the St. John church Wednes- 
day and it was decided to sell the 
lots where the old church stood on 
Waupaca-st .to the highest bidder. 
It was also decided ;to not build the 
new side walk at the new church 
until • after planting time. 
, - ' 


DISCONTINUE SECTION 


WORK CREW AT MEDINA 


(Special to Post-Crescent) 
. ' 


Medina — Mrs. Harold Ashci-oft is 


at Minneapolis :\vhere she submitted 
to an operation. 
': . 
; 


Word haa been received here of the 


?irth • of a; son 'to -Mr. and Mrs, 
N'athan Piancy of Chicago. 
Mrs. 


Placey was formerly Miss Mae An- 
derson and resided -Ihe'rc for several 
years. .- ,1, . 
• 
'• . 
. ' . . , • 


The Chicago Northwestern vail- 


road 'has discontinued the section at 
Medina, taking effect May 1. 
The 


Hortoriville crew 
lalce "over, the 


work of the Medina crew, Mike. Les- 
selyong, forewan o£ the crew here 


en Lorge-,-. Prlscilla; Ritchie,, jDorothy 
Eoberts, Monica Thomas, 
Helen 


Yduns, William McDonald and Kos- 
er:'Kebman. 
. Sixth grade—Herman Bablno, Leo 
Bash, - Charles Gough, .Gordon -Mal- 
lietj Eunice Bablno, Loraine Monty 
and'-Dorotliy; Orr. 


..Seventh .rg-rade.r—Edwin O'Connor, 


Janpes1 • Quln'n.r- Gladya;; Brlc'cb, --Irene 
•Briccp, -Mary; Flanney'• and 'Loretta 
Lorse. 
' 
. 
. 
. 


-Eishth. grade: — , Irene 
Ritchie, 


Grace Malilet and Cecil Smith. 


•The" following -named were enter- 


tained at- the homo "of; Mr.-and Mrs. 
Henry Russ' Sunday: Mr. and Mrs. 
Henry Danielson and Angellne Jas- 
pers"of Ripon; Mr. and Mrs. Arthur 
Relnko and family o£ tho town of 
Lebanon, :.Mrs:" 'Dan- -Neely 
and 


daughters,; Agnes, Ellen and Flor- 
ence, of the town of: Bear Creek. 


"Relatives' and neighbors^ surprised 


Mr. and Mrs. "Will Phillips'of the 
town of Deer Creek at their.home 
Friday , ev'enins ,to celebrate ; their 
silver, wedding.. The tlino was spent 
visiting and 
lunch was 
served. 


Those who attened. were: Mr. and 
Mrs. Joseph Kaiser and family of 
Clintonviue, . Mr. - and Mrs. " John 
Phillips, Mr., and Mrs. Harry Phillips 
and daughter, Mildred, Miv and. Mrs. 
C. P. Duo, Mr. and Mrs. A. J. Due 
and daughter, M^ary, Mr. and Mrs. 
T. C. Due, Mr. and Mrs.'C. M. Due 
and son, Leonard, Mr. and Mrs. -Ar- 
thur Doedos and daughter,- Mra. Bes- 
sie Jenkln and sons, Thornas. and 
Dean, - Mrs.; H. -E.. Anderson 
and 


sons, Mr. and , Mrs.-Oliver' Nlolson, 
arid sons, Mr. and Mrs.-E. Richar^l- 
son' and daughter, Lucille and " J*p- 
seph'Babino.' 
' 


A son was born last Saturday to 


Mr. and Mrs. James: Flanagan of 
the town of Bear Cdeek. 
. 


has served on-this, section for the 
past 2S years. . 


About eighteen members of the. 


Home Economic clubs ,o£ Greenville 
and Medina-met. at ah open meeting 
a t - t h e - h o m e ' of Mrs. A. E. Cooper 
a' Medina last • Wednesday, 
x 


_ 


.'will: be" dodging ..one an- 


other's space ships out millions .of 
miles' from the" earth's surface, if 
the 'prediction of Prof. 'V^' V. Stratb- 
now proves true. He thinks that" .'the 
problem, of ^Interplanetary ^communi- 
cation is in the same:status as^avia5- 
tipn; was 35 years. ago. He believes 
that the development of :the forme'r 
.will go along as fast as -that of the 
•latter. 
-X:. 
."" 
•';...-. 
•• - 
• 


PARTY IS GIVEN AT 


LEEMAN RESIDENCE 


(Special-to . Post-Crescent) 


Ireehian—Mrs. Richard Nelson en- 


tertained a" number.of 'girls at her 
home Saturday afternoon for her 
daughter Helen, "whose1.tenth:.birth- 
day, was -on ;that day. 


•Gilberta.'Hanson,.. a.pupil.' at the. 


Oakland school "is confined to her 
bohje^with an attack of appendicitis. 


Town of Maine and Bovlna played 


baseball . Sunday 
afternoon. 
'The 


score was 16 .to 14, a victory' for 
town of Maine. 


-A dance will be given at the town 


halli of i, Maine Saturday evening for 
tlio graduates of the Sunset school. 
The money will be 
used .for . the 


Washington trip. 
• 
• • • • " • • 


.Miss Thelma Bessette of Shlocton 


is;employed at the Eli'Guyette.:home.. 


Money Saving 


Specials for Saturday 


—at the— 


[STORE 


116 E. College Ave. 


Women's Advance 


Summer Styles 


WOMEN THE WHOLE fORLD 


wear the latest clothes 
•with siich stunning effects. For 
every woman-within this charmed 
circle .there are thousands diet- 
ing to achieve such a figure.- 


Some succeed. But too many. 
pay the penalty. Weight may 
]be lost nut' yeara of age are 
often added. The .skin becomes 
Hallow. The eyes tired. Energy 
js lost. 
; 


Tlie idiot that produces such 
ttnhappy results f recently lacks 
loughagc. 
• 


Kellogg's Aii-BuAN in a re- 
ducing diet Iielpg you keep fit. 


1 AUr-BRAX docs not add fat 
to the'body. But Its abundant 
bulk relieves and prevents in- 
ternal congestion safely, and it 
contains iron to color cheeks and 
help Prevent dietary -anemia. 
Made by Eellogg in Battle Creek, 


Every BafJr in 
Up-to-tue-sninute 


Styles 


69c Boys9 


Tennis 


Shoes 


ALL-BRAN 


/ALL 
SIZES 


Children's Sandals 


Tan 


All Sires . 
to 'largo 3 


Misses Novelty 
Slippers 


All Sizes 


to Largo 2 


Men's Dress and Sport 
OXFORDS 
Black, Tan, in 
All Sizes. Tou 
Will,- Play hi 
Par in Tliesi 
$2.98 
All 
Sizes; 


SPECIAL! 


MEN'S SOX 


pair 
•OO 


Men's Better Grade 
WORK SHOES 


Horseliide 
Leather ' 


Specially Built 
For Farm Work 
$298 


SFAFI RI 


- , 
» £ i" : 


,V f 
• 
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SLEEPY VILLAGE 
L IS HOLLYWOOD OF 


GREAT BRITAIN 


Production of English Films, 
- However, Is Progressing 


Slowly 


Elsiree, England —(/P)— It may 


not be Hollywood, but it's our town! 
- More, or less, that is the British 
film critic's view of Elstree, Eng- 
land's hope In the movie Industry. 
Fans are not all agreed on the sub- 
ject either. 


And Elstree is no Hollywood. It 


is a sleepy English village, 12 miles 
northwest of London. 


Its streets give off the 
curious 


morning echoes that 
mark, euch 


places 
when, 
a_ stranger 
walks 


through them early in the day. The 
big film studios seem rude 
intru- 


ders with their bi-j^zen brick and 
Class faces. 


To reach filstree one takes a. lo- 


cal train out of London and gets off 
at a little old-fashioned station. 
There are no taxis' and it is a wet- 
tish half-mile trudge up the road to 
.the plant of the British Internation- 
al Pictures, the "big shot" company. 


Part of the way there is no side- 


walk, so the trudger perforce takes 
to the road. 
: 
Commute Backwards 


There is no gay film colony here. 


The company puts no stars under 
"contract. It recruits for each pie- 
, ture, mostly from the London stage, 


and the players communte 
back- 


wards, from and to the big town. 


The studios themselves—-there are 


lime linked 
together—are 
almost 


new.. The company began -opera- 
tions"' only three years ago and has 
been making talkies for only a year. 


England lias half a dozen other 


film concerns, but they are less Im- 
portant and a big merger has been 
'rumored. 


At the outset "BIP" burned its 


fingers and since 
then lias 
been 


making haste slowly. It got under- 
way fast enough and got a. lot of 
silent films ready. 


Then the talkies burst upon the 


cinema business' and the- new films 
•were worthless. Operations ceased 
\mttt the company, after a cautious 


Ex-Convict Begins Life Anew 


"We're beginning life all over," says Mr. and Mrs. Frank Preston of 


St. Ixjuis, shown here -with the pardon that Governor White of Ohio 
Si-anted him "because he led a successful and exemplary life during the 
i2 years between the time he escaped from~an Ohio prison and was re- 
captured in St. Louis. After his escape, Preston married, reared a 
family, lived respectably and prospered. 
May Offers 
Continuous 


Round Of Important Dates 


Strating -with May baskets today 


the month of May will be one con 
tinuous round of events and import 
ant dates. 


May 1 means the deadline on car 


licenses, the leashing of dogs 
for 


the summer months, the beginning 
of new terms for city officers, anc 


real. Then it started up" again 


60 For This Year 


Now it is "going full tilt. 
Las 


year 38 pictures were produced; fo 
this year 60 are planned. 


Nearing completion 
are- "Drey 


'> .ius," starring Cednc Hardwicke an 


BeatrJce Thompson, and 
"Bride 


groom's Widow?' with Gene Gerran 
and Muriel Angelus. 
/ 


Margot Grahame, who "made a 


success in "The Love Habit," 1 
working now in "Glamour," play 
ing opposite to 
versatile 
Sydnej 


Hicks Tvho -wrote, acts in andds as 


-_ aJsting in directing the picture.. 


i 
There is --a, good bit of emphasis 


upon how movie fans now can heai 


* 
their own English on the screen in 
place of "Americanisms,"" but as a 


, 
matter of fact the movie-goers hki 
ihe racy Yankee idiom and faster 


t 
film pace. "OK Chief" was a term 


} 
of "reproacttSJn teviewe'rs': columns 
but it has -proved a snappy come 
back for office boys,-and they love 


I 
it. 


''__ „ 
Americans In Enghuid 


British-made films, however, have 


-„ * an advantage by law over-American 
j; - competifors. Exhibitors must show 
I" ' fi per cent- British films this year 


the requirement wil 
cent. 
So American 


and by 1936 
teach 36 per 
companies are_ buying -theaters in 
England and'are -reported^ to be a» 
quiring interests 'in British studios, 


In the non-English field \he local 


industry expects, less trouble. It is 
a comparatively,'easy . matter to 
bring a foreign cast to Elstree. 
It 


is not so easy to transport one to 
Hollywood or even Long Island. 


~_ _ Trait, decided that the-" sound films, Kational Child Health day. 


There will be four conventions in 


the city during the month. 
The 


Green Bay association rally of the 
Baptist Toung- People's Union wil 
be held here May 9 and 10, and on 
May 11 and 13 there will be a dis- 
trict convention of the federation 
j£ -R omen's clubs. The Holy Kame 
rally of the Green Bay diocese wil 
be held Slay 31, and sometime during 
the middle of the- month the Fo.\ 
Kiver Valley Dental association will 
gather in Appleton. 


.Mothers day'•will be observed on 


•May 10, and Decoration Day on May 
30; - The 
commemoration of 
the 


Treaty of the Cedars^ between 
the 


Menominee Indians and the govern 
ment, will be on May 18, -when school 
children will be granted a half holi- 
day. The fireman's annual tall will 
be May 1C at the Cinderella. 
- High school activities,- outside of 
athletics," •nill include the informal 
high school band solo recitals 
at 


Lawrence conservatory on May 1, a 
lecture by Bob Briggs, humorist, at 
the -high school May 4, the annual 
Bolton-Roth- extemporaneous contest 
May 7, the activities banquet, May 
9, Advanced registration on May 13, 
the" "Fox" River Valley extemporan- 
eous contest m Green Bay May "14, 
and the state band tournament at 
Neenah May 15 and 16. 


3Iany College Parties 


A great many college formal and 


informal dances will be held during 
May., The.Keta Tau Alpha 
and 


Beta Phf Alpha formal dances TV ill 
be held on 
Saturday, the 
Delta 


Omicron and Kappa Alpha Theta 
dances on May 9, the Delta Gamma 
formal 
Phi Mu, and Sigma 
Phi 


Bpsilon formals and'the Phi Kappa 
Tau semi-formal on May 1C, the 
Beta Sigma Phi informal and Delta 
Cota formal on May 23, and the The- 
ta Phi formal on May 30. Other col- 
ego activities duiing the month will 
5e the election of staff officers for 
Lawrentian on May 5, the All-college 
>lay on May 15, the distribution of 
the Ariel, college yearbook, on 
the- 


same day 
and 
"final 
exarruntions 


tarting May 27. 
The high school tennis schedule is: 


Lawrence freshmen here, 
May 2; 


Keenah at Keenah, May 7; East 


reen Bay high at Appleton, May 


9; Neenah at'Appleton, May 14; Osh- 
•cosh at Appleton, 
May 1C; state 


tourney at Madison, May 23. The 
rack schedule is: relay carnival at 
Janitowoc, May 2; Mamtowoc 
and 


Oshkosh In Appleton, May 7; state 
meet in Madison, May 23. 


The Lawrence college track sched- 


ule is: btate colleges at Madison, 
May 2; Stevens Point teachers 
at 


Itevens Point, May 9; Beloit in Ap 
ileton. May 1C; state meet; big four, 
at Ripon, May 23; midwest meet at 


'edar Rapids, la., May 30. The ten- 


nis schedule: Carroll at Appleton. 
.lay 2; Ripon at Applfton, May 9, 
Beloit at Appleton, May 16; state 
meet at Ripon, May 23; midwest 
meet at Cedar Rar-'ds, May 30; The 
ennis schedule: Carroll at Appleton, 
fay 2; Ripon at Ripon, May 9; Ee- 
oit at Appleton, May 1C; and state 
meet at Ripon, May 23. 


Leagues Open Play 


The American Jsational and Fra- 


crnal sottball leagues will begin 
lay in Appleton Tuesday and play 
our games each week for th» re- 
mainder of the summer. Sunday the 


.ppleton Sport club and soccer team 


CROWD APPLAUDS AT 
CLOWN'S,FINALE—DEATH 


Warsaw—(5s)—Kibo was a 


and-there 'vvas something clownish 
even m~his death. 


Rightly his "name was Richard 


Mantsbach, born 61 years ago In Bel- 
gium. 


For 45 years Ribo had smiled his 


painted smile and taken the falls. 
So he was, doing in Warsaw with 
his pet goat. 


On the last night the goat butted 


him unexpectedly. Kibo fell with a 
peculiar "cry-'so comic that tho audi- 
ence stormed its, applause. His son, 
sensing a miscue, siviEtly carried his 
father to the circus doctor. 


Out ^front the goat trotted about 


the stage while the audience called 
for Ribo. - 


But Ribo had taken his last 


He was dead. 


DANISH AUTHORS SCORE 


- -AMERICAN COMPETITION 


Copenhagen—M3)—American "best 


sellers" are being "dumped" ou the 


. Danish literary market, say native 


novelists. 
' 


Even Danish authors of the "high- 


est repute complain that local pub- 
lishers refuge to buy their manu- 
scripts, preferring the cafer game 
of acquiring the Danish rights to 
American and British successes. 


These rights are sold at Jow prices, 


the American authors or their agents 
failing to realize that many books 
are sold in Denmark'in larger num- 
bers than in much bigger countries. 


The first census taken in England 


•was In 1S01. 


..WHIN IT RAiNf.iT POUM 


will play Oshkosh at the Third ward 
field and the Fox River-Valley soft- 
ball league will open its season with 
a game between Kew London and 
Appleton at Appleton. 
The Fox 


River valley baseball league 
"will 


open its season on May 10, with Ap- 
pleton playing at Kimberly. On" the 
same day the Badger baseball league 
schedule will begin, with the Apple- 
ton Pure Milks playing Little Chica- 
go, and 
the 
Lake "ttinnebago 


League, represented by the Koffke 
Fuels of Appleton, will start 
their 


season. On May 9, the high school 
track athletes from B and C class 
schools m tlie northeastern part of 
the state will gather in Appleton for 
the tournament \vhicli is prelimin- 
ary to the state tournament in Madi- 
son on May 23. 


Diamond King Dance, Fri., 


May 1st. Legion Hall, Little 
Chute. 


We Offer You the 
Highest Quality 
DAIRY 
.PRODUCTS 


You'll like the high quality 


of all our Dairy 
Products. 


Why not come up 3 outsell 
this weekend for jour supply 
of Dairy Products — and see 
tliis modern plant. 
-^ 


Cottage Cheese 
Milk 
Cream 
Buttermilk 
Cheese 
Butter 


You'll Like Our 


GUERNSEY MILK 


Outagamie Milk 


Produce Co. 


PHONE 5000 


1205 N. Mason St. 


Extra Special 


BUTTER 


FRESH CREAMERY19c 


(with $1.00 order) 


Pure Cane 
[SUGAR, 10 ibs. _ _ _ 
! (with $1.00 order of Fruit and 


i 
Vegetables) 


[ DELICIOUS; 
APPLES, 3 Jbs. 
APPLES, good eating- 


I and cooking, 
4 Ibs. for . . 
Juicy ORANGES, large 


I size' 
1 Q /» 
!doz 
JLOC 


. 
2 doz 
35c 


GRAPEFRUIT, medium 


I size, seedless, 
O CT ~ 


!6for . . . . . . . ^OC 
BANANAS, hard, yellow 


[ fruit, 


, 4 Ibs. for 


I Fresh STRAWBERRIES 


at Lowest Prices 


A No. 1 POTATOES, 
large size, good 
cookers, per bu. 


I Fresh Vegetables of All Kinds | 


AARON'S 
Fruit and Vegetable 


Market 


421 W. College Ave. 
Phone 3600-W 


FOR FREE DELIVERIES 


NO APPROVAL FOR 


WORLD PROGRAMS 


Relay System Gets Setback 


in Federal Radio Commis- 
sion Ruling 


Wasltlnston—Of)—Plans to pick up 


radio programs In all parts ot the 
•world and broadcast them on a com- 
mercial fcasls to llnteners with short- 
trave receivers have Incurred a set- 
back. 


Denial of the TVestiughouse com- 


pany's application, for removel o£ the 
experimental restr'ction on tho relay 
broadcasting of WSXIC has been re- 
commended by Ellis A. Tost, chief 


Here's What 
SCHABO'S 
Offer You i - - 
Meat that is pure and 
wholesome and superior 
in flavor, tenderness and 
proportion of good, solid 
meat to the weight. 


This Weekend 
We Suggest 


Chickens 
Choice Beef 
Tender Pork 
Veal 
Sausage 
Fresh Vegetables 
— We Deliver — 
Schabo 


& CO. 


Meat Markets 
1016 N. Oneida St. 


Phone 3850 


301 E. Harrison St. 
Phone 3S51 


SPECIALS 
For Saturday 


VJEAL 
&TEW, 
Per Lb. ......IOC 


VEAL 
KOAST, 
Shoulder, Lb. . 


PORK 
ROAST, 
Lean, Per Lb.16o 


2 Lbs. 
PU11K 
LARD 


BEEF 
UOAST, 
Per Lb. 
FRESH VEGETABLES 
BOETTCHER 


BROS. 


<I7 N. Richmond StrMt 


TEL. 4470 — 4471 


Strawberries 


Fresh, per qt. . . 18c 
2 qts. for 
35c 


BANANAS, fancy, OfT » 
yellow, large, 4 Ibs. &tj\sm 
ORANGES, Florida, full of 
juice, seedless, 
/IQo 


GRAPEFRUIT, thin skin, 
seedless, good 
OK/> 


size, 6 for 
^SOC 


CUCUMBERS, 
9C« 


green, hard, S for tUtJ\^ 
ORANGES, California, 
Sunkist, 
2 doz 
APPLES, 
Delicious, 4 Ibs. ... 
APPLES, 
Winesaps, 4 Ibs. .. 
SWEET POTA- 
TOES, 3 Ibs 


29c 
29c 
25c 


BUTTEK,-fresh 
Creamery, Ib. 
Cane SUGAR, 
ID Ibs 
Fresh BREAD, 
1 Ib. loaf 


(Delivered with dollar 
order of Fruit or Veg- 
etables) 


49c 
05c 


05c 


ASPARAGUS, Frc&h, ten- 
der, 11^ Ib. 
9Kf* 


bunch 
£lt)\s 


CABBAGE, fresh, 
-I f\ 


solid, 3 Ibs 
JLUC 


RADISHES, fresli, AK«. 
hard, 2 bunches . 
PARSNIPS, 
per Il> 


6 Ibs 
23c 


GREEV ONIONS, Ar[-, 
per bunch 
UOO 


HEAD LETTUCE, -I r ~ 
soliii. 2 for 
JL<tjL 


SET ONIONS, ycl- OQ,, 
low and white, 4 Ib.s.-i-it/C 
POTATOES, 
KQo 
per bu. ... .... 9«/C/ 
A. GABRIEL 


Frnlt nitd Vegetable 


Market 


"Th* Dependable Marine" 
Photi* J44», 807 W. Col. A*. 
We Deliver Orders of 91M 


of Over 


examiner of the federal radio com- 
mission. 


Yost holds that programs broad- 


cast to ihort ftav* listeners would 
reach a 
comparatively email au- 


dienc. 


Relaying programs between the 


United State-s and other countries 
has been carried on experimentally 
by various stations at infrequent 
intervals. 


Yost contends that the popular 


demand for «. short wave service 
and development of the art does not 


yet warrant taking it out of the ex- 
perimental class. 


Licenses have been issued to 10 


companies, for experimental relay 
stations, and 23 out of J7 channels 
available for such service hnvo been 
assigned. 


Westinghouse lias been experiment- 


ing in short wave and relay broad- 
casting since 1922. The expense of 
operating the relay station from 1924 j 
to 1930, excluding program costs, was 
approximately $400,000. During 1930 
its transmitters operated an average 
of 405 hours a month. 


Fifty-seven applicants passed th« 


first examinations for entranco to 
th« state-controlled California nau- 
tiacl school. 


The Ohio State archaeological 


museum has on display an automo- 
bile built in 1S84, aome-14 years be-- 
fore autos came into general use. 


SUNKIST FRUIT STORE 
328 W. College Ave. 
Phone 233 


\Ve Deliver Orders of $1 and Over 


SPECIALS THIS SATURDAY! 


BUTTER, Fresh, 
creamery, Ib 


-(with 51 -order) 


APPLES, Delicious, 
4 Ibs 


Fancy WINESAPS, 
4 Ibs 


BANANAS, fancy 
yellow, 4 Ibs 
GRAPEFRUIT, 
seedless, 6 for ., , . 
ORANGES, Sunldst. 


STRAWBERRIES. 
fresh, qt 


3 qts. 


29c 
25c 
25c 
25c 
29c 
ISc 


HEAD LETTUCE. 
Icebcrjj, solid, 2 for .. 
CUCUMBERS, 
3 for 
ASPARAGUS, 
5 bunches 
Fresh CABBAGE, 
3 Ibs 
Fresh RADISHES, 
2 bunches 
Green ONIONS, 
per bunch 
ONION SETS, 
4 Ibs 
POTATOES, No. 3 
Kood cookers, per bu. 
POTATOES, No. 1, 
per bu 


15c 
25c 
25e 
lOc 
. 5c 


5c 
29c 
59c 
79c 


JUNCTION MARKET 


We Deliver 


1401 West 2nd Street 


JOS. DORN, Mgx. 
Phone 566S 


Compound, Ib. 


PORK STEAK, 
Ib 


Best 
BUTTER, Ib. 


18c 


PORK SHLDR., 
4-6 Lb. Ave. . 12c 


BACON 


Sugar 
Cured 


No. 1, Hickory Smoked 
Sliced .. 27C 
Slab ... 23C 


VEAIi 
LEG . 
19c 


RING 
BOLOGNA 


VEAL SHLDR. 
4 to 6 Ib. av., Ib. 


FRANKS, 
large size 


BEEF 
POT ROAST 
15c 


BEEF 
RIB STEW 


Fresh SPARE 
RIBS 
12c 


CHICKENS, 
fancy dressed . 29c 


Fresh PORK LIVER 
10c 


An inside tip/ 


use the 
~~^ 


MALT 
SYRUP 
thcrtalu/aijs 
qives 
results 


MS 3188 


BLATZ BREWING CO. Milwaukee ESTABLISHED 1851 


I BARTMANN'S GROCERY 


ON APPLETON STREET 
Next to the Baptist Churcfc. 


PHONE 998 


BUTTER 
NAVY BEANS 
Coffee 
FLOUR 


Tho Best 
1 Lb. 


Quality 
Prints 


Fancy White 
m Lb 


Stock 
£L to 


Hostess, 1 l.b Vacuum Pack 
100 Cans While They I*ist 


Gold Medal or PUIsbury 


in -19 LI). Sacks $1.49 


T>T""« A O 
PEAS 
BANANAS 


Freah From 
f* 
Dozen 


Uio Farms 
^£ 
for 


Hearty Me.il Brand rj No. 2 


Size 4 
_S 
Cans 


Head Lettuce, large heads, per head 
10e 


Radishes, fresh and good, 3 biinches for . . . .t. 1 Oc 
Kraft's Mayonaise or Thousand Isand 


in pint glass top jars, per pint 
35o 


Ginger Snaps and Fig Bars, 2 Ibs. for . . ., 
25o 


Canada Dry Ginger Ale, 2 bottles for 
25c 


Assorted Chocolates, per Ib 
190 


Carapfire Marshmallows in 5 Ib. cans, special at §1.19 
Soap Chips, Quick Naphtha or White Linen, pkg. 19c 


A Complete Lino of Fresh VEGETABLES and FRUITS 


Peoples Fruit and Vegetable Market 


FREE DELIVERIES 
Phone 5580 - 5581 


OUR MOTTO IS QUALITY AND PRICE 


206 £. College Are. 


Specials for Saturday 


CALIFORNIA NAVEL 
ORANGES 2 ' 


CALIFORNIA NAVEL 
ORANGES 


Medium 


Sire 
Dor. 


SKINNED and SEEDLESS 
Grapefruit 6 - 25c 
STRAWBERRIES 


• 
' 
2 •£," 290 


CALIFORNIA SUNKIST 
LEMONS 


Dor. 


APPLES 


FANCY 
JONATHANS S - 29C 


EXTRA FANCI 
DELICWUS3 
25C 


FANCY 
_ 
4%f* 


Roman Beauties 4 
• 29c 


CALIFORNIA TENDER 
Celery 
Stalks 


Rad?rhes 4 r-]- lie 


FANCY SOLID ICEBEKG 
Head Lettuce 


For 


CIIEKRY KED 
RHUBARB 4 I9c 


CALIFORNIA SWEET 
Green Peas 


YELLOW or WHITE 
Set Onions 4 


Lb9 


U. S. NO. 1 
New Potatoes 


IDAHO BAKER 
Potatoes 15 ^ 29c 


FANCY TENDER 
Spinach 


Lbs- 


FANCY WASHED 
Parsnips 


For Your Sunday Dinner 


Fresh Green Beans, Snow White Cauliflower^ Hot House Rad'ehe*, Horse Radish 


Root, Hot House Cucumbers, Green Peppers, Green Parsley, Sweet Potatoes, Fancy 
Ripe Tomatoes, Fresh Curly .Spinach, Fresh Tender Asparagus and Roman Beauty 
Apples. 


OPEN SUNDAYS UNTIL NOON 


FRENCH MOURN 


AS AMERICANS 


TURN THRIFTY 


$400,000,000 S p e n t in 


France in 1930; $600,- 
000,000 in 1928 


Pal-is —C49— Failure of" Ameri- 


cans to live up to their national 


reputation for spendthrift habits '. 
blamed/as one' chief "reason for 
drop'i of./'$200,000,000 in France 
tourist/'receipts.' 


The chief of the National 
Offic 


for Tourism put the 1930 "talce 
froni foreign visitors at 
$400,000, 


000, tvhereas the banner year p 
1828, showed, receipts of 
$600,000 


000. 


!He. sa'id 406,000 travelers set sa; 


for Europe from the United States 
as against 313,000 in 1929, but sti 
there was. no .rqoney. benefit. Th 
voyages /were of a-different class 
and Germany, ;.;because of the Ober 


FRUIT MARKET 


&..'*'.- 
y"^\ 
f*£ '> ••"•> 
--j" '/.,*•• 


iSft. • 
- , 


*' 
Vv 
v 
|* • , '"" 
& ^"^" 


SATURDAY SPEOIALS.AT 


308 W. College Ave. ., 
Phone 4744 


Fancy 
Creamery, 
.Jtt^f T .T'-I"T**'. ureamery, (With $1.00 Order) 
Straivberries Qaart18c 


No. 1 
Bushel 


^"No. 2 Bushel '... . .-..:'v.,. .".'.".". .*.'.'.:..,. ,~ '59c 
.BANANAS' - r4yl •'" 4 ' 
Lbs-;: 
APPLES 
•• • • , <• V '. 
4 TO* > 
t 
c 
~ - 
~ ^ 
^m 
APPLES 
. 
Deici° 
us 
"4 i-bs. 


ORANGES 
LEMQNS 
'sunkist 


GREEN ONIONS ' -. A 
RADISHES 
3 


ASPARAGUS "-' ' 


TjjJs ^ 
^•" 


ilfckv 
lit 


K 


^ 


, PRANK C. SCHILLING CO.,. Owners 


NEVER 


TOO LATE 


TO 


LEARN 


V Ton may have been , buying your foods 


from some other-store for a long time and 
_hate to change. 
- ' '. 


•• But if -we can show- you the sa'ino 'or bet- 
ter service in prices and quality, isn't it 
worth considering? We can not ask for 
more than a fair trial and believe that will 
tell the story. Trade at the Cash "Way— 
Better Foods for Less. 


Itemg Featured for Week of May 2nd, to 8th Inclusive 


Creamery 
Lb. 


MILK 


Schilco 


Tall 
, Cans 2OC 


BEANS 


.Cut,. Green 


or 
Cans. 


Catsup- Large..Bo.lJle. 
Bottles 


CHIPSO 


Flakes or Granules 


2 


Large <« Jl^^k 
;**s* 39^ 


Hershey's „ Cocoa 
and Chocolate 


• ^ Lb. of Each 


JELLY 


.Assorted^ 


G oz. G3ass 
Glasses 


COFFEE^ 


Schilco, vacuum: tin^ 1 Ib. tin 
Nicolefc, vacuum tin, 1 Ib. tin .. 


Cash Way Special, 3 Ib. pkg. . . . , 


PEAS or CORN 


35c 
41c 
55c 


Schilco 


No. 3 Can 
I4c 


BAKING POWDER 


1 Lb. Caii 
'Calumet. 


CRACKER JACK 
IOC 


FLOUR 
..98. 
1]1>. .. 


cloth' bag 


Cash Way Blue Ribbon 
49 ">. 
A new low price for. a 
cloth bag 


Wfih quality Minneapolis - 'S414 ib 
•• 
" 


$2.45 
•S1.28 


bag 


SATURDAY SPECIALS 


Radishes, 2 bunches . . . . . 
Green Onions, 2 bunches 
/ 


Fancy, Leaf Lettuce, bunch . . 
Juicy Navel Oranges, 2 doz. 


5c 
5c 
5c 
39c 


ammergau passion play, got the 
bulk'ofl:the increased traffic. 


Great Britain sends"-France the 


largest • number of visitors.of 
any 


foreign "country,' but the'" British 
do f not tarry. They merely pass 
through en route to Egypt or to 
the other Swiss and continental re- 
sorts. 


But the •* national tourist 
'office 


has, its optimistic banner 
flying 


for 1931. It believes that the In- 
ternational . C o l o n i a l Exposition 
opening', at Vincennes on 
May 2 


will attract spenders. 


The officials, arc 
trying to per- 


suade country; deputites in parlia- 


ment to agree to a.' national- adver- 
tising campaign.- They argue that 
other .countries have spent, ,t\. lot 
of profitable money in .this way 
on the other* side -of the-Atlantic. 


SAFETY FOB'NAVT" " . 


Washington ~ The U. S. Navy 


has adopted flotation gear for Its 
land planes. This consists of-bags 
which-can be automatically inflated 
by pilots. The gear is used in time 
of emergency landing on water. The 
bags, contained'in a small compart- 
ment of the sides of the fuselage, 
ri'everit the plane from sinking. 


EXPECT. MANY TO ATTEND 
. '/FOREST FIRE HEARING 
„ Ashland — G*R)~ Several hundred 
Wisconsin residents will appear at 
Madison May 6 for the hearing of 
the assembly on the forest fire situa- 
tion, according to John B. Chappie, 
.r-anaging . editor of 
the Ashland 


Daily Press. 
r 
i 


"County _ board-s - are 
appointing 


committees and in some cases are 
considering having the entire mem- 
bership attend," he , said. , "Many 


civic organizations are arranging to 
send groups;." 


He characterized the movement as 


the "greatest mass 
movement in 


protest • against• administrative arid 
legislative Inaction in--years," and 
went: on .to_sayv northern -"Wisconsin 
is. confronted' by .two menaces—the 
forest fire and "the socialist program 
of ' the administration 
and as- 
sembly." 


May D a n c e ! Whistles, 


Streamers, Old ' Time Music. 
Riverside JPav., Fremont, Sat. 
mite. 


SUPERVISOR MAY NOT 


BE CITY ATTORNEY 


. Madison—OP)—An 'opinion, by the 
attorney general to Harry S. Fox, 
Eock-co district.attorneyj holds that 
the duties of county- supervisor are 
incompatible with those of city" at- 
torney. , 
' 


Herbert" H., Naujpks, assistant at- 


torney 'general, has informed John 
.P. - MeEvoy,' Kenbsha assistant dis- 
trict attorney, that if deposits sur- 
'pass the amount of a .bond, it is not 
necessary to secure a new bond, but 


the county board may ana should "do 
so. 
" ' 
J 


GIANT FLYING BOAT 


London — A giant flying 
boat 


which -will be a veritable flying sh'ip/ 
1s considered by the 
Supermarine 


Aviation. Works Ltd., at Southamp- 
,tcn. 
It win have a hull 100 feet 


long and 18 feet high, -with' a -wing 
span of 140 feet. Six engines -will 
be mounted on the plane, giving it 
3,700 horsepower. Passenger accom- 
modations -will be provided for "40, 
•with sleeping room for 20. It"will be 
o£, all-metal "construction; 


DAILY 
MORE AND MORE WOMEN 


COME TO A&P STORES AND SAVE 


EIGHT O'CLOCK 


3 POUNDS 57 c 


Mild, mellow—pure, Brazilian 
Santos^and preferred, by vmofe 
Americans than any other one 
brand ~ofv Coffee. " Try-Eight 
Q'Glpck-Coffee this week end. 
and-"take advantage of this 
special low price. - 


*V 
RED-CIRCLE COFFEE' 


; ' BpKAR'COFFEE"'" 


^"' '"'.,' " ""Lbr-;2,9c: _ > 
- - 


- " _ " ,' f* ^J^_." 
: 
V- ^'; 
> i. 


• Ask the A&P Store Manager about 
.A&P Coffee Service. He will tell 
you how you can enjoy, your, fav- 
orite brand of coffee at a lower 
price. 
- 
. . 
• "" '*"- 


ure Lard 


2 " 
s 19c 


Fewer Dollars Spent for Food 
Mean More-Dollars to Spend 


for Other Things 


Modern housewifes-are finding that after all it does pay > , 
to be thrifty. They are learning that the fewer dollars - 
they have to spend for good food, the more they will have 
to spend for other things, perhaps this explains why , 
more and more thrifty housewives are coming to A&P 
Food Stores. With .suchugreat values as these it is next 
to impossible to shop at A&P and not save. 


WHERE ECONOMY RULES 


In. Our Meat Market 
I Jiiifk Roast 


RIB END 
' 
. 
Pork Loin Roast 


OEEF 


LB. 


LB. 15C 


SUGAR (3URED BACON SQUARES' 'Ib- 13c- - ^-BEEF-SHORT RIBS Ib 9c 


- 
(Personal) 


Modern women- do not 
wait until the end of the • 
month to find out how 
much they are spending 
for food. The woman, of 
today runs her household 
on a strictly cash basis. 
She knows How much she 
should spend for food, and 
she sticks to it by paying 
as she goes. ' 


She K proud 
ofbftpmg 


household expenses low 
in a. busmsssfi^e way— 
that's 
why 
she's 
an 


A&P customer." 


FULL STANDARD QUALITY 


IONA- BRAND 


A large-can of 
full. Standard 
.Quality, Apri- 
cots at an un- 
usually 
low 
price, . 


LARGE ' 


CAN I5c 


GRANDMOTHER'S; WHEAT 
Bread 
2 


24 OZ~ 


'LOAVES' I5c 


WHOLE WHEAT OR WHEAT 16df- LOAF 5c 


Caraway Rye Bread 
a :- 
: 


PanRyeBr^ad 
. . 


Half -Rye Bread - , 
,, 


:.~\ 


LOAF 


9c 


piI 


"'*.""' , LOAF:- 


Until 
you have tried 


!Grandmother's bread you 
can't really know what 
•fine bread it .is. In. the 
meantime we can assure 
you that it is highly nutri- 
tious,.made of the best in- 
gredients, • carefuliy', made 
.in our own spotless bak- 
ery, and delivered daily. 
Try. a . loaf 
of. Grand- 


mother's Bread today. 


DROMEDARY 


DROMEDARY. 


NO. 2 


• CAN .• 


It 


15c 


The fresh Grapefruit season is 
rapidly drawing tb a close and; we ' 
would advise you to lay in a supply 
of Dromedary tree-ripened Grape- 
fruit at this low price; No fuss in 
preparing—chill and serve. 


Visit your A&P Market for eco- 
nqrnical, good quality meats. • 


NATIONAL aSCUIT ^COMPANY 


O - So - Gud Pretzels 


. . 
LB 19c 


Slim Jim Pretzel Sticks 


. 
. 
3 PKGS 25c 


Fruits and Vegetables 


Carrots 


Radishes 


Oranges 


BUNCHES 


FOR 
'9c 


2 


: 
BUNCHES CT ' : 
•'FOB' 
'DC 


.emons 
SIZE , 


• ' ANN; PAGE PURE FRUIT 
'" 


Preserves 
. 
JAR 
37c 


. . : ; ; • 
"' 
16 OZ. 
JAR 19c 
- 
• 
' ' , 


CURRANT OR, 


". ' GR^APE '- 


Jelly 


2 JARS 25c 


'-:%. 


Food Stores 


1 • 
' 
' 
• 
' 
' 
_ 
. . 
. • . 
• . 
' 
. 
; 
, 
«r 
' 
. 


THE; GREAT AT11ANTIC&P 
T 


:V * 
>>• 


Friday Evening, May 1, 1931 
APPLETON POST-CRESCENT 
Pagtt Sercntee* 


Read These Ads For Pure Foods At Lowest Prices 


ADVISORY SCHOOL 
COMMITTEE TO MEET 


Initial Survey of High School 


Problem to Be Made This 
;. Evening 


The advisory committee to the 


boar* of education and th« board 
•will make their Initial survey of the 
high school at 6:30 under the dlrec- 
at the high school Friday evening. 


A dinner win b* serod at th* do- 
mestic science department 
of the 


high schol at 6:30 under the direc- 
tion of Miss Catherine Spence and 
ilis3 Pearl IJndall, 


H. H. Kelble, principal of the high 


school, •will present 
statiatlcs on 


present 
conditions to the 
high 


school. 


The advisory committee, is made 


up of IS residents of Appleton, three 
from each ward in the city. They 
are: Henry Boone, Mrs. J. P. Frank, 
Leonar Jacobs, First 'wards C. K. 
Boyer, Mrs. Joseph Koffend, 
and 


Carl Smith, Second: Dr. "W. J. Fraw- 
ley, Mrs. K. Kaschig, and C. T. 


Mac*. Third; G*org* Dam*, Mrs. 
•WlUium Stelner and W. T. Murphy, 
Fourth; Gust Teach. Mr*. Herman 
Schade, and M. J. Bllck, Fifth; Les 
Smith, Mrs. 
George Nixon, 
and 


George Brock. 


The group was selected by a com- 


mittee of four, Mrs. T. E. Orbison 
representing th» Appleton Woman's 
club, Armin 
Schuerle from 
the 


American Legion, Samuel Sigman 
from tha Trades and Labor council, 
and Carleton Saecker from the Ap- 
pleton Chamber- of Commerce. 


Dance Hample's Corners, 


Saturday Night. 


National Tea Co's Policy 


Always Assures 
New and Fresh 
Quality Foods 


NATIONAL 


,1 
QUALITY GHOCEWlCS 
/ 


PtGGLY WICCLYl 


NATIONAL TEA 


PARTY 


On W-G»N, 


Every Friday 


9:00 to 9:30 P. M. 


National Tea Co's, close contact with the pro- 


ducer enables them to bring you the choicest 
foods every day in the year. Our food experts* 
knowledge of the housewives food requirements 
enables National Tea Co. to keep Just the right 
amount of quality foods on hand. Just as soon 
as new crop foods are on the market, they are 
speeded to your nearest National Tea Co. Food 
Store. 


" LOUISIANA RKD BD?E — LUSCIOUS BERRIES 
Strawberries 
r-"-" 2 ££ 29« 


" 
EXTRA FANCY — VERY SWEET AND TENDER 


AH run pod, 
Lb.. 


CALD7. HEAD LETTUCE — FIRM — CRISP — SOLID HEADS 
;eberg 
2 
For I7c 


EXTRA FANCY — SOLID AND CRISP — LARGE BUNCHES 


RADISHES 
2 '' So 


Yellow 
<• 
T «.„ * fl|4» 


Golden Fruit 
^ ""' A^C 


EXTRA FANCY HOT HOUSE — LONG AND GREEN 
BANANAS 


EXTRA FAN( 


CUCUMBERS 


SELECTED GREEN-ONIONS — YOUNG AND TENDER 
SHALLOTS 
Fresh Cocoanuts 
CARROTS 


Bunches 
For 


California Freeh 


Green Tops 
Bunch 


Special Grocery Savings 


Cigarettes 
-"- 
oH« 


Cane 


•^ 
^ 
Flour 


10 Lbs. 
100 Lb. 
Bag ... 


GOLD MEDAL 24^2 Lb. Sack .. 


49 Lb. Sack . 
$1.37 


or 


Pn.LSBURT 


satisfaction 
Guaranteed 241/2 Lb. Sack 
........... 
55o 
49X£bt gack 
........... 
?1 iQ9 


OUR BREAKFAST BLEND — STEEL CUa OR WHOLE BEAN 
Coffee 
Cookies 


1 Lb. Bag ., ...... = ...... , ..... X9C 
3 Lbs ............. . . . .r. . .-. . 


SAWYER'S FIG BAB 
or GINGER SNAPS 
xoc 


C H I'L D 
H JE A LT H 
W E E K 


Pure, wholesome fresh foods every day 


In National Tea Co. Food Stores are an added 
protection for the Children's Health. 


Eagle Brand Milk 
Qs& 


CONDENSED MILK. 
~ fitf* 


Per Can 
;...-A-OC 


GERBER'S Strained 
Vegetables, 2—4% oz. Cans 
RALSTON'S Whole Wheat 
Cereal, Large Pkg. 
CREAM OF WHEAT, 
Largre 28 oz. Pkgr 
OVALTINE, the Swiss 
Food Drink, 6 oz. Can .... 
THOMPSON'S Chocolate 
Malted Milk? 1 Lb. Can ... 


HOUSE 


CLEANING 


NECES- 
SITIES 


FREE! — I—I0c can of Gold Dust 


Scouring Powder free with eacli 
purchase 
of 1 large or 5 small 


packages of Gold Dust. 
GOLD DUST 


5 Small Pkgs. 
or 1 Large Pkg. 


21c 
15c 


Large Pkg 
OLD DUTCH 
CLEANSER, Z cans 
SOAP, Crystal White or OQ^ 
P. & G., 10 Bars 
^rft/C 


O'CEUAR Fnrnitnre 
Polish, 4 or. bottle ... 
SANI FLUSH,. 
2 cans 
CHIPSO Flakes, 
2 Large Pkgs 


::21c 
.. 35c 
.. 35c 


National CO 
A Food Stores 


FRED STOFFEL & SON 


Licensed Under the Hormel Market Plan 
415 W. College Are 
WE DELIVER 
Phone 3850 


ijf w+r • w-fch 
14c 
14c 
IHc 


Buy your meats from a licensed HORMEL market and 
you will be sure of getting the same high quality at all 
times. All Beef, Pork, Lamb and Sausage is Govern- 
ment inspected. 


Horrael 
Standard 
Government Inspected 


Round Steak, 
Ib. 
Sirioin »T,eaK, 
Ib 
Beef Shoulder 
Roast 
Beef Pot 
Roast 
Boneless Bee" 
rump roast .. 


EXTRA SPECIALS 


Try Hormels Dairy BREAKFAST SAUSAGES, 
Government inspected, no cereal 
Hormels Dairy WEENERSj Government Inspected, 
O/if» 


no cereal 
Airtv' 


BODIED 
/lOrt 


HAM 
4t£(U 


CHOPPED BEEF, all meat no cereal 
-I f\ 


or water added 
jLu\s 


CHOPPED PORK, no cereal or water added, 
"!*?/» 


afl meat 
JL^C 


Hormels Dairy BOLOGNA, no cereal, 
-| £» 


Government inspected 
JLv)v> 


LAMB 
PRIME VEAL 


Veal 
-IA- 


Stew 
JLUC 


Veal Shoulder 


22c 
22c 
16c 
14c 
21c 


PORK 


Government Inspected 
Pork Roast, 
shoulder lean 
Pork Steak, 
lean shoulder 
Small Meaty 
Spare Ribs . 
Boneless Rolled Loin or 
Ham Roast, young pork 
27c 
lean 


23c 


Lamb Stew, 
brisket ... 
Lamb Chops, 
Rib 
....... 


lOc 
24c 


Roast 
Veal 
Chops 
17c 
17c 


Good Supply of Large Fresh Dressed Chickens 
Lower Prices OIL Canned Goods and Cookies 


738 W. College Ave. 117 r».l{vfir 
pimnn sii 
Tvcju/eiiver 
Phone 511 


816 N. Superior St. 


Phone 251 


Butter 


The Very Best 
Money Can Buy 25c 


PEANUT BUTTER, full 2 Ib. jar 
29c 


Rice, fancy Head, 4 Ibs. 
25c 


MATCHES, large carton, 6 boxes 
18c 


WALNUTS, fancy shelled, 
35c 


Sugar 


1O Lb. Cloth Sack . . . 52c 
4XXXX Fowd., 3 Ibs. 23c 
Light Brown, 4 Ibs. . . 23c 


PATES, new, bulk, 2 Ibs. ...... ..... . . ... 23c 
CORK, golden Bantamy finest quality, 3 cans .. 38c 
PEAS, No. 2 Sieve, Tiny and Tender, 3 cans . . 38c 
BREAD 


Large Loaf 
Home Baked 
for 15c 


FLOUR 


Old 


Home 
24y2 Ibs. 65c 
49 Ibs. $1.19 


FIG COOKIES or GINGER SNAPS, 2 Ibs. . . 2Sc 
WAFERS, or GRAHAM CRACKERS, 2 Ib. pkg. 25c 
MARSHMALLOWS, fresh; fluffy, Ib 
19c 


Guaranteed 


Fresh 
Dor. 


BAKING POWD. a!r"29c 
CHOCOLATE or COCOA 


JJauers 
b 23c 


POSTUM CEREAL 


21c 


POST TOASTIES 
POST BRAN 
2 lhss 23c 


VANILLA 


Pnre, Large Bottle 
°'39c 8 "'690 


COFFEE HOI* Bros. Ib 
39c 


Piettes Special, 3 Ibs. . 57c 


CHEESE 


Sneiders 


Brick 
Lb. 25c 


SANI TISSUE, large rolls, 3 for 
22c 


SOAP 


Fels N'aptha 


10 Bar Carton 


OXYDOL or STAR POWD,y large pkg. 
18c 


CAMAY or PALMOLIVE SOAP, 3 for 
19c 


PANCAKE FLOUR, large sack, 4 Ibs. 
19c 


ORANGES 


Extra 
Large Doz. 39c and 29c 


Pk 
69c 


HEAD LETTUCE, extra fancyf large heads, 3 for 2Sc 
STRAWBERRIES, extra fancy, pint boxes . .. 18c 
Bananas 


Extra. Fancy 
Finn Fruit 


Potatoes 


Fancy Graded, No. 1 D1t 
- 
Good Cookera 
*"•*• 


Graded 
r» 
Xo. 2 
J3U« 


SPECIALS 
FORK SHANKS . . 09c 
PORK ROAST . . . . 15c 
PORK STEAK .... 16c 
FORK LOIN ROAST 22c 


COFFEE, 2 Ibs. for 43c 
MILK, Tall 


3 cans for 
21 o 


SHREDDED WHEAT, 
2 for 
19c 


BREAD, iy3 Ib. loaf, 
2 for 
15c 


SOUF MEAT 
O8c 
BEEP STEW 
11c 


BEEF ROAST 
16c 


Try Our SAUSAGE 


Also Fresh FSTKT and 
VEGETABLES 


JARCHOW'S 
MEATS and GROCERIES 


Phone 237 


621 N. Superior 
— We Deliver — 


BREAD 


The reason why people are 'de- 


manding Modern Maid Bread more 
every day is because of its pure ingre- 
dients and most modern equipment 
and our efficient help. 


When buying OLD HOME or any 


other Modern Maid product you are 
sure of getting the best. 


ORDER FROM YOUR GROCER 


WE WHOLESALE ONLY 


MODERN BAKERY, Inc. 


< j 


! | 


! > 


1 1 


; I 


! ' 


Tel. 925 
5O7-509 W. Washington St, 


UNIVERSAL 


ijowi 


WGHBORHOOI 


Owned and Operated by Kroger Grocery 3t Baking Co. 
SALE 
FLOUR 


An opportunity to save on the»e leading brands: 
Country Club 


BEST 


243S Lb. Sack 53c 


49 Lb. Sack 


Pillsbury's 
$1.39 


24 J£ Lb. Sack 70c 


49 Lb. Sack 


Baker's Chocolate 


Half Pound Cake 


Cocoanut 


Fresli Tasty Shreds 


Milk 


Country Club Brand 


Pork and Beans 


Counlry Cluli 


P. and G. SOAP 
or Crystal White 


Lb. 
Bulk 
3 


Tall O 1 — 
Cans £t JL C 


on 
CaaM ZUc 


Bar' 31c 


Macaroon Snaps 
Lb 
1 *?r 


Popular at Erery Table 
' 
J. f W 


Marshmallows, bulk, Ib. 
17c 


Peanut Butter, Ib. jar 
23c 


Potted Meat, can 
5c 


Salted Wafers 
= ib. BO* 
25c 


Green Tea, bulk, Ib. 
49c 


Ginger Ale, large bottle 
15c 


Salted Peanuts 


Bulk 


Two 
Lbs. 
27c 


DR. PRICE'S 


BAKING POWDER 


23 
12 oz. Can 
Cents 


CALUMET BAKING 


POWDER 


Largo Can 29 
Ccnta 


Country Club 


VANILLA Extract 


Bottle 


15c j^ 27c 


Mother's COCOA 


From SELECTED FARMS and ORCHARDS 


HEAD LETTUCE Jasss 2 -19c 
Oranges sSss* 
D° 
Z- 


Asparagus E£^U 3 
For 


? 
-. 
— _, 
Very 
JLemons 
MW 
»»• 


Bananas Ss 41" 


Celery 
"taS" 2 *°* 


25c 
19c 
23c 
23c 
25c 


BUTTER 


FAMOUS 
Pound 


Country Club 
Prints 25c 


Bread 


Country Club 
1% Lb. Loaf 
For 15c 


Whole Wheat Bread, Ib. loaf 5c 
Raisin 
> 
9c 


Pan Rolls 


Dozen 
In Pan 
5c 


Rye, large loaf 
9c 


Coffee Cake 
15c 


Short Cakes 


TWO LAYERS 


Delicious for Hasty Dessert 


SUGAR 


PURE 


GRANULATED 
Lbs. 


WHY WAIT? Phone your ordsr« and we will have them ready 


for you when you call: — 601 N. Morrison St.—220 E. College 
Ave. — 508 W. College Ave. 


- * 
f 
«.,* 2 
%• 


»M ki 
**• load of loitgt* froa 
tb« »t»* Ribbon Molt 
JM**T every Tl««*da)r night 


Hw Cofcmbki Chain 
WMAQ 
9:15 P.M. 


(Central 
Daylight 


Savins Time) 


APPLETON POST-CRESCENT 
Fridmy Evening May 1, 


STORES 


SPECIALS — MAY 1st to 7th 


CHIPSO or OXYDOL 


* 
Large 
*g tfjrf% 
\ 
' 


Quaker Puffed Rice S.e 14c 
Puffed Wheat Z 
l < 250 


Ivory Snow 


M 


Fkgs- 


Sack 


Buckle- 
Sack 


' 
49 Lf>- ^» 
Sack > 


JELLY POWDER 


Silver Bnclde 


Gelatin Dessert 


n, 


SS- 


I. G. A. Grape Juice 


Pint 
Bottle 


A «%«*So A^C 
Sliced or 
Sliver Bucldo . 
•^HH** AwWI»9 Tree Ripened No. 1 Tall CanJ 


Grape Fruit Hearts 


Silver Buckle — 
No. 2 


Fancy Pack, Whole Slices 
Can 


COFFEE 
* 
A> Biena 3 ^ 


•G* Blend Lb. JJCjg 
T Blend Lb. 


Silver Buckle Lb. ^CQ 


Magnetic Crystal ^r 19c 
Pineapple 
Silver. Backle, Fancy Pack, 
Crushed or Sliced, 
OC« 


Can 
<£t)C 


Sauerkraut 
'G' Brand, Large Can 
Tomatoes 
'G' or Bound Brand, No. 2 can 
Beets 
Bill of Fare Brand, Large Can 


3Cans25c 


Prunes 
California Lar 
40 to 50, Lb 
California Large Size, -| A' 


JLUC 


Raisins 


r. B 
d 
2 pLr I9c 


SHver. Buckle — Seedless or 
Seeded — 


KEEP YOUR 


CAKES FRESH! 


_ Attractive calte cover 
>n two.tono of soft green. 
Heavy enamel conttruc. 
tion. - No scams to catch 
•troy crumbs. Can be 
w«.hcd quickly and 
e*sily. Hplea at the top 
make it an ideal uten»il 
for keeping cakes or 
aandwichei moist and 
fresh for a long time. 


Come in and get yours 
today 
SPECIAL 
for this offer 


HOME OWNED ! 


|.G-.A. STORES 


READ THE FOOD PAGES 
— FOR REAL VALUES — 


GROCERS H 0/A S TOR 


Jo Attend Uheiv 


ANNIVERSARY 


Here is an tmusnal buying oppor- 
tunity that you will appreciate. 


We offer these outstanding values to commemorate the founding 
of the Homstor organization. The Homstors prefer to empha- 
size these low prices on finest quality personally selected foods. 
Visit your nearest Homstor grocer this week. 
Pill up your 
pantry ... arid save! 


ONE WEEK OF VALUES 


SATV MAY 2nd to MAY 8tk 


SPINACH 
•Joannes Quality—California Grown 


Garden' Fresh 


No. 2. 


Size Tins 


PINEAPPLE 


Martha' Washington Sliced or Crushed. 
Of course Martha Washington's the 
Finest. - 


CANNED 


VEGETABLE 
ASSORTMENT 


PEACHES 


Sun Maid—California Pack 


Yellow Cling Halves 


NO. 21/2 
Size Tin 
23c 


1 


No- 21/2 
Size Tin 
Assortment Consists of the 
Following: 


1 CAN SAUER KRAUT 
1 CAN TOMATOES 
1 CAN PEAS (No. 4 Sieve) 
1 CAN WAS; BEANS 


OLIVES 


Joannes Quality—Good Sized 


Bny Several Quarts 


Full Quart 


COFFEE PRICES REDUCED 


A Coffee to suit every taste. Specially reduced for the 
HOMSTORS 
3rd ANNIVERSARY SALE. Stock Up Now! 


SUNSET CLUB 
3 ^$117 '*•»« 


A blend of the finest Coffee grown—-Vacuum Sealed to retain its freshness. 


3 -*»rt* $105 


A tjlend prepared for people,who like a full bodied coffee; 


1 Lb. Tin^STc 


HOMSTOR 


• 
Pounds 


A Well Balanced Blend — -Mild Flavor. 


1 Lb.vPkg.:21c 


JELLO 
America's Foremost Dessert 


Tour Choice of Assorted Flavors 


Corn Flakes 


KBLLOGG'S BRAND 


2 
3E>kffs< 
• 


j 


: 
' 


Tomatoes 


Joannes QuaUty—Solid, 'meaty pack of 


red, 
ripe Indiana Tomatoes 


No. 2 


Size Tins 


BAKING 
POWDER 


CALUMET BRAND 


. *| Lb. Can 
25c 


Ginger 


' 
Canada Dry — 'New Low Price 


Stock Up at This New Low Price 


Bottles 


CORN 


Joannes Quality — Golden Bantam 


With all. its natural creamy goodness 


No. 2 


Size Tins 


Dark Red Kidney 


BEANS 


"The New Joannes-Quality" 


FLOUR 


No. 2 Cans 
E 


tnstor -brand—^An all purpose Flonr 


5 LB. BAG — 18c 


!4J5's 
49's 
. 
98's 


; 


PEAS 


Joannes Quality—Early Variety 


Sugar Sweet—No. 3 Sieve 


74c51 


$4.43 
No. 2 Cans 


IMUSTARD 


Martha Washington—We know 


you'll like it.' 3 oz> Glass 


YOUR DOLLAR BUYS MORE AT A HOMSTOR 


iNEW 


'•K , "• 
~ V,- '.-7r~: '•" ""'•"". ^ ^ 


Friday Evening, May 1, 1931 
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~,£ ' 
Read These Ads For Pure Foods At Lowest Prices 


Ftl 


ALL OF OUB BEEF IS UNITED STATES 
GOVERNMENT INSPECTED! 


Predominant Leadership because of Meat Bar- 
gains uihich defy all competition—because of One 
Grade (Superior Quality)—because of One Price 
—because your Savings here are on every pound 
of Meat in our Immense Stock. 
ASK 
^ffSSSK 


7 Ibs. of LARD for IS 
••• tn flio Wlt^f Kflft Piictnmnrc Vl'itli \nv IPiirphase. i^Bi '^fc^^ 
••• to the First 600 Customers With Any Purchase 


No flelivery oil lard. 


EXTRA! S P E CIA L E X T R A ! 


••For "'Saturday* Afternoon Special -From i to 3 O'clock Only 


PER POUND 


Limit 2 Ibs. to a customer with meat order;'. Iso:.Delivery cm this Hem 


SPECIAL FKO31,8 A. i\L to 5 P. M. 


PER POUND 


Limit 2 Lbs. to a Customer with Meat Order 


]So. Delivery 011 :This Item 


Our Best 
Beef Roast 


-i f*fi 
.IOC 


Gut' from Prime 


Beef 
' 


Pork Roast 


@14cper 


Ib. 


.Lean 
•',-" 


No Wnste; 


Veal Roast 


@ JJ7£ Per 


Milk-Fed 
. 


Lamb Roast 


Quality 
Guaranteed 


\Vliat others' advertise 
for Pork Roasfc •• — we 
sell for 
shank ends. 


Pork Shoulder 


SHANK -ENDS 


Pork Steak 


@ 14c?r 


TRIMMED! 
' " 


Veal Chops 


or Steak 


: @17Cr. 


This : may 
bo Chuck 


Roast in some Markets—- 
but we sell it for Beef 
Stew.' 
' 


Beef Stew 
® 1 IY» pcr 


J~Ly lb. 


Gorir Fed Beef 


1 .(United-.'States, Government Inspected) 


Beef Soup Meat,-'per lb. ; . . . . . . ; 08c, 
Beef Pot Roast, per'lb. . - . . ;. . . . 14c 
Boneless Bee'f Rib Roast, per lb. '; . 22c 


(Rolled—no bone—no waste) 


Milk Fed Veal 


Veal Stew, per lb. 
10c 


Veal Pot Roast,,per lb. 
. 15c 


Veal Loin.Roast, per lb 
18c 


Veal Leg Roast, per. lb ......... 23c 


(5 to 7 lb. average) 


PORK,, Trimmed Lean 
Pork Shoulders, per lb. ..." . . . . ; 12c 


(5 to 7lb. average) 
• 


Pork Rib Roast, per lb. ........ . 17c 
Pork Loin Roast, per lb. ....... 19c 
Pork Rib Chops, per lb 
17c 


Lard, 2 Ibs. for 
25c 


Lamb 


Lamb Stew, per lb. ...... .... . . . 12c 
Lanib Pot Roast, per lb. . 
20e 


Lamb Chops, per lb. 
. 28c 


Lamb Loin Roast, per lb. ...... 2Sc 
Lamb Leg Roast, per lb. ........ 30c 


SMOKED MEATS 


: 
- 
Armour's Cure 
' ' 


Smoked Picnics, per lb. 
13c 


(Mild——Sugar-Cured) 


Bacon Strips, per lb. 
?Sc 


Armour's Cured Hams, per lb. 
,.......,. 


(Half or whole—all surplus rind and fat removed) 


Fancy Fresh Killed Chickens At A Lower Prices 


Watch the Crowds at Our Markets — That's What Tells the Story of True Values! 
HOPFENSPERGER BROS. INC. 


FAIRMONT'S 
VICE CREAM 


Special 
FOR THIS WEEK 


Fresh Strawberry 


With Grapenut Ice Cream Center 


Your neighborhood dealer 


has a new flavor of Fairmont's 
ice cream each week to please 
your taste. Such goodness; 
fruits, berries, nuts, etc. 


Sold Where the Fairmont 


Sign I* Displayed. 


QUALITY 


MEATS 


BEEF 


Soup Meat, lb. 8c to 12o 
Beef Stew, lb. 10c to 14c 
Beef Eoast, 


lb. 
15c to 20c 


Beef Steak, lb 
20c 


HOME DRESSED PORK 
Pork Steak, Ib. ... 18c 
Pork Roast, lb. . . .,. 1 Be 


CHICKENS 


All sizes, lb. 28c to 30c 


Try Our Home Made 


SUMMER 
SAUSAGES 


VORBECK'S 


MARKET 


610 W. College Ave. 


Phone 3384 


— WE DELIVER — 


Prompt Deliveries to 
AH Pares of Town 


There Is Something In Excellence Which Trans- 
cends Either Time Or Fashion. This Is As True 
Of a Masterpiece In A Meal As Of A Masterpiece 
In Paint. Thus Where Dining Is A Ceremony And 
Living An Art—BONINI'S FOODS Hold A Supreme 
Place— 


—*_ SUPER SPECIALS FOB SATURDAY 


All 
Beef HAMBURGER 


Per 
Lb.9c 


YOUNG NATIVE BEEF 


BEEF SOUP MEAT . . . 
BEEF STEWS 
S? . . 


BEEF CHUCK ROAST 
. 


BEEF SHOULDER ROAST , . 
BEEF ROAST 
ROUND STEAK 
SIRLOIN STEAK 


Boneless and 


Rolled 


l£6c 
8c 


KIIC 
K I4c 
P(-r 


Per 
Lb. 
Per 
t.b. 


18c 
18c 


— 
MILK FED VEAL - 


VEAL STEWS »*** 
, . 


VEAL SHOULDER ROAST . 
VEAL SHOULDER STEAKS 


PfT 
U). 


Per 
Lb. 
Per 
Lb. 


IOC 


CHOPPED PORK 


I-bs. 
for 


— YOUNO PIG PORK 


PORK SHOULDER 
PORK STEAK v 
PORK SHOULDER 
PORK CHOPS 
PORK ROAST 
PORK LOIN ROAST 


Per 
Lb. 


Per 
Lb. 


Per 
Lb. 
Boneless and 


RoUed 


Ilib and 
I""r 


.Lola Ends . 
. Lb. 


Bib and 
Per 


Loin Ends 
U). 


Boneless and Ttr 


RoUed 
Lb. 


aoe 
aoc 
aoc 


YEARLING LAMB 


LAMB STEWS , 
LAMB SHOULDERS . , 
LAMB LOIN ROASTS 
. 


Per 
Lb. 6c 


Per 
Lb. 
Per 
Lb. I8C 


Boneless and 


Rolled 


Swift 
Cure 


I'er 
Lb. 
Per 
Lb. 
for 
Lb. 
Tcr 
Lb. 
Per 
Lb. 
Per 
Lb. 
Pcr 
Lb. 
Per 
Lb. 
Per 
Lb. 


2OC 


Pure Lard 
2 ''- 25c 


HOME RENDERED or S\VTFT STI-VEB LEAF 


— EXRA! 
SPECIAL 
EXTRA! 


SPRING LAMB STEWS 
Spring Lamb Shoulders 
BOLOGNAQS . . . 
METTWURST 
a . . 


WEINERS 
QualUr 
. 
. 


LIVER SAUSAGE Quaty 
SUGAR CURED PICNICS 
HOME SMOKED HAMS 


BACON STRIPS Homo Smoked 


SPRING ANT> YEARLING CHICKENS. SPRING BKOILEKS 


.... GROCERIES .... 


. *•• Vf MpjMnV91Qfe 
Fresh 
for 


JEp %^ M> & M*tMm Creamery 
round 


DEL MONTE COFFEE, 
" 


Vacuum Can, Per Lb 
WHIPPING CREAM, 


Yz Pint Bottle 
- 
PRUNES, Libby, 


Santa Clare, 2 Lb. Pksr 
,..-.. 
HONEY, Stevens, 


1 Lb. Jar 
GREEN or WAX BEANS, 


No. 2 Tins 


CRACKERS, Graham or Salted, 


1 Lb. Pkg 
, 
ENZO JEL, All Flavors, 


3 Pkgs 
DILL PICKLES, 


Quart Jars 
MATCHES, 


6 Boxes in Package 
, 


CANADA DRY GINGER ALE, 


Bottle 


IOC 


21C 


BREAD 


Made in 
Appleioji 
Loaves 


HEAD LETTUCE, 


Large Solid, 2 for . 
CARROTS, Calif,, 


Large Bunches, 2 for 
BEETS or TURNIPS, 


2 Bunches 
RADISHES, 


3 Bunches 


BROCCOLI, Fresh, 


Per Lb 


APPLES, Fancy Winesaps, 


4 Lbs. . .- 


GRAPEFRUIT, Texas Seedless, 
4 for 


IOC 
2OC 


Hananas 


Fancy 
Ripe 
for 19c 


Order Early for Prompt Delivery 


PHONE 296 - 297 


The Bonini Food Market 


304-306 £. College Ave. 


You Can Judge A Product By Its 
Friends, Ask Any Buyer Of 
Voecks Meat! 


An ever increasing number of customers 


served by Voecks Bros is proof of the fact that 
Voecks Serve Satisfied Customers. 


Not satisfied with merely giving our custom- 


ers ordinary meat — it has always been Voecks 
Bros, policy to serve the people of this com- 
munity with something just a little better — - * 
something a little different. So that over a pe- 
riod of over 35 years, Voecks Bros, have earned 
a reputation for always having only Meats, 
Poultry, and Sausages of the highest possible 
quality. 


E. College Ave. 
Phone 24 or 25 


APPLETON SERVICE STORES 


AIM'U'-TON 


SEE SPECIALS FOR 
SATURDAY BELOW: 


You'll Be Better 


Satisfied! 


Spending 
your 
niom<y 
for 


groceries at other than ii home- 
town store is like sending It oul- 
of town. It's a practice that re- 
sulls 
In 
local business depres- 


sion. Why not, instead, concen- 
trate your purchases, at these 
locally - owned - and - managed 
stores? You'll get full value for 
sy«!ry dollar spent and greater 
satisfaction. 


DUY YOUR. 


^GROCERIES, 


FROM VOUR. 


HOME STORE 


Macaroni, Spaghetti, Noodles 3 *?.?• 19c 


UELIVKItlOlJ 


Eiixo Jel 
3 


, 
for 


DELIVERED 


NAVY BEANS 
19c 


WAFERS and 


Graham Crackers 


'Quality 
Brand" 


Pcr 
Lb. 


0121.1 VKIUSD 


WHITE 


SOAP CHIPS 


5 


TC' 
69c 


tm*r.i */ «ri» tfr\ 


Gold Dust i hoige Can 


Dust Cleanser FREE 


SANI FLUSH 


DELIVEHKD 


just a little Oxydot and 
the washing's all done 


OXYDOL 


LARGE 
PACKAGE 
2Ic 


DKI.IVISIIBD 


PRUNES 


a 


Lbs. 
! 


OBUIVEUEO 


POSTUM 
CEREAL 


An appetizing 


wholesome drink 


Per 
Pkg-. 


DRLIVKItED 


Large Can 


I:I.I VI-;UKD 


Lowest price in years. 


A fine coffe at a 


low price. 
OEI>I VEILED 


APPLETON PURE MILK CQ/s 


PURE MILK and CREAM 


IS SOLD AT THE 


g^ APPLETON SERVICE STORES 


Wm. H. Becher 


110 E. Harrison St. Tel. .'.S..' 


Bucholz, Grocer 


608 N. Lawo St. 
Phone 288 


Griesbach & Bosch 
500 N. Richmond Tel. 4azu 


C. Grieshaber 


U07 E. John St. 
Phone 433 


Keller Grocery 


G03 N. Superior 
Phone > 734 


Kemp Grocery 


420 W. Wis. Avc. Phone 3069 


Kluge Grocery 


614 E. Hancock St, 
leL MO 


Junction Store 
' 


1400 
Second St. 
Tel. 680-W 


Schaefer's Grocery 
603 W. College Ave. Tel. S2S 


Schei! Bros. 


514 N. Applcton St. Tel. 200 
Wichmann Bros. 


23* E. CoHtge Are. Xel. 168 


APPLETON 
SERVICE 
STORES 


Let the Post-Crescent For Sale Ads move your used furniture for EXTRA CASH 


Post-Crescent - 


Classified Advertising 
,&r, 
Information 


& 
F 
tff 


' Ads are restricted 
to their 
proper classifications and Co the 


*r- r~tejrular Appieton Post - Crescent 
fc /»tyl« ot type. 
"~f --Daily rate per tin* for consecu- 


• tty« insertions, 


i ' ' 
Charges Cash 
--, On« <lay 
13 
.12 
r, - Three days 
11 
.10 
'- Six days 
09 
.08 
i ~ 
Minimum charge, 60c. 
Advertising ordered for Irregular 


--.' Insertions take the one time inser- 
,• tlon rate, no ad taken for less than 
> ' basis of two lines. Count S average 
'_ words to a line.,, 
, "" 
Charged ads will be received by 


* telephone and 1C paid at office with- 
in, six days from the first day of 
insertion cash rate will be allowed. 
Ads ordered for three days or six 
; 
days and stopped oefore expiration 
will only be charged for the number 
, of times the ad appeared and ad- 
justment made at the rate earned. 
Special rate for yearly advertis- 
ing upon request. 
Publishers reserve the right to 
edit or reject any classified adver- 
tising copy. 


lodex to 


Numbered 
accoidins 
to 
the 


oosltion' in which they appear in 
the section. 


SALESMAN SAM 
Strange, Indeed! 
By Small 


Tffe LOA/G- 
PLAYSR.I 
MIGHT" AMD f HG& 
A ftecK OF fit 


pur ON "we. 
SPOT " 


CHICKENS 


AXJTO ACCESSORIES, TIRES 13 
CHIROPRACTORS 
SEEDS PIANTS ETC. 


APARTMENTS, FLATS "' f» 


FIFTH -ST..- VV. 924— Modern loirec' 
flat with garage. 
TeL 
room 
49S6. _ 


FRANKLIN ST., W. 624—3 rm. low- 
er, 2 rm upper flat. 
Mod. _ 
, 


GARF1ELD Ave., N. 718 — All mod- 
ern heated upper flat. Garage. • 
— 
. 
___ 


And apartments for rent clo»« la. 
GATES RENTAL DEPT.v 
209 N Superior _ 
Tet^ IBS! 


HANCOCK ST., E. 314 — Cozy turn! 


apt- 4 rooms 
and 
bath: 
Adults. 
Everything furn. . 


ST" E' "9 — * room up" 


upper flat, 
Chute..- 
?JA 
T— Island, 
_ _ _ 
J . Jansen, Little 


MORRISON ST., 
per flat. 
6H_5 room _p; 


Apartments. Plats . 


_ Articles for Sale ... 
Attorneys 
21 
Auction Sales 
45 
Auto Accessories, Tires 
12 
Autos for Hire 
.' 
10 
'Autos for Sale 
11 
Auto Repairing 
18 
Beauty Parlors 
_.,.,.... 30 


"~ Boats, Accessories ...., 
57 
/, Bunding Materials 
IS 
Ki.-Uding Contracting 
!S 
ist;s,rie£s Office Pquip 
80 
'Business Opportunities 
37 
Business Properties 
66 


/ Business Service 
14 
Card of Thanks 
1 
,Cafes and Restaurants 
•••• '1 
Chiropractors 
31 
Chiropodists 
28 


> Cleaners, Dyeis 
16 
" -Coal and Wood 
68 
Dogs. Cats and Pets 
41 


~" Dressmaking:, Etc 
16 
Electrical Service 
25 
Farm. Dairy, Products 
El 
Farms. Acreages 
67 
"^Florists 
4 
Funeral Directors 
B 
Garages 
...A-63 
Good Things to Eat 
52 
-Help Male, Feinais- 
34 
Help Wanted Female 
32 


r Help Wanted Male 
S3 
Household Goods 
47 
^, 
Houses for Rent 
63 
!«>- 
"Houses for Sale 
64 


G I B S O N 


SELECTED CARS 


MERIT 


OF 


1331 
CHRYSLER 
"EIGHT" 
five passenger "Royal" four 
door sedan. 
This car lias 
live new Goodyear Double 
Eagle tires equipped with 
Puncture Proof tubes. Also 
Tropic-Aire hoi water heat- 
er, 1931 license and other 
extras. 
'Will be 
sold 
at 


$800 00 discount. Terms or 
trade. 


YOU'LL LIKE 'EM 
Our cars are popular. 
1929 Chevrolet Coach 
$325 


1929 
Chevrolet Coupe 
295 


1929 
Chevrolet Coach 
225 
Little Marmon "S" Coach 
425 


1926 
Buick Stand Coach 
. 250 
HEADLIGHT TESTING STATION 
214 N. Appieton St. 
Phone''241 
(Have your lights tested.) 


Kr 
I**f , 


- 


^ 


In^Memoriam 
Instructions .............. .... 
Investments, Bonds 
............ 
.Laundries 
..................... 
Livestock .............. ....... 


/ Livestock Wanted 
.............. 
Hodge Notices 
................. 
ZiOSt and Found 
............... 


i LoLs for Sale ....... 
........... 
Machinery, Etc. 


2y 
38. 
17 
42 
43 


78 
65 
64 
-vi.d.uulUlSt J, .C4LU. *..........•.... O1 
Money to Loan 
39 
Monuments, Cemetery Lots 
b 
Moving, Trucking 
, 
22 
Musical Merchandise 
48 
Painting. Decorating 
21 
Photographers 
29 
PJumbin_j and Keating 
20 
Ufoultry 
cupplies 
44 
Printing 
23 
Radio Equipment, Ect. 
49 
.Real Estate Wanted 
70 
Rooms and Board 
59 
.Rooms—Housekeeping 
61 
-Rooms Without Board 
60 
Salesman. Agents 
35 
Seeds. Plants, Etc 
A44 
''Shore—Resort for Rent 
68 
Shore—Resort for Sale ......... b9 
Situations Wanted 
36 
Specials at the Stores 
63 
Special Notices 
6 
Tailoring, Etr 
24 
Wanted to Buy 
.- 
56 
Wanted to Borrow 
40 
Wearing Apparel 
65 


~~' ' 
CARD Off THANKS 
1 


LYMAN, WILBUR—We wish to ex- 
press our sincere appreciation to 


_ our friends, neighbors and rela- 
tives for the many acts of love 
and kmdaie&s extended to us dur- 


• ing the death of our dear little 
son and brother. 
Special thanks 
to Rev. Ilauch for his kind words 
Mr. and Mrs Wm Lyman 
^_ 
and Daughters. 


1925 
Buick Coach 


192C Buick Sedan 
1928 Buick Sedan 
1929 
Buic'c Sedan 


1930 
Chevrolet Sedan . 
1930 Chevrolet Coach ., 
1929 Chevrolet Coach .. 
1926 
Chevrolet Coach . 
1928 Chevrolet Coupe . 
192S 
Chevrolet Sedan . 


192S 
Chevrolet Landau 


1929 
Chevrolet Coupe- 


1929 
Chevrolet Coach . 


1929 
Chevrolet Coupe . 


1930 
Chevrolet Coach . 


1925 
Cadillac Sedan ... 


1927 
CadiHae Coupe . .. 


1929 Dodge Std Sedan . 
1926 Essex Coach 
192S Ess<;x Sedan 
1929_JEssex Coach .,'.. 
1931 Ford, Tudor Sedan 
1B29 Fold Tudor 
1929 Ford Tudor . .. 
1929 Ford Tudor 
. , 
„__. .„ 


1930 Ford Sport Rdstr 
445.00 


1930 Ford Coupe 
45000 


192C Hudson' Sedan . 
1927 
Hudson Broug-ham 


1927 Jordan S Sedan .. 
1927 Marmon S Sedan 


.$195 00 
. 345 00 
. 575.00 
. 795.00 
. 475 00 
. 450 00 
. 325 00 
. 75.00 
. 250 00 
. 350.00 
. 275 00 
. 325.00 
. 325.00 
, 325.00 
, 435 00 
. 395.00 
. 495.00 
. 4S5 00 
. 50 00 
. 295 00 


, 395.00 
. 475.00 


325 00 
315 00 
310.00 


BUICK SEDAN—1926 


If you want a used car at a low 
price that will deliver thousands 
of miles of carefiee transportation 
—we 
unhesitatingly 
recommend 
this 5 door Standard Buick. 4 new 
tires, means no tire trouble. Fin- 
ish is good. 
Motor very smooth. 
A remarkable value at $275 and 
1931 license FREE. 


Appieton Wrecking Co, 
Home of 
Seiberling Tires 
and. Tubes 


Wieckexs of autos and buildings. 
Used cars, new and 
used 
auto 
parts. 
Used 
building 
materials. 
We 
buy, sell, 
trade. 
Bankrupt 
slocks bought. 24 hour towing ser- 
vice. 
Tel. 329, 1419 N. Richmond. 


•y-p-kS—Headquarteis for Flsk Air- 
Flight and. Used Tires. Hendricks- 
Ashauer Tire Co.. 512 W. College 


LEO J MURPHY—Palmer graduate 
he_alth service. 604 VV. College, tel. 


HELP WANTED FEMALE 32 


COMPANION—Wan ted 
by 
elderly 
lady. Henry Korth, New London. 
MAID — Competent 
for 
general 
housework. 
Mrs. J. H. Marston 
221 N. Lawe. 


AUTO RBI'AIRING 
13 


SUPERIOR 
AUTO EXCHANGE 
227 W. College Ave. 
Tel. 345 


1929 
FORD COUPE 


Blue-black 
finish 
with 
maroon 
trim 
Very ' good 
condition 
throughout — finish, 
upholbtering, 
mechanical 
condition. Our 
low 
price, $310. 1931 license plates free. 
SUPERIOR 
AUTO EXCHANGE 
227 W. College Ave. 
Tel. 345 


AUTO PARTS 
Used parts for all makes of cars. 
Stormizing a specialty. East Wis 


NAbll—And general repairing, all 
makes of cars. Luebben Auto Ser- 
viP6. 123 Soldier's Sq Ph 5122-W. 


100 00 
275 00 
325 00 
4i>5 00 
195 00 
450.00 
395.00 
395.00 
295 00 
G95.00 


85.00 


395.00 


1926 Nash Adv. Coach .. . 
1928 Oakland Coupe . .... 
192S 
Pontiac Coupe 


1929 
Plymouth Coach ...'.. 
1920 Riekenbacher "S" .. . 
3929 Studebaker Sedan . 
1924 Studobaker Brougham 
1927 
Willys-Knight Sedan .. aao.vu 
1930 Whippet Sedan 
425 00 


These cars arc all displayed 
'n Applclon and 
can 
be 
bought at your own terms. 
Your car taken in. trade 
Twelve months to pay. 


THE GIBSON CO., Inc. 


PLYMOUTH 
USED CAR BARGAINS 
1927 Ford Light Truck 
1910 
Maxwell Sport Roadster 


1926 
Joidari "S" Sedan 


KOBTJSSEN AUTO CO/ 
116 W Harris St. 
Phone 5330 


AUTO PAINTING 
Small car painted (one color) . .$10 
£a''£e, ?al!'_ (one color) 
, 
PUT1I ALTTO SHOP 
15 


phone S 5 


BUSINESS SERVICE 
14 


SCHOOL GIRL—Wanted. Exchange 
for room and board. 132 E. Col- 
lege Ave. 


HELP WANTED MALE 
33 


MAN—Have opening for ambitious 
young man looking for a perman- 
ent position. 
Must be- neat and 
honest. Call Tel. 21S4, for appoint- 
ment. 


BLACK DIRT—Rich 
and 
mellow. 
Guar from quack. 
No sod. 
Als>o 
well rotted cow manure. Tel 3462J 


BLACK. DIRT—For sale. 
R4. 
Tel. 904G- 


BLACK DIRT—For lawns, shrub- 
bery. 
25 yd. Tel. 3034J. 


BLACK DIRT — For sale. 
or 2720. 
Tel. 1S04 


BLACK DIRT—For shrubbery ami 
flovveis 
Tcl. 9634J5 


YOUNG MEN—Wanted, 5, neat, 18- 
21 to assist manager in special ad- 
vertising. Experience not 
neces- 
sai-y. 
Opportunity" to travel and 
-make good money. 
Commissions 
should net ?35 to $50 per week. 
Must be able to start work and 
leave Appleten -n-illnii a week. See 
Mr. Kiniiey, Hotel CoiiWdy after 
5 p. ra. 


BATTERIES — Recharged 4 Of; dellv^ 
eied bOc: in far 
inr-luding rental 


<5c. 
W. F. Speel, 539 N. Durkee. 


EXCELLENT VALUES 


in GOOD Used Cais 


3927 Buick ocandard "6" 4 door 
1926 Buick •! door Sedan 
1929 Buick Standard 1 door 
1D2S Buick Coach 
1925 Buick Standaid Coupe 
3925 Buick Coupe 
1929 Whippet 4 door Sedan 
Now 1930 Buick Spoi t Roadster 
1926 Hudson Sedan 


Centi-al Motor Car Co. 


(Open Evening") 
127 E. Washington St. - Tel. 376-377 


Salesroom hours: 


"Dally S a. m. to 9 p. m 
Sundaj-s 9 a. m. to C p. m. 


EAVE TROUGHS 
And general sheet metal -work. 
Heimitz Sheet Metal Wks. 
(With 
Ilauei t Hdvv. Co.) Tel 185 
FURNACES—Badger 
and 
badger 
Supiem . 
Ail makes of furnaces 
lepaired 
Badger Furnace Co 


GARDENING — LaTi ns 
etc 
Tel. 1401J. 


LAWN 


cared foF 
_ 


AWN MOWERS — Shaipened. Spe- 
cial grinder. 
Quick Service. We 
will c-all fot- and deliver. Schlafer 
Hairlwaie Co 


' CABBAGE SEED 


SEED POTATOES 
Cabbage plants ready to set out 
now; All varieties of early and 
late seed potatoes. Sclnv ebs Bros , 
Hortonville 


BUSINESS OFFICE EQUIP. 50 
"" 
DESKS — 5 flat ""top. chairs, 2 swivel 
" 
and" 4 side oak. General Office Sup- 
ply Co.. ph. 140. 


TYPEWRITERS —^ Add. maclnnes, 
office equip, and supplies> E W 
Shannon. 300 E. College, tel. SG. 


MORRISON ST., N. 903—Upper 
lower flat. 
Tel. 1459M. 


NORTH ST., E. 716—AH modern u'p- 
per flat 5 rooms and, bath. 
Tel 


ONEIDA ST., N. 312—S rooms and 
bath. Lower. 
POST BUILDING-Pleasarit 
3 room and ' bath apart- 
ment, third floor. Conven- 
ient, central location. Heat 
a n d water 
furnished. 
Apply Post-Crescent Of- 
fice. 


SOUTH RIVER. ST., E. 406—3 rml 
upper flat, modern except 
Ing. 317 W. Lawrence. 
heat. 


FARM. DAIRY, PRODUCTS 51 


LOOSE H\.Y—Timothy and. alsike. 
John Ileenan, tel. Gr. 12F3, 


FLOWERS—Now is the time to put 
in your perennials, all kinds at 
Weimar's Gardens, 315 N. Weimar 
St., tel. 2482 
NURSERY STOCK—Full 
line 
of 
not them grown, 400 shade trees 
berry plants. Landscaping-, plant- 
ing done to order. Phone 3117 023 
N. Richmond. 


HOOD THINGS TO EAT 
52 


TRY LANGENBERG~MILK 
It qualifies. 
That's why we "do 
not pasteurize. 
If you want pure 
_fresh milk 3ust Phone 6GG. 


STATE ST, 
upper flat. 
Ar. 912 — Modern 3 
Adults. 


SCJPERIOIi ST., N. 506—Modern up- 
per flat. 
' 


STATE ST., 3SL— 
-Tune 1. Tel. 11S5. 


Vacan£ 


larga 


SPECIALS AT THE STORES S3 


ROtSDBUSIIES— Haidy, all 
colors 


SALESMAN, AGENTS 
33 


AGENTS—Wanted, house to house 
canvass. 
Tel. 25S4. 


SITUATIONS WANTED 
36 


COUNTRY GIRL — Wants house- 
work. Write E-9, Post-Crescent. 


BUSINESS OPPORTUNITIES 37 


PICTURE FRAMING 
SLiol's 
12S S. Walnut St. 


PACKARD 
STUDEBAKER 


3 


..K-, 
y&ff 
4-> 
? 
w 
j~f 


FUNERAL DIRECTORS 


BRETTSCHNEIDER 
F O N E R AL 
HOME—"44 
years 
of 
Faithful 
, Service." 
112 s 
Appieton. Day 
or night call 30SR1 


SCHOMMER FUNERAL HOME 
"Distinctive Service" 
210-W. Washington 
Tel 327 RS 


WICHJIAN FUNERAL HOME 
- 
' * 
"Personal. Service" 
.Franklin & fiupei ior Sis. Tel. 460R4 


BEST BARGAINS 
IN TOWN 


SEE US BEFORE YOU BUY 


1931 New Model Hudson 4 door 
Sedan 


1930 Est.es: 4 door Sedan 
1930 
Hudson "S" cyl. Coach 


1929 Hudson Big "C" Coach 
Chrysler "75" Crown- Sedan 
Chrybler "GC" Sedan 
Packard 5 pass. Sedan 
WANTED USED CARS 


CASH PAID 


MOTOR SALES, INCORPORATED 
1'oimerly the Appieton Hudson Co. 
u!5 E. Washington 
Tel. 353S 


CORD 
AUBURN 


1927 
Auburn Ds Luxe 


1930 Hudson Coach, 5 wire wheels 
1930 Studebakcr Commander "S", 


6 wire wheels 


AUBURN MOTOR CO 
Memorial Dr. 
Tel. 866-1147 


MONU'TS CEMETERY LOTS 5 


SCHROEDEK-LUEDEKS MEMORI- 
AL CO—Distinctive Mem. "Mark 
' every grave." 319 N. App. Ph. 810. 


SPECIAL NOTICES 
U 


BANKRUPT 
KALE—To 
close 
a 
bankrupt estate I offer for sale to 
tho highest bidder ono 
popcorn 
machine with motor attached, and 
one Humphiey water heater. May 
^ be examined at office of trustee 
1 Charles D. Brcon, trustee, 207-S 
First National Bank Bldg, Apple- 
- ton, Wi& 
KODAK'S — International R100.000 


•• picture contebt 
begins 
May 1st 
Call for iuleb at Ideal Photo & 
trie Shop.) 


N O T I C E I 


"i 
We have an empty truck 
going to 
Chmago 
on 
or 


;•• _, 
about May 5th. Get in touch 


f. 
Tvith us if you have a load. 
^ 
v to muve to Chicago on that 


j 
date—we can tave j ou mon- 
i - • 
e y 


K, 
'•• .- 
Also 
-jWarit Load From Madison 


We have an empty truck corning 
Jjackjfrom Madison, AA'H , between 
May 5th and 10th 


«* 
HARRY H. LONG 


_iI5_,S. Walnut St. 
Phone 72-1 


USED CAR BARGAINS 


1930 
Dodge "S" Sedan 
1929 Nash Coupe 
1927 Buick Master Coach 
Several cars, $35 to $100. 


BERRY MOTOR CAR CO. 


1929 CHEVROLET'S DOOR 
A car in 
exceptionally fina con- 
dition throughout. 
Equipped with 
now tires. Blue finish. 
SUPERIOR 
AUTO EXCHANGE 
227 W. College Ave. 
Tel. 345 


ROUND OAK — Moistair Furnaces 


I *.!" 1"! fJ r> If* 
.P- 
/"»!»».:„(--.. 
, * n 
•*-,*• 


SOFT DRINK PARLOR 
VERY GOOD BUSINESS 
In fine location in good village 
close to Appieton. Bar -with best 
oE fixtures. 
Dance hall and veiy 
good living quarters in connection. 
will consider trade foi- city piop- 
crty or small acreage close to Ap- 
pieton. 


IIANSEN-PLAMANN 


, 
perpetual blooming this season, 60c 
each. 
General nursely stock 
reasonable prices 
at 


GELBKB S, WEST PARK NURSERY 
SOI So. Ri\er St. 
Tel. 1013 


SEED CORN—Golden Glow, 
high 
germination, #2 50 pel 
bu. 
Roy 
Schmidt, tel Greenville 20B122, 


4 HOUR DRYING- 
VARNISH 


For floor or linoleum. At reduced 
prices for your spring redecorat- 
ing. 
60c pint, ?1 00 per quart. 


HAUERT HDW. CO 


U07 W College Ave. 
Tel. 1S5 


TELULAH AVE., S. 712—3 
rooms, upper. Garage. 


WISCONSIN AVE , W.—J 'room low- 
er flat, basement, garage. Tel. 3432. 


WASHINGTON ST., E. 315—Pleas! 
lower furn. apt. Pn. bath. - 


WALNUT ST., S. 128—Apt. 3 cms. 
and private bath. Furn. Tel. 2679. 


HOUSES FORWENT 
63 


FOSTER ST., W. 226—5 rm. modi 
house. Garage. 
Tel. 1282 


"Hitabard" washer, $7S.5O 
Guaranteed .10 years. Double por- 
celain tub. Balloon type wringer 


motor. 
Only $78.50. 


SHED POTATOES—Wnupaca gi own 
.Rural Russets, 70c bu , delivered 
to Appieton. Little Chute and Kau- 
kauna. 
Tel. Kaukauna 415W. 
A. 
.B Loerke, 


AUCTION SALES 
45 


AUCTIONEER—Aug C Koehl-jr. ex- 
perienced 
Services available 
all 
kinds of auc-tion sales. Tel 113-R 


,. 
. 
. 
REINKE & COU.ST HDW. CO 
3J2 N. Appieton St. 
Phone Z 


FREMONT ST., E. 1212 — 5 loom 
house with -garage. 
Couple pre- 
ferred. 


.lei. 
ST, w. —2 room hpusV. 


ELDORADO ST , E. 
Stove heat, gaideii. 
739 — House 
bus lines. 


ERIE ST , N. 1521—5 rm. furnished 
home,.- for the summer 
months. 
Completely modern. 


KODAK FILMS — Popular 


SS 


developed. 
United 
Store (Open Sundays ) 
Cigar 


MALT PRODUCTS — Delivered to 
jour home. 
Adam Goos, 60S N 
Morrison St.. phone 1396 


,_, ,, 
& Ciiristcnsen, 417 
W 
College Ave 
Phone 1748 or 4156. 
We lepair all makes of furnaces. 
STORM 
WINDOWS — Removed. 
Screens put on.- Odd jobs. Tel. 


URESSMAKlNCi. ETC. 
15 


HEMSTITCHING — And 
picoting 
while you shop. Pleating-, buttons. 
Wcigand Sewing Machine Co, 113 
N Mouison. 
Tel. 973W 


LAUNDRIES 
17 


CURTAINS—To do at home, reason- 
able 
Tel 110SW. 


faEND \OUR LACE CURTAINS 
blankets, rugs, carpets and pillows 
to 
UH. 
Reabonable prices. 
Peer- 
less National Laundry. Phone 148 


Real Estate-Insurance 
Olympia Bldg. 
Tel. 532 
Kms. 16-17 


MONEY TO LOAN 


TRUCK — Oshkosh Four 
TVhe<3l 
Drive. 
Dump body. 
Capacitj 3 


ton. 
Mechanically in good condi- 
tion 
Good tiies. 1 eitra. Price 


fl.OOO. P. H. Cummings, Now Lon- 
don. 


, BUILDING MATERIALS 
18 


GRAVEL—For cement work, drive- 
wayh, black dirt 
Tel. 3634J4. 


. BUILDING CONTRACTING 19 


CARPENTER — Work, plastering; 
shingling done cheap. Tel. 5487. 


742 W. College Ave. 
Tcl. 636 


CHOICE BARGAINS 
Tour Ford Dealer offers ex- 
cellent values in good tisctl 
cars at right prices. Come 
in today. 


1924 Ford Roadster, with box, $40.00 
1925 Overland Sedan 
....... 
35 00 
192b Ford Coupe 
1926 
Oldsmobile Coupe .. 


1926 Ford Panel Job . . 
« ford Coupe 
2S Ford Fordor 
1925 Ford Coupe 


ouring 


50.00 


22500 


25 00 
35.00 
33500 
3500 
150.00 
375.00 
7500 


275~00 
75 00 


1928 Che/iolet Tn-Cf Sttk'o" 
.lob 
250.00 


1928 
Cnevrolet truck dump 
J°b 
150.00 


AUG. 
BRANDT CO. 
Phono 3000 


WILLTS-KNIGHT—Model 66 Great 
Six Sport Roadster In A-l condi- 
tion, nearly ne-w paint and tires 
Buy direct from owner at bargain 
price. Inquire 1236 E. Opechee St., 
Phone 2631. 


n- 
1926 Ford Panel 
1929 Essex Goach 
1924 Studebakcr Sedan 


USED CARS— 
"~~ 
Ford 1926 Touring 
Esses 192S Sedan 
Buick 1929 Sedan 
Kco 1927 IK ton C. C, and stake 
body 


WINBERG MOTORS, INC. 
210 K. Moiri&on St. 
Phona 871 


1929 
PONTIAC COUPE 
Car in excellent mechanical condi- 
tion. Low mileage. Equipped with 
b ply tires. Finish and upholster- 
ing good. 
Price, ?395, and 1931 
license furnished free of chaigc. 
See this excellent value. 
SUPERIOR 
AUTO EXCHANGE 
327 W. College Ave. 
Tel. 345 


1929 
FORD FORDOR 
Finish is a beautiful, yet endur- 
able blue-black. 
Equipped with 
new tires 
Car Is ical clean in 
every respect. Our puco $3S5. Let 
us demonstiato. 


SUPERIOR 
AUTU EXCHANGE 
227 W. College Ave. 
Tel 315 


fc- 
. - - 
GabOlme 
special 
60-63". 
^ 9.6c plus tax. 
Our regular low and 
,not a gip gas 
Dnvo out and till 
up. 
Ebart & Clark, 121S N. Bad- 


,i_ ger Avo. 
>, vs 
RADIO SERVICE 


~'Exclusively. (In bubin_js for my- 
t%solf.) Weimar Radio Service tel 
> S510 (Located icar of Finkle Elcc- 


OF THE TI M E — T hey pleas<T 
• *2 'JEPrlnekley Sign Studio. 527-29 W. 
College. t e L 2 6 7 
_ _ _ _ 


*THE HOME AID— Needs- 2 wood 
cook stoves for 
needy 
Jf you can 
donate a 
'' call Miss Clapp at 4177. 


S. CIVIL 
SERVICE — Examina- 
tions soon. 
Valuable information 


3*vn<l 
sample 
loiso-n 
free. 
Only 
, common school education needed 


. 
position- paying 
up to $250 
' .1. n<!omhly. 
Write- today, JC-7, PosU 
Crescent. 


.AUTOS FOB SALE 
II 


*s 'condition, 


~ 


model. Wrst 
Call-Z602 after 


FISHERMAN'S 


SPECIALS 


]-X,t-5h Touring 
3 -Chevrolet Sedan 
l-.Ioulan Sedan 


1S22 — $1900 
39:!,! 
4 9 0 0 
.. .i:»23 — :»9 00 
1-Chevrolct Coupe 
]12.~> — d9 00 
1-Foid Roadster ..1925 — 3900 
1-Fotd Coupe 
1-Foid Coupe 
1-Ford Touring 
1-Ford Coupe 
... 1921 
1-Chcvrolct 
C'oupo 1I'2C 


1925 — 19.00 
192G — • 21 00 
1910 — 2900 


49.00 
'.(9.00 


lluriy and t,iko jour pick 
of aomo real 
economical 
transportation. 
The above 
cars all in running condi- 
tion. 


Galler&tpom Chevrolet Co. 
Phoiio SC9 
511 W. College Ave 


1929 OLDSMOBTLE COUPE 
6 Wlro -wheel oversize tries, ex-1 
ocllent 
mechanical 
condition. 
Terms. - Tel. 4530. 


1929 
OLDSMOBILE 
De Luxe Sport Coupe in new 
' car condition. Original paint 
and tiros. Two side mounts, 
Tropic-Airo heater, 
tiunk 
rack in rear, 1545 00. 
TWIN CITY AUTO EXCHANGE 
317 N. Commercial St. Ph. Nh. 600 
Neonah, AVls 


$5O-YOUR CHOICE-$5O 
No greater values anywhere at the 
prlco in economical dansportntion. 
SL'DANS 
Chevrolet, Foitl, Star 
COACHES 


S Eiibcx, Foi d 
Oakland Touring 
Dodge Oonpo 
O R. KLOEIIN CO. 


HOUSE MOVING 
Wm. Sclimiege. 730 W. Lorain St. 


M ART1N BOLDT & SONS 
.„, ^W,? estimate all buildings. 
217 S Badger Ave 
ph. 164 


PLUMBING AND HEATING 20 


A. M. WJNTERS—Tltg. Co. We spe- 
clallze In hot water heating for 
small homes. Tel 3764 W. 


SAVE 


NEARLY A THIRD 


ON LOANS 
ABOVE $1OO UP TO $SOO 


The Nationally a d v e r t i s e d 
Household Loan 
Plan 
offers 
cash loans of 550 to $300 to 
husbands and wives at reason- 
able rates. 
Loans above §100 
and up to $300 are made at s. 
rate almost 
one-thud 
lower 
than the- _usual charge. 
Strictly confidential—no Inquir- 
ies of friends or relatives. 
Tha 
only signature requited 
are those of htfsband and wife. 
No endorseis are necessary 
Interest is paid by the month, 
and charge is made only for the 
actual number of days the,mon- 
ey is In use 
There are no fees. 
COME IN. PHONE OR WRITE 
HOUSEHOLD FINANCE 


CORPORATION 
2nd Floor Walsh Co, Bldg 
303 W. College Ave. 


Phone: 235 
' 
Loans made in nearby towns. 


ARTICLES FOR SALE 
46 


BICYCLE—New tires. 
Completely 
overhauled. 
Boys. 
Double 
bar 
frame. 
Motoibike 
handle 
bars 


!>16 50 cash. 
Schlafer 
Hardware 
Co. 


•BABY CUGGY—Latest style, 
role 
and silvei. Veiy icasonable. 1011 
W. Eighth. 
BICYCLE — 100 
ft. of hfcy 
iope, 
earclen 
cultivator. 


BABY WALKER—High chair, toi- 
let chair, gas range. 1521 N. Ap- 
pleloii St., tel. 5125 
BOOKS—Complete set 50~volurnes. 
Harvard classics. Dr. Elliott 5 ft. 
shelf of books. Tel. 212G, evenings 


BLACK DIRT—Best for lawns and 
shrubbery. 
Tel. 5222R. 


BABY BUGGT—Llo-yd loom, good 
cond., $35. 42S E Circle. 


STEEL POSTS 


G foot Orange Banner steel post 
and Red Tops, $33 00 per hundred. 
Copper Steel corrugated drain cul- 
verts? 55c foot 
MEDINA* LBR., COAL FLOUIt 
& FEED YARD - 
Medina, Wisconsin 


HIGH W AT 41 — Modern S room 
house. For sale or ic-nt. Double 
garage. 2 acres -land. Tel.. 46R1, 
C. 
- 


HIGHWAY 
hoube and 
Greenville.^ 


_ _ 


76 — Near 
Appieton. 
garden 
Tel. 13F13 


SECOND WARD—S rm. House, mod- 
crn, fuin. 
Will rent for summer 
months. 
Write B-10, Post-Cres- 
cent. 


WISCONSIN AVE., W. 73J—For rent 
or sa.le 5 loom home. "Tel. 3959. 


WEARING ,"APP_AREL 
53 


CLOTHING—Women's and children's 
l?iacUcally ,new. 
Call at 220 W 
Btewster St., morn, or,eve 


DRESSES—Skit ts and coats like 
new. Tel. 3307, 


WANTED TO BUS 


OUTBOARD MOTOR—Second hand. 
Tel. 679 or 47S5. 
KOSE ARBOR—Used. Tel. 3S6D or 
90S N. Fox St_ 


COAL AND WOqp 
58 
_ 
POCA. — And Solvay coke, $9 75; 
Elkhom all sizes, |S 50. For oth- 
or prices tel. H. A. Noffke, 113-W 
Starting May 9lh we will be closed 
Sat 'afternoons during summer. 


HOUSES FOR SALE 
64 


BELLA1RE COURT— 
~ 
All modem bix loom house. Hot 
water heat, ono car garage. Pric1- 
ed to sell. 
UP RIVER— 
Six room~mo<3crn house. Two car 
garage. Ono acie of land. 
LORAINE ST., W.— 
A new all modern sK room house 
Hardwood finish downstairs. Three 
bedrooms and bath. Good attic. One 
car garage, will take small houss 
or store in trade. 
Nl DIVISION ST., N.-i 
Modem six room house.. Priced 
to sell at $4800 
One car garage. 


STEVENS & LANGE ' 
First National Bank Bldg. 
Tel. 17S 


UOOMS AND BOAKD 


CEDAR POSTS—For 
Klein, tcl. 9C37R11. 


FJJLLER BRLT&HE! 


bale, Henry 


°ay- 
For 
Mother's 
PrsoUcal gift for every 
5 So 


GAS RANGE—$12. 
Folding 
baby 
cab. $5: 2 room size rugs, $3 each. 
Coal stove, $5 
Electuc Fireless 
Cooker, $12. 
330 W. Seventh, ph. 


CHAS GOLDBECK. Est. cheerfully 
given. 
Day and night ser. Work 
guar. 704 N Leminawah. ph. 2S31 W 


PAINTING. DECORATING 31 


PAINTING—We do painting and pa- 
per hanging. Piompt service. Art 
Wall Papei & Picture Store. 
PAINTING — Wall paper cleaning 
and carpenter woik done very ica- 
aonably. All woik guar. Tel. 5373. 
PAINTING—Woi k guaranteed, 
an hour. Tel. 1911W. 
50c 


PAINTING — And paper hanging. 
Jolvn Kcrsten, tol. 4021. 


AUTO LOANS—Refinancing, no red 
tape. National Finance Co.. 227 W 
College Ave 
Tel. -72YV. 


MONEY—To loan on first mortgage 
Appieton Improved 
real 
estate 
Prompt service. P. A. Kornely, Real 
Estate and Insurance. 229 W. Col- 
lege Ave. 


GOOSE FEATHERS—For sale. Tel". 


1. top, 
like 
W. Oklahoma, tel. 5254. 


HOUSEHOLD G O O D S 4 7 


ANTIQUE FURNITURE—For sale 
M. W. Giant, R 1, IJale. 


LIVESTOCK 


BULL — Guarnsc~i% 
9G20R12. 
old. Tel. 


BULLS—-, heifers, springers, hois- 
cs. 
Tel. 3223.T. 


MOVING, TRUCKING 
22 


ASHES — Rubblbh 
and 
baggage 
hauled. 
Wm. Stolt, TeL 15ri 


ASHES— Rubbish hauled. Moving & 
d i aylrig. Edw. Ehlke. Tel. 4440J. 
_ 
ASHES — Black dirt, cinders, crush- 
ed rock, clay filling, rubbish haul- 
_cd_. Harry Van Hcuklon, tel. 3054J. 
LONG DISTANCE — Hauling. 
Van 
service. Buchcrt Transfer Line, SOO 
N. Clark. Tel. 445 


STORAGE—And household moving. 
Estimates 
given. 
Smith 
LLvcry.. 
Tol. 103. 


TRUCK — For hire with man, $1 
per hr. Cinders hauled. Tel. 2G45. 
Lute Wooden. 


TAILORING. ETC. 
2-1 


BULLS—Reg Holsteins, 
14 
mos. 
old. Nick Paltzer. R 5, Appieton. 
" 
BULLS—5, Holatcms, 12 to 11 mos 
Mike McCarthy. K 1, Appieton. 


HORSES—Rccei\cd a 
few 
more 
good hoises. Also have a couple 
cheaper horses. 
Dr. Madson, tel 
92W. 


HOGS—Poland China, boars, feed- 
ers or small pigs. Wieckert Farm 
tcl. 9G32R11. 
HORSES—Mules and cattle deliv- 
ered anywhere. 
Tel. 2113J. John 
Dietzen. K 3. Appieton. 
> 


LIVESTOCK WANTED 


COWS—Wanted. Springers, due to 
freshen 
in May, June or July, 
all breeds. 
Call Reed Murry at 
92W or wilto cars Dr. Wm. Mad- 
son. 


COT—$2. 
Samtaiy couch, ?2 50; 2 


buxnor gas plate, .$2.50: breakfast 
set, small ice box and many other 
articles at a -bargain. Monday 1:30 
p iii. until Wednesday at 7it) W. 
College Ave. 


59 


DIVISION ST., N. 604 — Room, board. 
pleas, private home. Young man. 


HARRIS ST, E. 117 — Roomers, 
bpai.ders. 
Home prlv. 
Central. 


OKLAHOMA ST., W. 1013 — Room 


and board for 2 men. Tel. 4930R. 


STATE ST. N. 512 — Room and board 
tor guls. 


THIRD WARD—Modern. -No down 
payment. Pay like rent. Ing. 929 
E North St.,. eve.' " 
r 


ONEIDA ST../S. 1901—b rooms, bath 
and sunparlor, drilled -well,'water 
works. 
Reasonable. 
Apply- Otto 
Rcffke 
CLARK ST., N. 1509 — Modern 5 
looms and bath. 
Bungalow. Gar- 
age. 


.ROOMS WITHOUT BOARD GO 


APPLETON ST. N. 705—Nicely furn 
room 
Tel. 1550R. 
i 


COLLEGE AVE., W. S07 — 2 rnis 
for 2 or 3 girls. Tel. 442.0. 
DURKEE ST., N. 201—Mod. furn. 
rm Gentlemen pref. 
Tel. S3S. 


HARRIS ST., E. 205— Room ivith 
garage. Near business district. 


CHAIRS—Dresber drawers, 
tables, 
spiinsb, matU esses 
and 
-phono- 
graphb 
Smith Liver j. 


bal0' 


ELECTRIC STOVE — llol Point 
Moving out of city. 
325 Eleventh 
St, Ncenah 
Tel. 2751. 


GAS RANG 
cd to sell. 
ingfa. 


- — Good condition. Puc- 
SOS W. Prospect moin- 


GAS'RANGE—Stewart. ..Fi ice $20. 
101) W. Summer. Tel. 3644R 


METAL BEDS, §3.89 


50 lb mattress, .?! 95. Unpamtcd 
kitchen chans, 9Sc. These are on- 
ly a few of the manv bargains 
Gabriel's offer save 10% to 40% 
Gabriel Furn. Co , 307 N Commer- 
cial St, Neenah. 


HARRIS ST., E 
214 — Beautifully 
turn, im close in. Tel. 4 SOS. 


LORRA1N ST., W. 734— Furnished 
loom for 1 or 2. Gentlemen pre- 
fericd 
Tel 
4726. 


FIRST TVARD—Small modern, home. 
Pi iced to sell. 
See 11. E. Carn- 
cross. 


LAWE ST, N 202—Laige cor. rm. 
1 or 2 
BreaKCast. Tel. 1508. 


MORRISON S.T., N. 520 — Pleasant 
turn, rooms, garage 
Tcl 1S30M 


ONEIDA ST, K. 1102—Furn. looms. 
Tcl 3049J. 


ONE IDA ST., N. 407—Room suitable 
tor J people. 


SUPERIOR ST , N. 20U—1 blk. from 
Hotel 
Appieton. 
Laige 
lowor 
fiont room, modern. 
Nicely fur- 
nished. Tel. 1552. 
STATE ST, N. 317—Pleasi room, 
first floor, 1 or 2 persons. Gentle- 
men pref en ed. 


FUR COATS—Repaired, rellned and 
remodeled. 
M. E. Rigden, 214 W. 


U.tklaiid-Pontiac 
G M C. Ti ucks, 


DODGE 
PLYMOUTH 


GOOD USED CARS 


,1926 Dodgo Sedan. 


1923 
Dodge Sedan. 


1925 
TJodg-o Coach 


3H26 Fold Sedpn 
T>2. Ford Sedan 
1126 Nash "Advanced Six" Sedan 
1923 Nash Co.ifh 
1926 NoSON Coach. 
1927 Dodge vi to Canopy Express 


WOLTHR MOTOR CO. 
Phone 1513 
IIS N'. Appieton St. 


AUTO ACCESSORIES. TIltKS 12 


GLASS 1 is'STALf/CD—In 
>oiH- ear, 
new and used, ?1 25 to fr, 50 Com- 
pare prices 
Used PHI ts for all 
caib. 
Towing 
service. 
Jahnko 
Wrecking, N. Richmond St., tcl. 
_1 1S-W. 


USED TIRES FOR SALE 
Prices are 1o\v<n* than it costs to 
put a shoo or boot in an old tire. 
Come in today and look our raok«s 
over. 
Kvory 
tho 
inspected 
and 
icady for road. 


APPLETON TIRE SHOP 
Phone 1788. 
318 E, Col. Ave. 


ELECTRICAL SERVICE 


ARFT-K1LLORLN ELECTRIC CO 
—A complete olecti ic sei vice. 116 
S Supei 101 SI. 
Phone 5670. 


ELECTRIC I1O.MB APPLIANCES— 
Repaired Radios, washers, Ironers, 
refrigerators, etr. 
Al. Nitz Radio 
& Electi ic<U Service, phone 5065 or 
11)00 and we will call. 


DAIRY COWS—Spiingers and fresh. 
We buy and sell. Henry Ummers, 
tel. 3223J. 


POULTBV SUPPLIES 
44 


BLU1CK ELECTRIC SHOP — All 


Kinds of clec wiring, repairs and 
fixtures. 101 S. Walnut St., tel. 2<«. 


CIIIKOPQDISTS 


P.RIGGS — Mab&eur and 
chT- 
iles. 
Ph. 7DS, Res. 2759. 


— 
icpotlist. Happy feet make smiles. 
131 E. Col Ato 


PHOTOGRAPHERS^ 
20 


L'VURY TIlUKbDAT — Is "Baby 
Da.>". Special for 
children 
only. 
'I-'roo 
Studio. 127 U ColU Ava 


KOCH PHOTO SHOP — Kodaks, 
films and finishing. 
231 E. Col- 
lose Ave. 
Tcl B66. 


SYlCliS STUDIO—Appleton's 
only 
laay photojrraphcr. Our portraits 
spcal- Cor themselves. Ph. 1241. 


BEAUTY PARLORS 
80 


BUUTOW ROAUTY SHOP—Perma- 
nent $7-SlO Finger waving, 75c. 
Irving '/Siiolke Bldg.. lei. 902. 


CHlKi>P ttACTOUS 
3 
_ _ 
A. A. DKNI 
Successor to 
College Av«, 


__ 


Cfl IROPRACTOR— 
Or 
Larsen, 123 W. 


Tel. 860. 


WE HAVE 


Carefully developed our breeding 
flocks to a high point of super- 
iority and our baby 
clucks arc 
strong, vigorous and healthy. They 
mature quickly and become the 
heavy layers so much desired May 
wo have jour ordei ? We a1 , sure 
you -will be well pleased. 
Gadget- 
State Chickery, E. Wis. Ave, tel 
CU-W. 
LONE OAK HATCHERY 
Highway 47 


More and nn)rc poultry folks real- 
ize that poultry of the best possi- 
ble breeding will make them more 
money. The fact was brought home 
to them this season when 
low 
pricey, the product ot 
I ho good 
producci s, showed just how un- 
profitable It Is "to board nou-l*y- 
ori 
But tho size oC this desired 
piofit- Avill 
bo Koveined by 
the 
quality c>f lasers >ou invent In. Out i 
records sho-vv ti pen of 36 hens 
laycd S.797 cgKb In ono year. 
We 
carry a. complete lino of Interna- 
tional feeds and recommend them. 
Tol. 
960SR11. 


NEW CAS STOVES 


Regular price, 739.00, sale price, 
$22.50. 
An 
all-enameled 
stove, 
icgular pi ice, ?59 00, sale 
price, 


$39 00. Good U'scd bowing machine, 
drop head, ivill sell 
reasonable 
Libman's Furniture Exchange, 210 
N. Appieton St, tcl. 513-W. 
SEWING MACHINES — New, used. 
SINGER S CAVING MACHINE CO. 


4OS W. College. 
Tcl. 307 


SEWING 
MACHINES—New, used, 
bought, sold, rented, repaired and 
exchanged 
All guaranteed. $5.00 


up. 
1KJ N. Monison St., tel. 973-W. 


ROOMS—HOUSEKEEPING ei 


COLLEGE AVE , E 114—2 furnish- 
cd rooms. Tel. 3763 after 6 p. m. 


COLLEGE AVE, E. 132 — Large 


fiont rm. and kitch. furn. Cheap. 


H O M E S— 
W. LAWRENCE—6 room home, mod- 
ern but bath. 
Gaiage, large lot. 


W.' WINNEBAGO—Practically nevr 
cottage. Garage, large lot, all mod- 
ern. 
This place can be bought 
with small payment down. Bal. 
like i out. 
WE BUILD homes to suit you and 
buy your lot -with veiy small down 
payment. 
In-v estigate. 
GATES REAL ESTATE SERVICE 
has them. 


209 N Superior Open eve Tel. 1552 
SUPERIOR ST, N. 1103—7 
room 


home to be mov cd or wrecked for 
sale to highest bidder. Gates , 209 
N. Superior. 


"W. SUMMER ST.— 


New 5 room bungalow -with 
fur- 


nace and complete bath. Divided 
basement and large attic. 
Priced 


at 
S3700 00. Owner will consider 
lot as pal t down pajment. 


DANIEL P. STEINBERG, Realtor 


206 W. College Ave. 
Tel. 157 


DURKEE ST., N. 117—Fui n. apt. 3 
looms and bath. 
Tel HOG 


DURKISE ST., N. 215—Lower fuin. 
apt. for 2 adults 
Bath. 


FIFTH ST.—Near Walnut, 3 room 
nicely furnished upper flat. Bath, 
garage, everything furnished and 
pi iv ate. 
Tel. 1,'J52> 


N DIVISION ST.—J furn. 
rooms. 
Light, gas, heat and water turn. 
Close In. Tel. 450S. 
NORTH ST, 
Nicely furn. 
E. 1000—2 
Tel. 12S2. 
rm. apt. 


NORTH ST.. 13 — 3 


gas, 
water furn. 
rm. apt. Light, 
Tel. 
2357. 
TABLES—Chairs, 
and 
ice 
boxes,. 
.. 
... 


Roll top flat top. upright writing STATE ST., S. 213—Modern 4 "rm^ 
desks. 
Klmbcrly 
Second 
Hand 
turn, apt. Private bath. 
st^.1-^ 
Tni 
or.5i.Ti" 
Wo also buy ' 
~—'— 
Store 
Tel. 9GS1J12. 


Cuinituro and btov es. 


VA C U UM CLEANERS—2 new Eii^. 
i picas, only 510 each: 1 Airway 
$10; 
2 Hoovers each ?10; 1 Gray- 
bar, $10; all Attachments. 
U&ed 
very little, very good 
condition. 
Scott & Fetzer Sales. 1335 W. Rog- 
ers Ave.. phono 1JS1. 
WASHING MACHINES—Used, 
dif- 
ferent makes, ?S and up. Gregory 
Yandenbcrpr (Mnvtac: Man) K 
Kim- 
bcrly, Id. L. C. IJF13. 


MUSICAL MERCHANDISE 
-18 


PIANO—Adam Schdff, Tel. 29C9. 312 
S. Piei ce Av c. 


BABY CHICKS—And custom hatch"- 
Insr 
We also havj a full line of 
International chick mashes 
and 
Coed. Full line of poultry supplies. 
Driesson's Hatchery, Little Chute, 
Tel. IS-M 


CHIX MASK 


Ai.D CHICK SCRATCH FIIKO 
Wo carry n, full line of Kl,ilcliforrt's 
PO'jHry feeds alto poultry onuiii- 
mflnt :inrt 
remedies 
Oiilnpaniic 
Uriuily Exchange, 320 N. Division, 
tel. 1642. 


PIANO—For 
talc. 
Strober. Tcl. 
2S13 
227 N. Bennett. 


PLAYER PIANO — Gulbiiuiscn 
p:oo<l condition. 
Tol. 1951,1. 


USED VIOLIN 


Suitable for begin nor. 
Van Zco- 
lancl Stud'o. ]24 N. Durk e e 


"VICTROLA—A-1 condition 
60 to 
70 iccords. 
Complete, ?1S. Tel. 
400S. 


UMMO EQUIPMENT. liTC. <I9 


APARTMENTS, FLATS 
62 


APPLETON ST., N. 219—5 room up- 
per flat. 
Inquire at the Badger 
Pantonum. 


APPLETON ST, N. 513—Modern up- 
pcr flat. 
Heated. 


STOP PAYING RENT— 
•Own a home. 


KIMBERLY REAL ESTATE 'cO., 
Own a Home, Eat>y Terms 
Telephones: 
Appieton 7SO 
Little Chute 6W 


S SPRUCE ST.— 
" 
New dwelling, 5 rooms and bath, 
garage attached. Well conttiuctcd 
desirable location, a bargain 
EDW. VAUGHN, 
Jcnss Bids. 
Tel 433 


OKLAHOMA ST., W. 1111— New 


room house. Modern. 
$1700. 
Tcl 
4304 W. 
WINNEBAGO ST. W. 111S— New 6 
room, all modern 
city. 
Leaving 


FIFTH WARD—3 
room 
modern 


COLLEGE AVE., W. 215—5 room 
upper flat, modern. 
With heat. 
All redecorated. 
Ideal central lo- 
cation. Inquire at State Lunch. 


COLLUGK AVE., E. 2J2—Furnished 
apaitment, 3 looms and bath, mod- 
em. 
Vacant May 15th. Inq. Ma.'x 
.Tewelrv Store. 
CLARK ST, N. SOS — Upper flat. 
Laigo -sun porch. Heat and water 
Turn. Tel. 271 S. 


COLLEGE A VK., W\ 745—Modern 
heated apt. 3 or 4 room:.. With gar- 
:igo. Tel 36S9. 
COLLEGE AVE., W. ,">OS—All mod- 


ern, 
furn. 5 rooms and bath. Heat 
and 
water 
furn. 
Phone 
John 
Bartman, 998. 
DURKEE ST., N. 122—i room apt., 
furn. or iinCurn. 


CROSLI;Y CONSO'.U — Single dial, 
nil 
e'cclvii- 
VmKIo T J I f o l i i c 
lege Aw 


?30 tomplcle. 
Shop, Sifi I) 
Ci>l- 


nURKEE ST., N. 417—5 rms. bath. 
llc:tt. water furn. 
Tol. 1106. 


T'lPTlI WARD—Upper fla*. 5 rooms 
.ill modern. With or without tjar- 
:itre. 
Furnished or un furnished. 


Iiif|iiii-f at Libman's Furniture Ex- 
change. 


CHOICE HOMES 
IL1RRIS ST, W.—G room 
modern 
home with praiage, ''4,000. 
COMMERCIAL ST., E.—Practically 
new, modem 6 room semi-bunga- 
low. 
Oak trim and oak floors in 
living room, dining loom and vesti-. 
btile Fireplace. One bedroom and 
lavatory on first floor. Two large 
bedrooms and complete bath on 
second floor. Garage. $6,300. 
APPLETON ST , N—S room hou^e 
with bath. 
Large lot, 60s20'0 ft. 
Must be s>old to close an estate. 
Pi ice very reasonable. 


UNION fcT.. .N. 
lu&t completed, 
f> 
room home. All modei n 
Sun par- 
lor, garage, nice lot. 
56,900. 
FIFTH WARD—Five room bunga- 


low. 
Slncllv modern. 
Nice lot. 
Garage. Si 500 
DREW ST.. N — A n 
exceptionally 
well built home of 7 rooms 
All 
finished in blich. Strictly modern 
Very largo 
lot. 
double garaire. 
Splendid location. 
Only S5.SOO.OO. 
FIRST WARD — Closa In, 8 nlei 
large- rooms. 
AH modern conven- 
iences. 
This is an exceptionally 
fino location. Only $6.000.00 
HANCOCK ST.. E—Two dandy all 
modern six room 
houses. 
Both 
liave double garages 
Nice larga 
lots well shrubbed 
Priced right. 
PACIFIC ST., R—All modern 8 rm. 
i??l.'«S 
Large lot. 
Garage. Only 
$5.600. 


HANSEN'-PLAMANN V 
Real Estate-Insurance 
Tel. S33 
Olympia Bid*. 
.Rma. U-17 . 
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HEAVY OFFERS 
FAIL TO UPSET 
/-WHEATPRICES 


Fluctuations Range in Nar- 
, r. b w 
Path 
Despite 


Large Offerings 


El JOHN P. BOCGHAX 


Associated Press Market Editor 
Chicago —W)— Notwithstanding 


record-breaking bis 
deliveries on 


May contracts, wheat prices today 
finished practically the same as 24 
hours before. 
A total of approxi- 


mately' 86,000,000 bushels of wheat 
purchased from time to time in re- 
cent months for May delivery was 
fo'rmally 'taken title to by govern- 
ment-sponsored agencies, but it had 


LOTS FOR SALE 
65 


, LOTS and LOTS OP LOTS 
One at the corner of Oklahoma and 


• Story • 58x135. One on Mason and 
Eorrain. Some nice Fourth ward 


, Ipts, ?300 up, with all improve- 
ments. 
GATES REAL ESTATE SERVICE 
209 K. Superior. 
Tel. 1352 
Open evenings. 


RIVER FRONTAGE 


Nice large lot on River Dr. Priced 
at ?1,200. 
HAXSEX-PLAMANN ' 
Real Estate-Insurance 
Tel. 532 
Olympia Bldg. 
Rms. 16-17 


LOTS— 
For sale. 
Seven lots on Lorain 
and Elsie Sts. 
COLLEGE AVE.— 
100 foot frontage in 
downtown 
business' section.See 
- . „- 'STEVENS & LANGE 
First National Bank Bids., 
Tel. 17S 


LOTS—3 choice, near Erb park, in 
Sixth, ward. 
Inquire Chas. Kei- 
-ley, 711 E. Franklin, phone 1733M 
LOT—60x124 in Sixth ward. 
1421 N. Division, eve. 
- 
Inq 


LOT—Corner on West Fourth St 
Tel. 3228J. 


BUSINESS PROPERTIES 
66 


COLLEGE AVE.—For rent, half of 
•tore space in old established Ap- 
'pletOTi retail 
store. 
Write B-5 
Post-Crescent. 
OFFICE ROOMS — Bright, upper 
front office rooms, 
suitable for 
doctor, dentist, real estate, etc 
•Will remodel to suit tenant. Wich- 
• mann Bros., 230 E. College Ave. 


FARMS, ACREAGES 


S ACRES—Of land on S. Lawe St 
will rent whole or part. Inq. 317 
"W. Lawrence. 


010 ACRES—Just out of Appleton 
Excellent "buy 
at $1400. 
P. A. 
tgornely, Appleton, WIs. 
3TARM—Large,, with cows, horses 
" machinery. Cheap. Will take smal 
farm or dwelling part payment. 
1-00 acres, live stock and machin- 
ery. Will exchange for city prop- 
erty. 54 acres, no personal, Jl.OOO 
cash, balance time. Fred N. Tor- 
rey, real estate broker, Horton- 
vllie. Wis. 
. SHORE—RESORT FOR RENT 68 


.WAVERLY BEACH—Cottages suit 
able to move in now. Tel. 311 or 
364. 


been known far in advance that 
sucfc a formality would ensue. Tem- 
porary fluctuations -hiuiessed today 
covered only an ordinary range, aud j 
came about from other less spec- 
tacular causes, especially coiiflictin;: 
reports concerning 
German wheat 


import duties. 


Monthly unofficial domestic crop 


estimates issued today proved more 
bearish even than expected, but had 
relatively little market effect. The 
average of unofficial condition per 
centages on winter -wheat was 90.2 
against an official estimate of SS.S 
a month ago. Winter -wheat produc- 
tion estimates of the private reports 
averaged 658,000,000 bushels for the 
1931 harvest, compared with the gov- 
ernment April forecast of 044,000,- 
000. 
Denials that Germany's wheat im- 
port duty had- been reduced 5Sg cents 
a bushel came after the 
monthly 


private crop estimates were circulat- 
ed. The denials were followed by 
reports that the reduction would 
be fixed monthly, and was expected 
to be 50 marks a. ton for May in- 
stead of 90 marks.^ensuing price set- 
backs here wiped out earlier ad- 
vances. Continued reports of acute 
need of moisture in Canada were 
disregarded on the 
downturn, al- 


though previously a bullish factor. 
Corn and oats swayed with wheat. 


Provisions reflected 
upturns in 


hog values. 


HOMSTOR 
Anniversary 


Sale Advertisement. See page 
18. 


SHORE—RESORT FOR SALE 69 


LAKE LOT — Desirable. 
Payne's 
Point, Lake Winnebago. Tel. 
Nee- 
nah 951. 
PAYNE'S POINT—Good cottage on 


one of the best lots. 
Lakeshore 
lots and cottage at Sunset Beach. 
Henry East. tel. 9635J2. 
WAVERLY 
sale. Tel. BEACH — Cottage for 
3432. 
, 


REAL ESTATE WANTED 70 


SO OR 120—Acre farm with build- 
ings -wanted to rent. Tel. 9610R5. 
HOUSE — Modern 
with 
gara 
wanted to rent. 
3 adults. Write 
B-ll. Post-Crescent. 


CAFJfiS AND RESTAURANTS 71 
CHRISTENSEN'S RESTAURANT 


HOME COOKING 
510 W. COLLEGE AVE. TEL. 1827 
ICE CREAM—Quart, Sac: pint, ZOc; 
sodas, lOc—always. Kotaras Bros. 
Coney Island, 345 W. College. • 


NEW STATE LUNCH 
NEVER CLOSED 
815-17 W. COLLEGE. TEL, 3SS5 


SNIDER'S RESTAURANT 
SODA GRILL 
227 E. COLLEGE AVB 
TEL. 214 


AUTOMOTIVE 


SATTERSTRO M 
CHEVROLET COMPANY 
Sll W. College Ave. 
Phone 869 


GENERAL ADVANCE 


ON BOND MARKET 


Attribute Some of Heavy 


Buying to European Ac- 
counts 


WALL STREET 


BRIEFS 
New York Stock List 


•Xew York — At the annual meet- 


ing of tho Burroughs Adding Ma- 
cliine Co., the by-laws were amend- 
ed reducing the number of directors 
to eight front nine and eniminating 
the office- of chairman of the board. 


Xew York —OP)— A general ad- 


vance featured the bond market to- 
day. Spirited activity prevailed dud- 
ing the first hour but the trading 
pace slackened as the day advanc- 
ed. Traders reported that a consider- 
able number of bids which did not 
keep pace with the rising prices re- 
mained unfilled. More of the buying 
was ascribed to European accounts 
than recently. 


Brazilian obligations made some 


of the widest gains apparently as 
a result of returning confidence in 
the credit standing of that nation. 
The Ss of 1941 and the Central Rail- 
way Electric 7s umped sharply. The 
65s of 1926-57 of the federal govern- 
ment appreciated fractionally. 


Railroad 
obligations, 
especially 


those of secondary standing, gave 
the best acount of themselves. Gains 
among such isues were 
the 
rule, 


although the volume in many of 
them was of moderate proportions 
Erie 5s of 1975, Chicago and North- 
western 43s of 1949 and oSuthern 4s 
of 1956 improved 
fraction. 
Xew 


York Chicago and St. Louis 41s of 
1978 umpsd about 2 points on a few 
small sales. The latter isue had 
been one of the leaders in recent 
decline. 


Similar actions occurred in the 


utilities. Postal Telegraph 5s made 
a good gain on a single minimum 
sale. A good demand for high grade 
bends appeared also in the volume 
and higher prices of such issues as 
American Telephone 5s of 1960 and 
debenture 5s of 1965. Columbia Gas 
and Electric 5s of 1952 sained on a 
few sales. 


Isolated selling pressure appeared 


in some of the industrials. Chile Cop- 
per 5s, Armour 4Js and Shell Unions 
Oil 5s, which was the most active of 
this trio, made 
varying 
declines. 


HIghed levels were attained by Good- 
Phillips Petroleum 5Js and Standard 
Oil of Xew York 4Js. 


Loans of the United States gov- 


ernment were dull but firm. 


Stock privilege issues made irreg- 


ular gains. 


Production, 
and 
shipments 
by 


Bulck Motor Corp., a 
division of 


General Motors Corp.. during April 
totaled. 13.939, an increase over the 
10,550 units produced and shipped in 
March and 9,061 in April of 1930. 


A. reorganization 
committee has 


approved a plan of reoorganisation 
for Inland Utilities, Inc., Twin States 
Xatural Gas. Co., and Midland Nat- 
ural Gas Co. The plan contemplates 
sufficient refinancing to place the 
companies on a firm basis. Details 
were not announced. 


United Gas Jmpro\emeiit Co., re- 


ported for the first quarter this year 
a balance of earnings available for 
common stock of ?9,4S4,SSS. or 41 
cents a share, compared 
with 42 


cents a share in the corresponding 
period last year. 


Continental Bakmg 
Corp., 
and 


subsidiaries 
reported 
for the 
15 


weeks ended April 11 net profit of 
SS22.3S3, compared -with 
$1.182,078 


for the 15 weeks 
ended 
April 12, 


CHICAGO PRODUCE 


Chicago—C/P)—Butter, 11,907 stea- 


dy, prices unchanged. Eggs, 32,990, 
firm extra firsts 17; fresh graded 
firsts 16; current receipts 15; stor- 
age packed firsts 17J; storage pack- 
ed extras IS. 


CHICAGO CHEESE 


Chicago —(/P)— Chees per pound- 


twins 135; daisies 14; long horns 14; 
young Americas 14; bricks 14; lim- 
burger 17; swiss 33-35. 


Chicago —</P)—Poultry alive 1 car; 


15 trucks; weak; fowls 17-185; broil- 
ers 32—34; roosters 14; Turkeys 20- 
23; heavj' ducks 20; heavy spring 
dtrcks 24; geese 9. 


Chicago — Pullman. Inc.. and all 


subsidiaries earned 
?379,52;;, 
the 


equivalent of 15 cents per share in 
the first quarter of this year. . 


Comparative earnings in the first 


quarter of 1930 were $4,522,880 or 
$1.17 per share. 


Standard Oil Company of 


Jersey directors today declared tho 
usual extra dividend of 25 cents a 
share in addition to the 
regular 


quarterly disbursement of 25 cents. 


San Francisco — The Examiner 


aaid today stockholders and creditors 
of the Richfield Oil company 
and 


its subsidiary, the Universal 
Con- 


solidated Oil company, were seeking 
Lo trace'more than $2,300,000 'al- 
legedly borrowed from the two cor- 
poration. 
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The investigation climaxed, 
said 


the newspaper, with the filing of a 
report in United 
States 
district 


court at Los Augeles by "W. C. 3Uc- 
Duff, receiver for Richfield, and the 
announcement that Richfield would 
default interest payments due today 
on its bonds. 


CHICAGO POTATOES 


Chicago— C/R—(USJDA)— Potatoes, 


S3 on track 257, total U. S. ship- 
ments 1035; weak, trading 
rather 


slwo; sacked per 
cwt 
"Wisconsin 


round 
whites 
1.20-1.35; Minnesota 


1.10-1.20; Idaho russets No. 1, 1.50- 
1.55, few 1.60; No. 2, 1.25-1.30; Colo- 
rado McClures 1.70. New stock- weak, 
trading fair; Texas sacked bliss tri- 
umphs 3.25-3.65, medium to small 
2.75-3.15; No. 2, 2.00-2.25; Florida bbl 
bliss triumphs 4.00. 


CLASSIFIED DISPLAY 
CLASSIFIED DISPLAY 
CLASSIFIED DISPLAY 
CLASSIFIED DISPLAY 


fBaby Farms Sale 


Small Farms for the 
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Saturday, May 2, 1931 


LYNCH PLAT 


Town of Menasha, Just Outside 


City of Appleton 
HIGHWAY 41 


Tliese small pieces o'f lan'd are ideally located — for the work- 


ingman. Busses pass by here every few minutes — to Appleton 
and Menash'a, 


An acre or two of lan'd slioul'd pro'duce enough potatoes 


other vegetables, berries, etc., for the average family. 


TAXES ARE LOW 


and 


t 


A 10% payment down on any one of the tracts will give you 


possession and you can start to build yourself a home and stop 
paying rent. Then use your rent money to pay for the land. $10 
a month is all that is required until the land is paid for — plus 6% 
on unpaid balance. Prices $400 to $525 per piece. 


O 
oo 


GO 
O 
>-*» 


o 


fDCu 


\\ 


It is time to plant now. Come and look them over. 


MARY LYNCH, 


Owner. 
LAABS & SHEPHERD 


Agents. 


Am and For Poiv 
331 SOi 


Am and F P 7 Vi ... 94i 
9SJ 


Am and F P Cd Pf ... 39J 
3i> 


Am Home Prod 
36i 55\ 


Am Jptl 
13i Us 


Am I.oc 
IC-i IS? 


Am Met 
16i 15 


Am Pow and 
~L> 
-4is 
415 


Am Rad St San 
US It 


Am Sm and R 
-!0i 3S 


Am Stl Fdrs 
191 1SS 


Am Sus Kef 
50 47J 


At& 
T 
1S3$ 17S1 


Am Tob 
121J 
IIS 


Am Tob B 
1265 1218 


Am Wat Wl:s 
Am "STool . .. 
Am \\oc.i Pf .. 


Archer.Dan M . 
Armour Die Pf 
Arm 111 "A" .. . 
Arm of 111 "R" 
Assd Dry Cite . 
Atlantic Kef .. 
Atlas Pow 
Atlas tSores . .. 
Auburn Auto .. 
Aviation Corp . 


Si 
31 


203 
in 
433 


213 
1.1J 


39 
pj 


2C7J 


34J 


2S 


11 
45 


30J 
93J 
59 
56iS 
141 
191 
15 
415 
14 
3S 


19 
47} 


ITS} 


IIS 
1216 


64i 


73 
"S 


275 


It 
43 


208 
20 


9S 


1S3 


SJ 


163 


62 
SS 
70 


17g 
3S 
•11 
34 
CGI 
lui 


Baldwin Loe 
IS 


Bait & Ohio 
634 


Barnsdall A 
93 


Hcatrlco Cr 
72J 


Hcech Xut P 
T'emllx Aviat 
131 


Rest and Co 
391 


tethlehem Stl 
463 


tiohn Alum 
355 


Burden 
6S& 


13r:ggs MfS 
16g 


oklyn. Un. Gas 
Brims^ ick Bal 
l.ucyrus-Erlo 
33 
14 


Bulova AVatch 
10 
5J 


Rurr. Ad. Mch 
231 24 


Dutterick 
14 
131 
33i 


Byers Co 
39J 35g 
35j 


C 


Calif. Pack 
241 20J 22; 


Calumet and Hec 
73 
71 
7i 


Canada D. G. Ale 
S7i 37 


Canadian Pac 
83 
331 


Case (JI) 
S4g 771 


Celotex Co 
Cerro do Pas 
19 


Cues and Ohio 
401 


37 
95 


1S5 
32 


17 
62 


0 


70 


641 
17g 
3S 
411 
34 
66g 
15J 


1021 


SI 


14 
o; 


24 


37J 
H3J 
79 


95 


171 
39i 


C 
GJ 
SS 


324 323 


lOCi 


472 
381 


171 
391 


5J 
5 


47J 
175 


148 146 
140 
J7i 


33i 
32ii 
321 


31 
SJ 
S3 


731 


Chic Gt West 
6 


Chi M St P and P ... 
53 


C M St P »"J P Pfd 
C and N W 
33 


C and N W Pfd 
C R I and P 
4S1 


Chrysler 
20 


City Ice and Fuel 
Coca Cola 
Col Fuel and Ir . 
Colum G and K . 
Colum Graph ... 
Colum Curb 
731 68 
fiS 


Coml Credit 
163 


Com Inveot Tr 
25J 231 "31 


Coml Solv 
141 131 331 


Comvilih .So 
SI 
81 
81 


Console-tun Ka ...... 101 
0 
'•> 


Consol Gun 
901 311 313 


Consol TPX 
S, 
K 
5 


Con'J R:ik A 
13 
122 
121 


Coml Can 
f>7 
C4J, 
D4J 


Contl In.-, 
42 
41J 
411 


OonU Motor 
3 
25 
3 


Contl Oil Del 
71 
7t 
71 


Corn Prod 
;.. 681 641 645 


Coty 
13 
9J 
!U 


Crucible Stl 
46 
441 
4JJ 


Cudahy Pack 
41J 
41fl 
41,; 


Curtiss Wright 
33 
31 
3i 


Cutler Ham 
22 


D 


Davison Chtm 
14 
124 125 


Del and Hud 
133 


Del Lack and Went . 70 
674 671 


Diamond Match 
188 
17 
37 


Drug Inc 
72J «91 691 


Du Pont De Nem ... 861 SOJ SI 


E 


Eastman Kod 
I57S 1501 1501 


Eaton Ax and Sp ... 14B 
13B 
138 


Elec Auto Lt 
521 478 47E 


El Pow and Lt 1 
46i 
428 42B 


Elec Stor Bat 
65 
54 
55 


Erie H R 
24g 241 2»1 
F 


Federal Wat S ...... 23 
22J 22} 


Fisk Rubber 
E 


Foster Wheel 
41J 
37g 
37K 


Fox Film "A" 
218 131 
3 Si 


Frecport Tex 
302 
2fli 
29S 


G 


Gen Asphalt 
231 21g 


Gen Cisar 
43J 416 


Gen Elec 
471 41g 


Gen Elec Spl ..*.... 
Gen Foods 
611 
BOJ 


Gen T\Illl3 ........... 
Gen Mot 
42g 401 


Gen Out Adv ».. 
Gen Pub Sei-v ...«,... 16J 
Gen Rail SIg ........ G41 
Gen Then. Eci ..*.,.. 51 
Gillette Safety K .... 32J 
Gimble Bros 
5 


Glidden Co 
91 


Gold Dust 
33S 


Goodrich 
12 


Kelly Sp-.-i:u' 
"i 
1J 


Kelsey Hay Wh 
16J 13J 


Kelvinator .......... i:g 11 
Kennecott 
* 21 a 202 


Kir.ney (Grt 
131 
13 


Kresge (Ss) 
271 
2Cj 


Kreugr & Toll 
24 23J 


Kroger Groc 
33J 
3Ig 


L 


Lambert 
7?; 7S1 


Leh Val R Ti 
Lehman Corp 
571 
33 


Ligg & My "B" .... Sis 
7!>j 


Lima Loco 
235 241 


Liquid Carb 
SO 
26 


Loew's 
46} 431 


Loose Wil Bis 
49J 4SS 


Lorillard a') 
1SJ 171 


Louis G & K A 
301 
30 


Louisv & Xush 
Ludlum Steel 
11J 
11 


M 


Mack Trucks 
30$ 30 


Macy (RK) 
6S1 S41 


Magma Cop — 
McKeesport T 
S61 811 


McICees vt Rob 
321 12 


Mex Seab Oil 
168 I4S 


Mid-Cont Pet 
SJ 
Si 


Midland Steel 
19 
1SJ 


Mo Ktin T 
17J 16 


Montgoiu Ward 
198 171 


Mother 


1G 
lli 
212 


13 


261 


SMALL SUPPLY AS 


HOGS RISESHARPLY 


Only 6,000 Available as I 


Market Teems With Anx- 
ious Buyers 


SlOCKA- 


Moto Met Gnu 
Motor Prod 
Motor Wheel . 
Murray Corp 


N 


S 


2J 


13-J 
13J 


Xosh Motors 
32* 


Nat Biscuit 
713 


Nat Pise Pf 
Nat Cash R A .. 
Xat t)airy Pr 
Kat Pow & Lgt 
Nev Con Cop 
•NT T Air Er 
X Y Central 
N Y 2ST . .H & II 
Xorfolk & AV 
North Amei- 
No Am Aviat 
Northern Pnc .. 


Ohio Oil 
Oliver Farm 
Otsi Elev 
Otis Steel 


272 
43i 
314 


13 
111 


SOB 


70 


27 
•12 
29i 


Chicago—(XP)—A sharp reaction in 


itho hog 
market 
was 
attributed! 
O j ^ j 
t 


* largely to expanded demand at the j 


755 i low price levels reached this -neek. i 


Packers checked in 7,000 hogs con-! 
.signed direct, leaving barely 6,000 j 


j fresh hogs on a, market that te«m<?d j 
! with buyers. 
Initial trading ruled j 


j 13-25c higher than Thursday's aver-> 
age. and choice lights moved freely ' 


t at 57.40-7.50, while 7.CO was 
estab- 


llshed as tho early top, 3Cc above _ 
yesterday's peak. 
j 


Tho usual short Friday run 
ot 


cattle went through a culling pro- 


j cesa early In tha session, out 
of 


j town buyers sllUr.s the supply for 
j fed steers. 
Common to plain steers 


i and sho stock made up practically 


I tho entire run of 2.000 and packers 
i took 10 cars off 
the market which 


ha dbetni forwarded on through con- 
signment. Xo quotable change was 
reported In prices. 


A normal supply of 13.000 live 


muttons, including 7,573 billed to 
packers. gave local operators enough 
material to supply their final needs 
ot the woc-k. 
Little nctutvl trading 


took plaoo within the firt>t hour ot 
tho session. 


49 
53 
SO 


17* 
SOJ 


7S 
11 


30 
S4i 


THE L:MTED PIECE DYE 


WORKS 


5 Year Record 


The United Piece 
Dys 
"Works, 


dyes, finishes and prints, silk, ray- 
on and cotton textiles. 
The com- 


pany is furnished the fabrics by tha 
manufacturers thereof. 
These fe.Z.- 


ries are not either bought' or sold 
and the corporation simply process- 
es them for its clients. Most of the 
business of the company is in silk 
goods and the handling of these ae- 


14} 
94J 
751 


142 


SE 
iSi 
1G 
171 


1 


23 


36S 
13 
12 


SO? 
70 
151 


27 
4'.' 
291 


9 
141 
.. 141 
..100 
.. 77J 751 751 
..181 ISO 1S1 
.. 70 
664 671 


. - S i 
73 


433 


Pacific G & E . 
Packard Mot ... 
Param Publix .. 
Patho Exch 
Peerless Mot .. 
Penlck & Ford . 
Penney J C ... 
Pcnn 11 R ...... 
Pcro Corp 
Pelps Dodge ... 
Phillips Pet ... 
Pierce Pet 
Pralr Oil & G .. 
ft-air Plpo L . 
Procter & Cam 
Pub Ser N J 
Pullman 
Pui-o Oil 
Purity Bak . . , 


46 


HI 


3 


41 J 


471 


7J 
321 


3 


36J 


71 
181 
8 


8 


44 


---- 
12 


681 


R 


Goodyear 
Graham 
Granzy Con II ... 
Gt No Ry Pf 
Gt Nor Ir Ore Ctf 
Grigsby Grim 
Gulf St Steel 


H 


Hahn Dept St 
Hartman B 
,. 


Hershey Choc ..... 
Houd Her E 
Household F Pf . .. 
Houston Oil 
Houston Oil New . 
Hovse Sound 
Tludrcon Mot 
Hupp oMtor 


SSI 
r.j 


151 
C3J 


4g 
30 


42 
'J 


33 
10J 
364 
45 


BSs 
56 


3! 


GJ 
38 
95 
52 


431 


38 
20 


61 
31 
941 
54 


182 


Si 
7J 


-ti a 
412 
lift 
30J 
42 
401 


73 


15 J 
S3J 


48 


30J 


5 
0 
331 
104 
352 
51 


14J 


5C 
21 


4 
in 


35 
94i 


55 


624 
39g 


83 
IS 


1CJ 


i Radio ... 
1' a 


Radio PC B 
47 


Hadlo-Keith-O 
188 


Heading Co 
Real Silk 
17 


Reining Hand 
91 


Keo Motor 
7 


Kcpuh Steel 
15 


Reynolds Tob 
Hoy Tob 13 
COS 


Rich Oil Cnl 
2 


Rio Gran Oil 
4J 
S 


Safeway St 
53 


St Jos Lead 
37 


St L San Fr 
311 


.Si'hulte Ret 
.Seaboard Air 
Sc-agrave 
Sonrs Roebuck 
DIB 


h'onoca Cop 
34 


Shnttuc-k (KG) 
23} 


Shell Union 
&i 


Hlmmonu 
14 


Sinclair Con 
10 


Skelly OH 
51 


Snider Pack 
South C'p.l Ed 
451 


South Dlar D 
41 


Southern I'ac 
SDJ 


Southern Rail 
41 


Splcer Mfg 
Stand Brands 
Ififl 


St G and El 
72fl 


St Oil Cal 
378 


St Oil N J 
r,Si 


St Oil N Y 
20 


Stcrl Sec A 
4 


Stewart Warn ...... 33 i 
Studehakcr 
211 


Studcbak Pf 
Sun Oil 
33 


Superior Oil 
Superior Stl 
121 


T 


Texas Corp 
231 


62 
60J 


341 


24] 
38J 


22J 


Illinois Cent 
Indian Refin .... 
Tndnst Ray 
Ingcr P.Anrt 
InaKlar.d St] 
Jnspirat 
Cor> 
... 


Intcrb Rap Tr 
Int Cem«.-nt 
Int Comb E 
Int Harvest 
491 


Int Harvest PC 
Int Match Ptc Pf .. 60 
Int Mer C Ctfs ..... IOi 
Int Nick Can 
151 


Int Pap and P "A" .. 
Into.- Shoe 
4"t\ 
47 


Int Tel and Tel 
2Sg '26 


J 


Ton. 
4» 
4.-,i 


Manvillft ...... 51 4G 


605 


2-5 


32 
32 


.35 131 1343 
48* 45} 48J 


71 


248 


371 371 
2 
1 


481 49 


141* 
59} 
591 
91 


141 


93 


141 


61 


471 
26 


10 
21 
39J 


461 
71 


30 


21 
341 
35J 
511 


Ik 
181 


71 


HI 
203 
G7 
798 
37fc 


SJ 
311 


IB 
103 


16 
S3 
BB 
it 


•1DJ 


IS 
41 


E01 
10 
21 


495 
1 
"" j 


43 
32t 


81 
31 


43J 


4 


86 
•IOi 


371 
674 
36 
361 
38J 


31 


12J 
10B 


10 


22 


39!! 


Si 


73 


301 


33 
2J 


34S 
3r> a 
C2 


71 


181 


75 
II 


112 
20g 
137 
801 
371 


GJ 


311 


13J 
17 
1C5 
031 
16 


It 
72 
DOS 


33 
•U 


noi 
161 
511 
71 


E 


61 


491 
1 


*>nn 
*•*• -I 


D 


324 


81 
58 


41 


S6 
401 
30iJ 
371 
67i 
36 
3fi? 
J9 


35 


125 
201 


112J 


101 101 


21E 
371 
41 
41 
Si 


44i 


3 


12 


SI 
ss 


215 
37J 
41 
4B 
SB 


44i 


3 


12 


SI 


63 
49; 


.Towel 
John 


431 


Tex Gulf Sul 
40J 


Thermold 
,. 
4B 


Tide Wat As 
GH 


Tlmk Det Ax ....... 88 
Tlmk Roll Bear 
452 


Tob Prod 
3i 


Tob Prod A 
121 


Transamerlc.i 
98 


Twin City K T 
01 


Underwood Ell 
Union Carbide 
G4 


Union Oil Cal 
17 


Union Pac 
172 


Unit Aircraft 
23* 27 


Unit Alrcft Pfd 
541 54! 


Unit EUsr 
Unit Carbon 
18 
17 


Unit Cigar 
7 
61 


United Corp 
24 
214 


United Corp Pfd 
501 49J 


Unit Fruit 
5St 
r,r,j 


Unit Gns Im 
31 
29g 


U S Ind Al 
34 
33 


U S Leather 
61 
64 


U S Loath A 
9 
81 


U S Lea Pr Pf 
U S R<*al and Im 
201 13} 


U S Rubber 
33 J It 


U S Smelt and R 
171 37 


U K Stool 
121 
i; S Stcol Pf 
1(6 


XJnlv I'ict lit Pf 
2» 


V 


Vanadium 
43J 
SOJ 
302 


\V 


Wabash Ry 
13 


Ward Uak R 
43 


Warner Plct 
S J 


Western Mary 
12J 


West Un Tel 
1161 113 


Wcstlngh Air 
27 
26g 


West El and Mtff 
641 5S2 


White Motor 
Willys Over 
51 


Woolworth 
61J 


Worth P and M 
65g 


\Vrlglcy Jr 
73 


Y 


Veil Tr and^ C_._ 
-_10J 


SAVE 


401 
161 


1681 16S1 


27 
T.4J 
37 
17 


61 


211 
401 


331 


6i 
Sg 
S3 
107 
111 
17 


1131 114i 
11,". 
11.". 


23 
2S 


321 


44 
Si 


11J 


121 


44 
S4 
HI 


315 


263 
f.9 
17 


1927 '28 '29 '3O 
'31 


:co 


7S 


50 
25 
E^^gM ** 


CHICAGO LIVESTOCK 


Chicago —(/P)— (U. S. D. A.)— 


Hogs 13.00 
including 7.000 direct: 


active loc-23c lilKher than yestt'r- 
d.iy'.i nveraRc; paokimr sows 10f- 
IT-c hishfr; bulk 140-210 Ihs. 7.3.'(5) 
7.50; 
top 7.GO: 220-350 Ibs. 6.40'I67.35: 


piss 7.00377.23: picking sows 5.60S? 
6.00. 


IjlKht lisht, Rood and choice 140- 


16ft Ibs .7.35«ji7.50: liplit -weight 160- 
200 Ibs. 7.4(iif; 7.bO; medium wegiht 
200-2:,0 Ibs. U.Q05J7.50; heavy weisbt 
250@350 Ibs. 6.35187.05; packing: sows 
medium and good 275-300 Ibs. 5.30 
©6.10; slaushter piss, 
good 
and 


choice 100-130 Ibs. 7.0007.33. 
Cnttlc 2.000; calves 1,000: fed steers 
and > curlings .^trons:, fairly acti%-i?: 
no offerings here: best S.'JS; bulk 
steers belling at 7.25JiiS.OO; market 
considerably higher than 
Monday 


and closing- demand fairly hrond: 
shu slock Kcnorally steady with fat 
cows slow, bulls and vealers steady. 


Slaughter cattle and vcalers: stcsrs 


grood and choice 600-900 Ibs. S.OO® 
10.00: 900-1100 Iba. S.00®10.00; 1100- 
1300 
Ib.s. S.OO©9.7G; 1300-loOO 
Ibs. 


S.00<fi'9.75; common and medium S.23 
@G.7u: cows good and choice 5.00® 
6.00; 
common and medium 4.50(j?o.OO 


low cutter and cutler 
3.25(^1.50; 


bulls (yearlings excluded) Rood and 
choice (beof)) 4.00tf'o.25; cutter to 
medium 3.35([!.4.50: vealers (milk fed) 
Rood and cliolce 7.noi09.00; medium 
fi.00@7.00; cull and common 4.60® 
6.00. 


Stockcrs and feeder cattle: atcot-s 


wood and choice 500-1050 Iba. 0.7u(Ji/ 
S.OO; common and medium 5 230] tj.7.">. 


Khccp 15.00; fat liunbs slow; few 


hteady; killers bidding lower on bulk 
supply; choice springers 11.00I&12.QO 
sliccp norminal. 


Slaughter .-jhecp and lambs: lambs 


90 Ibs. donn. good and choice S.50 
©3.05; medium S.OOfffS.DO: 9-100 llw. 
Ibs. njedlum to choice 7.7.ri((j)9.40; rill 
weights common 6.7f>iZr8.00: CWCM 90- 
150 Ih.s. medium to choice 2.505; 3.7o; 
all weights cull and common l.nOfi 
2.»0; feeding lambs 60-75 Ibs. good 
and choice. 


UNITED PIECE 


counts for about SO per cent of the 
Unitcd's business. It has six plants 
most of which are in Xe.w Jersey 
continguous to silk plants. 
Thej- 


have an anuual capacity of 100,- 
000,000 yards of cloth and 2.500,000 
pounds of yarn dyed in the skein. 


There was a very slight decrease 


in earnings in 1330 as compared with 
10^9 tho relative figures being- $3,- 
391,321 in 1929 
and 
?3,36532S in 


1930. 


There is no funded debt. Capital 


stock outstanding Includes $7,193,- 
600 m 6J per cent cumulative pre- 
ferred stock of $100 par value and 
900,000 shares of no par common. 
The preferred is redeemable at ?110 
and accrued dividends. It has no 
voting power until 4 quarterly div- 
idends arp m arrears -when it elects 
a majority of the directors- 
Divi- 


dends have been paid regularly on. 
tho preferred at the required rate. 
The present rate on the common is. 
50 cents a share quarterly. 


As of Jan. 1. 1931 total current 


assets were ? 10,594,533, current lia- 
bilities amounted to $1.700,640 and 
net working capital was ?S,SS4.SD5. 
Book value applicable to the com- 
mon stock was ?14.97 a share. 
(Copyright, 1931. By The Bell Syn- 


dicate, Inc. 


NARROW CHANGES IN 


CURB MARKET STOCKS 


New York —(/P)— Narrow chanceK 


and a reduced volume of trading 
marked the hr-glnnlnR ot tho now 
month on tho curb lodny. 
Profit- 


taking tended to hold In check murli 
of nn addition to yesterday's rapid 
gains, but tho utilities wore helped 
by further covering-. 


Niagara HmlMOn caught Up \\Rli 


other incmbrrH of the power com- 
pany prroup. 
Klrr-tlon of a. Morgan 


partner to the board of Consolidated 
Gag of Now York, 
apparently to 


represent United Corporation's hold- 
ings In that company, wa.«» viewed 
as foreftlirtdmvliijy closer relationship 
between Xlasfni TfnrUon and 
tho 


blK metropolitan uiitllHy, and there: 
wri.s modern to activity In tho stock. 


Klnnness of the oils wan notice- 


able. fc>t.'in<!nrd of Jndlnna developed 
considerable j-lrongth, rnllylnsr mire 
than a point whllu Standard of Jvcn- 
tucky also advanced. Vacuum wa<> 
somewhat erratic, although it mov- 
ed narrowly. 


TODAY'S MARKETS 


AT A GLANCE 


59J 
581 
70 


60 
5S1 
70 


Sji 


Xev-- York—.Stocks heavy; leaders 


brer-k after early rise. 


noiidj, htroncr; rails advance. 
Cun> Irn-.jul.ir; early fruins modi- 


fled. 


Korclsn exchanges casci; Spanish 


peseta, v,eak. 


Cotton lower: southern selling. 
SuK.ir stc-adyOP) Cuban Mipport. 


Coffto loner: Kuropcan selling. 


C'lili-as"—Wheat 
barely steady: 


bcsirlhh private erop estimates and 
largo contract dtlUerki. 


Corn easy; god weather and larjro 


receipt". 


Cattly strong. 
Hogs higher. 


FORKIGX EXCHANGES 


Xcw York—iVP)—Foreign exchang- 


es easy. 
Gr"at Britain In dollars; 


others in cents: Groat Britain de- 
mand -1 }>C',. cables, 4.S>;; CO day bills 
•J.S3J: Vr.ino- dernrtnd 
3 W 
13-10: 


cableh ".OOi; Italy demand 3.23J; ca- 
bles 5.:3J. 


Demands — Tlelgrlum 13.003; 
Ger 


many 23.SOJ: Holland -10.19J; Norway 
2G.T6J: Sweden 26.73J; Denmark 26.- 
763: 
Switzerland 19.25J: Spain 10.37; 


Portugal -1.51; Greece 3.23 S-1S; Po- 
land 11.-0; 
Czechoslovak la 
2.9B1; 


Jugo Slavla 1,753; Austria 14.07: Ru- 
mania .CO; Argentine 32.23; Brazil 
7.3D; 
Tokyo 49.34: Shanghai 30.62i; 


Montreal 09.05 5-16; Mexico City 
(gold peso) 47.10. 


1, 


*i« 


MJLWAUKEK CASH GRAINS 
Milwaukee — (/P) — "Wheat Iso. 


hard S12®S2i: wheat No. 2, hard S15 
4?S13; corn Xo. 3, yellow 5t©56: 
corn Xo. 3 white 35S®365; corn No. 
S. mixed nS'-iuSJ; oats No. 2. white 


vw"-K'nr»n«? 27^2S: oats Xo- '• whlte ?~<Q- 
ON FOODS rvc Xr>. ;_ S15?3o: barley maUinsr 


CHICAGO 


Chicago 


WHEAT — 


May old 
May new 
July 
Sept 
Dec 


CORN— 


May old 
May new 
July 
Kept 
Dot: 


OATS-- 


May old 
May new 
July 
Sept 
Dec 


CHAIN TABLE 


High Low Gloss 


.S2J 
.S3 
63* 
S23 


,3ri 
09 i 
33 
3<J 


27 


28* 
31 


May old 
..... 
32J 


May new ... 
.32-1 


July ........ 33.3 
Sopt 
......... 
37i 


IVc ....... . 
.IOi 


LARD— 


M:iy 
........ 
S.40 


July 
........ 
S.S3 


Sept ........ S.70 


DKLLIES— 


May 
........ 


July ...... .. 


.Six 
.S2\ 
.62 
.Stg 
.63i 


.553 
.558 
.375 
.37J 
.30i 


.2Ci 
.262 
.253 
.27i 
.29J 


.315 
.318 
.343 


S.23 
S.43 
S.60 


.SIS 
.S2| 
.625 
.613 
.633 


.553 
.55§ 
.373 
.57i 
.305 


.262 
-263 


.255 


.313 
.318 
.343 
.36J 
.404 


.43 
.60 


.15- 
.oO 


TRE.VSUUY RBCEIPTS 


Washington —WJ— Treasury" re- 


ceipts for April 23 were $3,732,635.25; 
expenditures ?52,073,470.S7; balance 
?34 1.039. U92.00. 


C'uHtorna receipts for the month to 


tho cloio of business April 29 were 
?30,913,1-I9.29. 


.MONEY RATES 


New York— W3—Gal! mgaey steady 


1J per cent all day. 


Time loans steady 60 days 1JS1S: 


SO days2; 4 months 2i&2i; 5-6 month 
2\Ti 25 per cent. 


Prlmo commercial paper 2i®24- 
1'ankcra acceptances unchanged. 


Stockholm, Sweden—CxP)—Captain. 


Albln 
Ahrenbersr. 
Swedish 
flyer, 


landed at Thorshavn, Faroe Islands, 
this mornlnR. ending the first stage 
of a flight to Greenland in search 
of AuKustlno Courtland, tho missing 
British scientist. 


10 


MARKETS 


APPLETON POST-CRESCEXT 
Corrected !>r Hopfcnspcrjl" 
Brotbcrx 


V*ca.l (dressed) — 
Fancy to choice. SO to 100 
Ibs. per Ib 
Good (60 to 80 Ibs.) per lb...Sl& 
Small fSO to CO Ibs.) per lb..1*i 


VEAL, (live)-— 
Fancy to choice (130 to 160 
Ibs. per 
Ib 
................ 
7 
Good calves from 100 to 130 
Ibs. per Ib 
.................. 
6% 
Sm.il! calves, per Ib. .. ...... , 5 


HOCS (alive) — 


Cholet- light butchers ........ 6'b 
Medium weight butchers ..... 6Vi 
Heavy butchers .......... .... a 
HOGS (dressed) — 


CUolco to U&ht butcher* ..... 9'^ 
Medium butchers ........ ,...9^~ 
Heavy butchers ... ....... ....'i^i 
POULTRY — 
Hens (lire) <-5 Iba. 
......... 
21-23 
Hens (dressed) 
......... 
...27-23 
I.iprht hens (live) ........... 19-21 
Ltpht hens (dressed) ....... 25-27 


CHAIN AIVD FEED MARKET 
Corrected daily by E. Llethcn 


Grain Co. 


(Price* paid to farmer*.) 


Oats, bu 
....................... 
2So 
Wheat, bu .............. ...... 70c 
Rye, bu 
............... 
........ 40o 
Corn, bu 
................. ..... 5So 
Buckwheat, per cwt. ....... .51. GO 
Barley 
...................... 
. 45c 
Flax, per cwt. 
............... 
$2-25 


Selling price* nt vrnrehonse 


<AII quotations nre on bnsl* ot 
hundred pnundA.) 
Standard Bran. $1.20: Pura Bran, 


SI. 25: Flour atiddllnKS1. 51.35: Stand- 
ard Middlings, $1.20: Red Dos: $1.90; 
Ground Corn. $1.40: Cracked Corn. 
$1.50: Ground Barlov. $i.sO: Ground 
Feed, 51.50: OH Meal, $2.10: Gluteri, 
$l.SO: Cotton Seed Meal, $3.10: Oy- 
ster Shells, $1.23: Grit. 90c: Ground 
Oats, $1 50: ESS Mash. $2.20: Scratch 
Feed. $2.00. 


PLYMOUTH CHSESE 


Plymouth — Eighteen factories of- 


fered 910 boxes of cheese for sal» 
on the Farmer's Call board. Friday, 
April ?4. Sales; 100 daisies, III; S10 
lonshortis, 115. 


There were 230 boxes ot cheese of- 


fered for sale on 
the Wisconsin 


Cheese Exchange. Friday, April 24. 
Sales: 230 twins, 11. 


See Hcmstor Ad, ?»£« 18. iiev; 
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Twehty-fwo 
APPLETON POST-CRESCENT 


APRIL ONE OF 
BAD MONTHS ON 
STOCK MARKET 
- f 


Several Hundred Issues De 


preeiate $4,000,000,- 


v 000 During Period 


BX CHARLES F. S?EARE 


1 
Copyriglit, 1931, By Cons. Press 


v " 
Wall Street, New Tork —CPA)— 


„ 
April will be remembered In Wall 
Street as one of the had months in 


" * the prolonged bear market in securl- 


.ties. Prices quoted Thursday, com- 
pared, with those at 
the end of 


March, indicated a depreciation In 
the value of several hundred active 
issues approximating 
$4,000,000,000. 


"" 
This is the largest loss since last 
September. 
" Since the market first started on 


^Jts downward course 
In October, 


1929, there has been a depreciation 
in stocks in twelve of the nineteen 
months and an appreciation in only 
seven months. The depreciation ag- 
gregates $40,000,000,000 and the ap- 
preciation slightly over $11,000,000,- 
000, making a net loss in market 
Values for tho period of 
approxi- 


mately 529,000,000,000. 
This figure 


would be considerably increased 
if 


the entire list of about S50 common 
shares dealt In on the 
New Tork 


stock exchange were to be reduced 
to their values of today and those or 
October, 1920. 


Oil Stocks Suffer 


Tli© heaviest 
losses in 
market 


values during April were in the 
oils, public utilities, rails and iron 
and steel stocks. These groups in- 
clude issues with the greatest In- 
dividual number 
of shares out- 


standing. The depreciation in half 
a. dozen oil stocks was about $550,- 
000,000. In public utilities 
it was 


$750,000,000 including a $200,000,000 
shrinkage in American Telephone & 
Telegraph. In the rails it was ap- 
proximately half a. billion 
dollars, 


with the heaviest 
depreciation in 


' New Tork Central and 
Canadian 


Pacific. 
In iron and steel stocks >t 


was over $300,000,000, of which the 
largest portion was due to the de- 
cline during April In TJ. g. 
Steel 


common of 25 points. 


Other groups 
showing a 
heavy 


shrinkage were the chemicals, whose 
losses aggregated over $500,000,000, 
the motors about $250,000,000, food1 
stocks $175,000,000, coppers $110,000,- 
000 and the 
electrical companies 


.nearly $300,000,000 due to 
the 10- 


point decline on about 
29,000,000 


shares of General Electric common. 
The amusement stocks were off $75,- 
000,000, those of building and con- 
struction companies the same c"d 
stocks of national distributors ?GO,- 
000,000. 
The only group 
of im- 


portance to show no decided change 
•was that comprising 
the tobacco 


companies 


Low Since 1926 


During April, the level of stock 


piices declined to the lowest aver- 
age since 1926-1927. Compared with 
April, 1930, the average decline has 
now amounted to 100 points. This 
Is one of the sharpest and 
most 


prolonged reactions in the secondary 
portion of a bear market that Wall 
Street has ever witnessed1. 
The 


month of April was characterized 
by one stock exchange house today 
as unlike any similar period during 
the present 'generation. It has been 
conspicuous for the number of im- 
portant dividend 
reductions that 


have been ordered by boards of di- 
rectors and by the reaction in differ- 
ent lines of industry from the im- 
provement 
which 
characterized 


them between the middl-- of Janaury 
and- the middle of March. 


Not all of the April shrinkage in 


securities has been confined to com- 
mon stocks. 
The month has wit- 


nessed the heaviest liquidation In 
junior railroad bonds since the reac- 
tion set in In 1929, also a range of 


" Prices on scores of industrial issues 


much below that in earlier phases of 
the present bear market. 
During 


April, there has been a 
slump of 


Si-eat violence in the dollar Issues of 
several of the South American coun- 
tries and a secondary reaction in all 
Australian obligations. 


Preferrecl Stocks Strong 


In contrast with these unfavorable 


conditions during the month, there 
has been the strength in preferred 
stocks and tho mounting prices of all 
government and municipal issues. 


Wall Street welcomed the end of 


April as It did- the end of December. 
While looking regretfully at the im- 
pairment of 
values 
during 
the 


month, it took 
the attitude that 


prices had been depressed to a level 
which had discounted not only the 
unfavorable March quarterly state- 
ments but the threatened reduction 
in dividends on industrial and rail- 
road stocks which are still paying 
their regular rates. 
It found en- 


couragement today also in evidence 
of support in 
certain groups of 


stocks that have been under prcs- 
turc for several months,. 


This Is Why It's Called Booze 
BETTER TONE 
HELPS STOCKS 


ON N, Y, MART 


Rise of Thursday 
Keeps 


Traders 
Cheerful and 


Some Gains Are Made 


Friday Evening May T, 


Long years ago, children, when your grcat-giandfather used to "be 


lorever staying up with sick filends, there was a man by the name oC 
B G. Booze who lived in Woodbury, N. J. 
He made bottles like the 


one you see In this picture and h e tilled them with a strange amber- 
colored liquid which was known to I ho people of those days as "whis- 
key." And people who had colds, 
ai.d even people who didn't bought 


these bottles, and soon they came to ask for the whiskey by the name 
o£ the maker—Booze. Now the bottics are very rare, and this one at- 
tracted lots of attention when it was exhibited at the annual Ceramics 
Exposition at Kutgers University. 


CIVIL WAR VETS TO 


BE LEGION GUESTS 


Oney Johnston Post Honors 


County G. A. R« Members 
Monday Night 


Gran'l Army of the Republic mem- 


bers Irwri 
Outagamie-co 
will 
be 


<Tuests of Oney Johnston post at the 
May meeting- Monday evening, it 
was announced at a meeting of the 
county council legionaircs last night 
at Ka.ikauna. There are 
but 10 


Civil var veterans still living in the 
county 
' 


A special program for entertain- 


ment of the veterans is being prc- 
paieO 
Boy scout Iroops sponsored 


by tho legion also have planned a 
program. 


Other business at the county coun- 


cil meeting last night concerned a 
county war history and junior base- 
ball team. 
Most county posts are 


attempting to prepare their own war 
histories, and indications are that 
when completed they will be com- 
bined for the county history. 


Harold W/. Miller, Appletqn, was 


named county athletic officer to di- 
rect junior baseball activities. Prac- 
tically all legion, posts are sponsor- 
ing junior nines. 


Following the dinner and business 


meeting the veterans 
were enter- 


tained with several bouts by mem- 
bers of the boxing class of Stanley 


On the Air Tonight 


By the Associated Press 


Thrilling episodes in the settlement 


oC the old West will be brought to ra- 
dio listeners in a new series, "Red 
Goose Adventures", which will be in- 
augurated over WISN and the Co- 
lumbia chain at 5:30 o'clock. 


George Lyons, vaudeville's singing 


harpist, \vill play his own accompani- 
ment when he appears as guest ar- 
tist over WLS and NBC stations at 
6 p. m. His program will consist of 
"Harp Impressions," "Harpology in 
Jazz", a medley of popular songs, 
and 
"Can't 
"We Be 
Sweethearts 
Again?" 


"America 
Victorious" 
stirring 


march by Tobani, has been chosen by 
Arthur Prj-or to open his band selec- 
tions over WISN and Columbia at 
9:15 o'clock. Other music includes 
'The Mill in the Foiest", "Occidental 
March" and "The Defender". 


Lizon, ICaukauna. The bouts featur- 
ed Eogers and Kuchelmcister, Long- 
dike and Van Lieshout, Borchcrt and 
O'Barski, Hartjes 
and Fred 
Bor- 


chert, Courtney and Christy and Cot- 
ter and Schulcr. 


Tonight marks the premiere of a 


now vaudeville feature over WTMJ, 
featuring an original Hill Billy en- 
semble and the genial Hill Billy cow- 
boy as master of ceremonies. The 
program offers musical highlights of 
today and yesterday. The program 
opens at 9.30 p. m. 


BY CLAUDE A. JAGGEK 


Associated Press Financial Editor 
New York —CXP) —The securities 


markets manifested a generally im- 
proved tone today, in consequence 
of the better feeling in "Wall Street 
generated by yesterday's climatic re- 
bound. 


The advance In the stock market 


naturally lost its virtality alter the 
violent flurry of short covering late 
yesterday and turned spotty after a 
morning and midday advance. The 
bond market gave further evidence 
of the lifting of selling1 pressure. 
While the change of trend represent- 
ed no fundamental change in econom- j 
Jc conditions, it at least represented 
a growing conviction that trouble- 
some situations had been smoothed 
out. 


The stock market turned hesitant 


again in the afternoon, when Pull- 
man dropped 3 points in response to 
its quarterly statement showing net 
of only 15 cents a share-. Bethlehem 
was firm in the morning, rising 3 
points. 
TJ. S. Steel fluctuated un- 


certainly. In the morning upturn, 
Auburn surged up 14, but later lost 
much of that advance. Allied Chem- 
ical yielded most of a 4-point upturn. 
Miscellaneous issues selling up 
2 


points or so were Atchison, Union 
Pacific, Nabh, Gulf 
States 
Steel, 


Johns Manville and Eastman and 
gains of a point or so embraced a 
wide assortment of shares. 


Dividend news was in the main 


reassuring, although earnings state- 
ments 
appearing 
were still of a 


character to cause doubts over main- 
tenance oE rates later in the year. 
The Standard Oil Co., of New Jer- 
sey declared both the regular and 
regular extra dividends of 25 cents 
a share, although Wall Street would 
not have been surprised had the ex- 
tra been discontinued. Standard of 
New Tork also declared its regular 
payment. 
The oil industry as 
a 


whole, however, is having difficulty 
keeping out of, the red. Among- the 
latest earnings leports is taht of 
Continental Oil, one of the so-called 
independent units, which showed a 
first quarter deficit of nearly $2,- 
500,000. 


The ?1 quarterly dividend ordered 


by Bethlehem Steel was better than 
had -been looked for by the more 
pessimistic observers. 
Wall' Street 


generally would not have been sur- 
prised had the previous quarterly 
rate of ,fl 50 been cut in half. 


The weekend business reviews In- 


dicated little change in the general- 
ly static conditions. The report of 
building contracts let for the third 
week of Apul was somewhat dis- 
couraging, but in several other lines, 
the recent rate of decline appeared 
to have slackened. Weekly tabula- 
tions show a further general sag in 
commodity prices. 


NEW YORK CURB 


By Associated Press 


High Low Clos« 


Aero Und 
....... 


Am Com Pow A ---- 133 
Am Eq 
............ 
4i 


Am G & El ....... , G3; 
Am L & T 
........ 
421 


Am Sup Pow 
...... 
13 ^ 


)/?A 


AFTER TWELVE YEARS 


eiiauncey—Twelve years ago noy 


Sanders stepped on a needle and a 
piece of it was broken off in his 
foot. Roy experienced no difficulty 
with tho 
bit of metal 
until just 


recently, when soreness 
developed. 


An operation was necessary to re- 


. move tho old piece of needle. 


BREEZY BREEZE 


Chicago — One of those winds 


which this "Windy City" is noted 
' for hit Lucy Galvin the other day. 
a Lucy heard her dress flap behind 


and then felt unnaturally cold. She 
turned around and baw the garment 
flying down the street in two pieces. 


/She made a mad dash for a nearby 


furnishing shop and ^as glad to 
pay tho cover charge. 


NO PLACE LIKE HOME 


FIRST BUM: What's 
worryln' 
' you today, 'ErbertV 


SECOND BUM: I found a recipe 


tor 'omc-made beer, an' I got no 
•omc.—Smith's Weekly, Sydney. 


1 Free Boneless Pike tonight. 
Hew Derby, W. Wig. Ave. 
, Hottest Band and Chicken 


I touch, Saturday Hito at the 


B»«le, 
j 


Am TV 
Ap G 
............. 


Arc Kad Tube ---- 
Ark Nat Gas 
...... 


Asso G & El A ____ 
Can Marc Wn-o . . . 
Cent Pub Seiv A .. 
Cent St El 
........ 


Cities Svc 
......... 


Cities Svc Pf ____ 
Cons Cop Min 
...... 


Creole Pet 
........ 


De For 
............ 
, 


Durant Mtr 
......... 


Eislcr El 
......... 


El Bond & Sh- 
...... 


Ford Mtr Can A . , 


3 J 


4? 
20 
23 


135 


!)} 


155 
SOI 


2B 
K J 


20 


13 
4i 
64 
41 
1, 


124 


32 


10 
is; 


4J 


G4 


413 


4$ 
4 J 
Gi 


•IS 
45 


1SS 19i 
21 
2'j 


14 i 143 
s; 
01 


74? 145 
80S 
SOI 


21 


2* 
23 


Far above the noises of the big city 


and at the top of the world's highest 
building is to come tonight's presen- 
tation of the Theater of the Air. At 
S:30 o'clock this weekly feature will 
be broadcast from the tower of the 
new Empire State building, in con- 
nection with the official opening of 
tho giant structure. The guest speak- 
er on this occasion will be Alfred E. 
Smith. 


SATUKDAY'S FEATURES 


Ted Lewis and his orchestra over 


WTaiJ and NBC stations at 5:30 
o'clock. 


"The Ticket of Leave Men," Eng- 


lish war drama, over WISN ana Co 
lumbia at 10 p. m. 


Rimsky-KorsakofC's 
"Schehera- 


zade" featured by Walter Damrosch 
and orchestra over WTMJ and NJGC 
chain at 7 o'clock. 
~ 


Dance music from WISN by Bert 


Lawn and orchestra at 9 o'clock by 
Guv Lombardo and Royal Canadians 
at 3.30 p. m.; by Jack Denny and ag- 
gregation at 10 p. m. These will be 
brought by the Columbia chain. 


Ford Mtr Ltd 
...... 
13 « 


Foremost Dairy 
..... 


4U 


3!) 
13 


A 
33 


£ 


5J 
19 


Fox Thca 
Gibe Und- 
Goldman Sachs .... 
ICnuds Bay it & S .. 
Humble Oil 
Tnd Ter III A 
Ind Ter 111 B 
Mo Ivans Pipe L, .. 
Nail Fam Stores .... 
Niag Hud Pow .... 
Nor Am Avia A War 
Nor St r C per cent ft 
Ntwtt 
Ohio Cop 
Pac West Oil . 
Pco Lt Pow'A 
Ferryman El .. 
Saxet Co 
114 


Sol Ind 
3; 


Shcnandoah 
Stand Oil Ind 
r: 


Stand Oil Ind 
?s 


Tex Oil & aLnd .... 
Transeont Air Tr .. 
7't 


Unit Founders .... 
7; 


Unit Gas 
72 


Un Lt & Pow A 
21} 


U S Pow 
54 


Ut T> - Lt TJ CtC .... 
Vacuum Oil 
43 j 


Vick Fin 
Tntl Pet 
3 2J 


Marconi Int Mar 


123 


fij 


IDS 


4 


41 1 
10 
33 


K 


3J 


S 


53V 


11. 


(17T 
J i M 
13 


"V 


It Is Said- 


\ 


That Sergcajit Jlerb Kapp or the 


police department believes there is 
a conspirac5r against him. For more 
than a year it has always "happen- 
ed" that when Sergeant ICapp :s on 
Ihe day shiCl, it appears that the 
windows at the police department 
need -washing. And "Sergeant Kapp 
is elected. Sergeant Kapp said he 
intends to stait an investigation to 
determine 1C there is any "malicious 
lorcthought" in this situation. 


"Not that 1 mind washing Ihe 


windows," Scigoant Kapp said "It's, 
;usl the principle of the thing." 


CHICAGO STOCKS 


By Associated Press 


Allied Mot. Ind. .. 
Am. Equities 
Arn. Tvette 
3g 


Art Metal 
43 


Assoc. Tel. Util. .. 
24^ 


Borg-Warncr . 
. . . 21^ 


Brach and Sons .,.".. 
14 


Butler Bros 
Cent. 111. Sec 
201 
20 


Cent. Pub. Serv 
15S 14J 


Chic. Investors 
2J 
2g 


Cities Scivice 
153 34g 


Com'wlth Edison .. 234 231i : 
Cord Corp 
, 
121 103 


Coip. Sec 
ITS 
1C? 


Ciane Co 
352 35 


Ot. Lakes Aircraft 
5 
43 


Gt Lakes Dredge 
22 
20? 


Grigsby - Grunow 
4S 
3S 


Iloudaille-ller A 
135 13 


ITouclaillc-IIcr B 
Insull 
34J 315 


Iron Fireman 
34 
13i 


Kalarnazoo Sto\'e .... 2G 
24J 


Kellog Switch 
4=1 
4i 


Libby-McNcill 
11 
10J 


Majestic House Ut ... 
4^ 
35 


Mid West UU1 
. 193 1S§ 


Midland United 
. 3 9 1 ]9 


dlT-a Unit Pf . .. 3SJ 3S 


Nat-Standard 
i 
30t 
292 


Nor'wcst Bancorp .... 30 
29^ 


Hcnn Gas & Bl 
31 
10J 


Perfect Circle 
26i 26 


Quaker Oats 
1 


Seaboard Util 
So Union Gas 
Si 
8 


Stand Dredging .... 
3^ 
35 


Swift & Co . 
...v*.... 28 
27? 


Swift Int'l 
3~\ 
r,6J 


U S Gypsum 
42 
411 


Utah Radio 
;t 
2J 


Util & Ind 
GJ 
0 J 


Wcxtark Radio 
Wisbankshis 
Si* 
5^ 


Zenith Radio . . . . 3 
2? 


ALWAYS WRONG 


(as they icturn from par- 


tj): 
Do you realize what jou did? 


HUSBAND. No, but I'll admit it 


was wiong. W1i.it was it?—Tit-Bits. 


302 
33 


2fi 
26 


'•1 


•13 


414 


112 


261 
2Gi 


£ 
74 


231 


•1? 


6J 


G. O. P. LEADER DIES 


Davenport, Tow a —(JF)— Joe 
R. 


Lane, 73, -widely known Iowa attor- 
ney, financier and Republican leatl- 
ar, died at his home early today. Ho 
had boon ill more than a year. 


Lone Scientist Defies 


Winter To Explore Island 


Free Farewell Dance 


Cora.! Saturday Kite. 
at 5 


1'iii^biirg M3)— From the rigors of 


t" i Arctic none wln-c his only com 
panions \\cie 1'irr trader and son 
•uid KiKimos, Dr. George M. Sutton 
has returned with results of the 
fust exhaustive study oC bird, ani- 
mal nnd plant life on Southampton 
Island. 


Southampton Island was the only 


charted land oC tho north of. which 
» study was not been made. Dr. 
Sutton was the lone member oC a 
privately-financed expedition. 


In praise of tho Eskimos Dr. Sut- 


ton is enthusiastic. He found only 
two who rould master little Eng- 
lish, but all, ho said, were intellig- 
ent, 
and lie had little dlffculty in 


communicating v/ith them. Ho suc- 
ceeded in learning a little of the 


"They knew, a f_ew simple card 


gi-mcs and we plaj cd them when 
we had nothing else to ocupy ifs. I 
taught them to play 'slap jack1 — 


On a ladio set Dr. Suton heard 


broadcasts from station KDKA Jn 


"t heard my mother at various 


tlmog during those broadcasts," he 
&aid. "Of course !t -wasn't alwajs 
possible to hear distinctly, but often 
wo could. 


Dr. Button brought to Carnegie 


museum hero 1,000 birds, 500 mam- 
mals, about 2,000 plants a mineral- 
ogical collection, and many butter- 
flies and insects. Ho also has many 
paintings of birds and about 700 
photographs. 


Tie established that ths island is 


the home oC the whistling swan. 


Several hitherto uncharted Mands 


were dis-o\erotl during Dr. Button's 
explorations, 


"Follow the Trend to Geenen's Where LOWER PRICES Prevail" 


"You're 
Always 


Welcome at 


Qeenen'« GEENEUPS 


—Service 
-r-Satisfaction 


ALWAYS I 


Tomorrow! Last Day 
Sale ofMandalay and 
Aloha Underwear! 


The Greatest Values in Rayon 
Undergarments Ever Offered! 


«—Pirat Quality 
—Form Fashioned—No Bulk 
—Sacdle Crotches—Taped Seams 
—Renioyable .Elastic in Bloomers 
—Daintily Picoted—Fine Rayon 
—Regular, .Extra, Double 


Extra Sizes 


—Sizes 32 to 50 
—Values to $1.95. 
gale EACH 


Buy A Year's Supply Tomorrow! You'll S 


fVM 
LfTT 


ave 


™ 
shields. 
BLOOMERS— Shorties and regulation styles. 
PANTIES — Yoke top and band bottoms. 


l CHEMISES — Bloomer and band-knee styles. 
BLOOMER — BANDEAU COMBINATIONS. - 
Also lace a,nd medallion-trimmed planties and step-ins. 


TUNE IN — 
Station WHBY 


Tomorrow at one 'clock and hear the musical 
treat Geenen's have prepared for -yon. 


HEAR — 


Al Kubc.-aud his Hawaiian Troubadours 
Tomorrow Afternoon at 2 :30, playing in the 


$5.00 to $7.50 


New Hats 


In a Thrilling Sale 


Your Choice 
Tomorrow 


All 


Colors 


Sizes 


21 to 23 


Underwear Section on Main Floor. 


A-Fortunate Purchase! 200 Beauti- 


ful hats — Turbans — Brims — Sailors 
— ISTew Rough or Smooth Straws. You'd 
never expect the price to be so LOW. 
Come Early! 
New Matron Hats 


Just Arrived — Stunning models in 
81 to 24 
d» 
r and 


inch headsizes .- 


The Annual 


MAY Sale! Coats! 


Extraordinary Coat 
Values Tomorrow! 


$16.75 COATS 
$25 COATS 
$19.75 


Coats you would expect 


to see at ,1535.00 — BIG 
COAT VALUES. 
In sizes 


14 to 40 and 42 to 50. 
$10.75 COATS 


I TCf 
.75 


A Big Showing! Tweeds; 


also the popular Mack fab- 
ric 
trimmed 
coat; 
also 


many other models. 


$12.75 


In 
skipper 
blue -siid 


black, 
trimmed 
or 
uu- 


trimmed. 
Also tweeds and 


polo models. 
Sizes 14 to 
50. 
$35, $39.75 Coats 


$29.75 


T a i l o r e d and 'fur- 


trimmed 
models in smart 


fabrics. 
Stitched- satin or 


fur-trimmed 
collar 
and 


ctiifs. 
Sizes to 48. 


SUITS AT REDUCED PRICES! 


$10.75 Suits 
reduced to . . 


$16.75 Suits 
reduced to . . $12.75 


$25.00 Suits 
reduced to . . $19.75 


S29.75 Suits 
reduced to .. $23.75 


The 
Annual 


MAY 


$6.75 Dresses 


Sec These Values! 
Silk 


Pi hi Is, Wool Crepes, Color- 
ed Cccpcs, Jorsojs. Sizes 4 i 
to 38. 


$9.75 and $12.75 . 


DRESSES 


$7.95 


Sale! Dr e 


FOR $14 


Printed Crepes, Colored 


Crepes, as vrell as black anil 
navy. Sizes 14 to 40. 


$5.95 


AYool Crepe and Knit 


Dresses, 
Sports Sails 
of 


Wool 
Crepe, 
New 
Knit 


Weaves; also one-piece mod- 
els. 
Sizes 14 to 38'. 


$15.00 to $18.75 
Better Silk 


DRESSES 


$12.75 


E X T R A 
SREC1AL! 


Colorful 
Printed 
Crepes. 


Black, navy and 
colored 


Cantons. Sizes 14 to 48. 


$4.95 JERSEY RAINCOATS 


Xcw plaid-backed Jersey Raincoats. 


Tn blue,, browji, tiin, grey, green and 
red. Sizes 1 -I to 4 i. 


Second Floor 


NFWSPAPFR! 
NFWSPAPFR! 


^ -Friday Evening, May 1, 1931 
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0,G, APPROVES STATE 
. BOARD REFERENDUM 


ON REFORESTATION 


i 


Objects Only to Apportion- 


ment of Lands; Makes 
Recommendations 


Appleton chamber 61 commerce 


.special referendum' committee con- 
sidering a. state referendum, "Con- 
servation on a State Land Policy," 
has approved-'six of the state cham- 
ber's recommendations, disapproved 
one,'~and. offered numerous recom- 
mendations . on two. 


-'A; plan of apportionment of. state 


forest lands was disapproved by the 
Appleton committee which made the 
following suggestions: 


"This committee feels that.refor- 
estation is primarily a federal and 
state obligation." The state cham- 
ber committee load allotted forest 
lands 10 per cent to the federal gov- 
ernment, 15 per cent to the state, 30 
per cent to counties and 45 per cent 
to private parties. 


Continuing: its recommendations 


against apportionment the commit- 
tee said,_ "That counties, where 
reforestation would be most logical, 
are not financially able to carry "the 
burden oC this work. 


Hit Private Ownership 
"That private ownership of forests 


_and .reforestation are not sound 
business policies for industry or in- 
dividuals under the present existing 
conditions. 


"By; 'present existing conditions' 
this committee calls attention to the 
excessive taxes levied against timber 
tracts and utter disregard of .the 
Timber Crop Act by some counties. 
Excessive taxation and lack of fire 
protection does not give the owner 
a chance and is forcing the. slaught- 
ering of forests with the sole pur- 
pose of 'getting out from under.' 
The present Crop Act offers nothing 


i definite for industry to work on. 
And that foreign competition, is so 
demoralizing the markets -iri both 
lumber and pulp wood .that reforesta- 
tion cannot pay its own-way. "as 'a 
business venture. 
' 
;- 


"And, that, at the- time "-when 
.reforestation pays it's , dividend in 
mature timber, sixty or > eighty -years 
from now, it has no guarantee.that 
the then existing- market would':de-' 
mand such timber or ,a justifiable 
return for the investment incurred. 


his committee has; voted".'no' on 
question for the above response 
recommends that in your appor- 


tionment, the percentage- to counties 
and private owners be lessened ma- 
terially and that federal and state 
percentages be increased. 


The committee approved the fo' 


lowing- two questions: ' . - • • ' . ; .. • 


"The 
plan herewith 
presents 


;proposes\ tree planting .at the :rat 
of 5,000 acres, with 'five: million 
trees per year until 1935. .It'furthe 
proposes to increase, this .number .t 
10,000 acres, with. 10 million trees 
per'year,-after 1935. 
' - - ; : .• ';.. • ;.'• 


"By constitutionl amendment,' th 


voters have authorized a. tax levj 
for the purpose of conservation "•"6 
two tenths of one mill, but only one 
twentieth of a mill has so,far: beer 
•appropriated. Do you favor,'the-ful 
tax.levy for this purpose? '•,•...• 
. 


Question No. 4 was "Protection o 


present and future forests agains 
Sires is one of the major/avenue 
Of conservation. Do you favor, an In 
crease In the appropriation of-,$500, 
000 a year for the proper protection 
prevention, and suppression of. fores 
fires, as recommended in the re 
port?" 
\ 


.The chamber approved the ques 


tlon but added the following recom 
mendatlons: 
• 
. 


"This committee- feels that th< 
prevention of forest fires is the mosi 
important 
-ifundmental 
In 
Vanj 


reforestation program 
and earnest 


ly urges that every, effort be made to 
protect both, present growth auc 
future plentings. 
' . 


"The; committee questioned the 


sufficiency of $500,000 to adequately 
protect our forests and recommends, 
that whatever amount be set, that 
it make ample provisions for prop- 
er protection. 


"Also that immediate • drestic ac 


tion by the state be.urged to curb 
•forest fires at their course, namely, 
roadside, fires and fires of an .in- 
cendiary nature, started with th© pur- 
pose of obtaining employment. 


"That, under proper fire protec- 


tion, private owners be encouraged 
to practice selective cutting of for- 
est timber. 


The remaining three questions ap- 


proved by the Appleton chamber are: 


"Do you. favor the policy enun- 


ciated by the conservation comniit- 
.tee of a high" standard 
for state 
parks, with a limited area and the 
encouragement 
of counties . and 


municipalities to acquire parks of 
.lesser importance but of public -value 
because of natural beauty of historic 
interest? 


"Will you endeavor to aid in the 


development 
of a 
'conservation 


minded* 
citizenship 
by 
making 


'•tnown and cooperating with such 
•*':;Sncies as Tnay have tnls as their 
>. -;;yor purpose? 


"Will you aid in the carrying out 


of the major objectives preesnted in 
this referendum?"' 


Members of the Appleton chamber 


committee were Harvey 
Schllntz. 


chairman,' S. C. Kosebush, Seymour 
Gmeiner, J. 2ST. Fisher and John K. 
Riedl. 


LIFE'S ODDITIES 


87 George Clark 


CHEESE FACTORIES 
OFOUTAGAMIE-CO 
MAY ENTER CONTEST 


"I'm always pulling some, boner. I could have had that job" if'I hadn't 


mentioned being a college graduate." 
. . . . . . 


No Reform Movement In 


T^ 


SHEIK WINS, LOSES 


WIFE IN FAST TIME 


Mostar, ,Jugo-SIavia— (/P) —Sheik 


ilahmud of the "Wahabis of Arabia 
had the ejqperlence here of winning, 
losing and divorcing a new wife 
within a few'hours. 
:. He came to Mostar to organize 
the 1931 pilgrimage of Mecca among 
Mohammedans 
. of 
Herzegovina. 


Shortly after his arrival he met a 
comely maiden and persuaded her 
to marry him. He shut up his bride 
In a room in an inn, then wer.t forth 
to celebrate. 
• 
• . 


But he tarried too long at the ta 
bio, for when he returned his bride 
had fled with a younger man. 


Th« next morning Sheik Mahmud 


•went back to the, Mohammedan 


who had married him and 'ob- 
an annulment of the union. 


Fish' Fry every, ^Wsd. and I 


Stark>. Hot*.!, 
i 


Reno, Key.— This city, with its 


legalized- gambling . and painless di- 
yoicei.is probably the most wide open 
town, in America, but, strangely 
enough, no/pne seems to want to re- 
form it.' • 
' • - ; - . 


"While other, cities are in the throes 


of .reform .battlesy Reno- faces a city 
election on: May 5 in which not a 
single candidate .promises to clamp 
down the lid. 


Mayor E. .E. Roberts loses no op- 
portunity to tell the voters he likes 
HL liberal community. He has even at- 
tacked "longhairs" and Dr. Clarence 
True. Wilson of- the. Methodist Board 
of Temperance from the pulpit of a 
local Methodist church. 


- 
» ' * * 


Efficiency lit. municipal administra- 
tion is -the campaign.- issue, raised. by 
the mayor's,'opponents. One of these 
iafHoward; S. Doyle,-automobile deal-'- 
er-'and "president of the ;Chamber "of 
Commerce. The other is Milburn S.' 
Gregory, ;;World War veteran; and 
town booster. 


Roberts has been a quiet 'worker 


in 'many .past campaigns, hut this 
time he is. making many speeches in 


defense of Nevada's right to go "wide 
open." 
; . 


His opponents are making quiet 


drives "for votes, arguing that a busi- 
ness administration is needed to build 
a greater Reno. "When Roberts' "lib- 
eral" views are brought •: up, 
the 


Doyle and Gregory workers declare 
their candidates are liberal in views, 
too. 
. 
' 
. 
' 
• 
. 


' 
* . * ' * . ' . 


This campaigning is no new idea to 


Roberts, for besides being mayor of 
Reno since 1923, he has had previous 
political experiences, including three 
congressional terms. He Is also Wal- 
ter Johnson's father-in-law. 


Roberts is attracting attention far 


beyond the confines, of Nevada .with 
some of his statements,.'Sike .the: one 
from a RenOi pulpit, suggesting plac- 
ing a'barrel :of' corn'whisky •ott'eyjsri*' 
corner in the.city. 
'.'-'•"'" 


"I'd have a dipper In .every barrel, 


with a sign sayirig-rV'Help yourself to 
all you want, but don't. carry any 
away," Roberts y.eclared. "And that 
would soon drive all of the bootleg-- 
;ers out of business. 


YOURSELF 


Perhaps you need, a stilt or a hat, or 


your wife needs a dress or coat. 
Yet 


you hesitate getting them because you 
do not want to lay out so much money at 
once. All of us are pinched for cash at 
certain times. 


That's why the People's Clothing Co. 


is so convenient. 
Come here and pick 


what you need. Just pay down what 
you think you can spare — no matter 
how little. Take the clothes home with 
you. 
Then you pay us S1.00 or more 


each week. 


Prizes to Be Awarded to 


Factories With Most At- 
tractive Grounds 


Outagamie-co cheese factories are ] 


eligible to er.ter the 1031 statewide j 
grounds improvement contest which j 
is sponsored by the horticultural de : 


partment of the Wisconsin College 
of Agriculture. 


The contest Is designed to give 


encouragement to the movement to 
improve the appearance of "Wiscon- 
sin cheese factory ground?. 


The state will bo divided into two 


sections for the contest—tho north- 
ern section and the southern sec- 
tion—each section competing In a 
separate contest. Judging will be 
done from pictures sent in near the 
end of tho summer when the factory 
grounds are looking at their best, 
and awards will be made on the ba- 
sis of appearance. 


A special contest for factories !n 


Clark, Marathon and "\Vood-cps will 
be conducted in which prizes will 
be awarded. 
A 
representative, of 


the Horticultural 
department will 


visit each factory in this group at 


tho beginning of tho contest, make! 
tho first judging, and offer sugges- i 
lions for making improvements. At! 
the clo.so of the contest the grounds j 
will again b« scored and judged or.; 
the basJs of th? amount of improve- • 
nient made during the period of the: 
contest. 
; 


Each year a different group of' 


counties comprise the special con- j 
test area. Last year Brown, Calu- 
met, Outagamle and "\Vinnebago-cos j 
conducted this special contest. 
i 
F. H. Brant, of the Horticultural • 


department, in charge of the 1931' 
contests, is urging all factories to 
compete. 


MORE ACCIDENTS IN 


RURAL DISTRICTS 


Madison—MP)—The state board of 


health reported today that three of 
every five accitfjntal deaths in Wis- 
consin occur.in. rural sections. 


OC the 2,310 fatal accidents last 


year, 1,333 or 5S.3 per cent, occured 
in rural areas—defined as 
com- 


munities of less than 10,000 popula- 
tion. 


j Sing .camps operating last winter 


i near Watersweet, Mice. The coni- 
j pany's planing mill has been run- 
j ning continuously. 


Bring your car in early for 


Washing (99c). Greasing and j 
Oil Change. Smith Livery. 
j 


MILL, TO RESUME WORK 


Wausau—C/P)—Tho B. Heinemann 


Lumber company SAW mill. Inactive 
since last August, will resume opera- 
tion Monday with the employment 
of 1"5 addition?.! workmen, Harold 
C. 
Collins, president, 
announced 


Thursday. The company had six leg- 


PLANES REPLACE DOGS 


Juneau, Alaska — Airplanes are 


now replacing the faithful dog teams 
as a means of delivering mailfnto 
the hinterland of Alaska. Fourteen 
of the difficult win:-3r mail routes 
formerly served by the dog teams 
have been let to air mail concern? 
and the mall will now travel by air 
Distances 
over these routes ar 


from 100 to 400 miles. 


j 
Melts Californians at Green- 
| ville Pav., Sun., May 3. WLS 


I Cowboys, Fri., May 8. 


How convenient! 
How 


best people are doing it. 


113 E. COLLEGE AVE. 


New styles and exceptional values in 


men's suits, hats, shoes and furnishings; 
women's coats, dresses, hats, lingerie 
and hosiery; children's coats. 


On I,, 


Buy Now: 
Only One Week Remains 


Only one week remains of Leath's greatest Sale in 21 years. Only 
one more week in which to take advantage of the lowest prices 
at which Leath's fine furniture has ever been marked. Scotch 
Dollar Month Savings make it imperative that you buy now. 


We&k 'Morn in wbfcli to It«>«Icerii Voiir Srofeli Dollar 


He's On 


a Regular 


Spree! 


i s ? a "buying" spree! 
Every time the thrifty 
Scotchman leaves the house 
these days Maggie knows 
whither he's 
bound and 


why ; ; ; and wonders 
;"what will it be today." 
Full well she knows it will 
be something fine! For no 
one fools that Scot of hers! 
There's a true Scotchman 
for y o u ; ; .. dotes on 
Scotch stories -.'i -, is as 
generous as the day is long 
i : ; and loves to get the 
"best of a bargain." And 
the bargains he has been 
bringing home! Bright and 
early this morning he start- 
ed off again ; ; ; for he's 
been hearing a bit more 
gossip! 


And It's 


"Music to 


His Ear!" 


i t i t h I s 


gOSsip ; : ; 
"music to 
his ear!" But 
diere's a sad 
note in it 
too! For he 
hears that 


the Scotch Dollar Sale is to 
come to a close very shortly! 
In fact, there's only a week 
left. So again he takes him- 
*elf and his Scotch dollars 
to the Scotch Dollar Month 
Sale, to see if there isn't 
something more he can buy. 
To be aure, be has filled 
his house, every nook and 
corner of it with lovely new 
.things ;;; bnt it's just pos- 
sible he might have passed 
up something! 


Easy Terms! Pay #tt down. Tlieu #2 each week 


Leath's has not a suite in stock that surpasses this one in value! 
Smartly designed, and sturdily built of walnut and other fine cabinet 
woods, ornamented with * two-tone panel facing. THREE PIECES. 


If you did not receive 


a Scotch Doiiar, clip 
the above and we 
will redeem it for you 


Each Scotch Dollar is worth 
its face value when applied on 
the down payment or purchase 
of any article costing over 
$10.00. 
If 2 or more articles are pur- 
chased, each costing $10.00 or 
mote, one Scotch Dollar may 
he applied on the down pay- 
ment or purchase of each. 


Easy Terms! Pay $12 down. Then #3 each week 


The two piece Kroehler suite illustrated, a positive find at $ 125. Cov- 
ering is of luxurious woodland-rose mohair with deep, comfortable, 
spring-filled cushions reversible in harmonizing cut vclour. 2 pieces. 


11 IKMIi m: 


PORCH 


GLIDER 


.95 


Has waterproof 
cover in choice of 
gay colors, and 
comfortable cotton 
pad. 


I>©WH 


This canvas-backed 
WITH ARMS is the one 
have been looking (or: 
It's 
good-look! nj;, cotnlortable. 
and siuxdv—and—inexpensive. 


.19 


Pay $1 Dou-n 


Down-~$2 Weekly 


Simmons day bed illustrated with ma- 
hogany finished frame, has mattress cov- 
ered in gay cretonne. Opens into com- 
fortable, full size bed. 
tt-— ^-^ 


Scotch dollar month '™|| (•' 
priced.. 
JL£F 


Down—a 1 Weekly 


Gurney all steel refrigerators 
are nationally known-for their 
perfect refrigeration qualities 
and IOTV ice consumption. 
*24-30 


Pay $2 Down 


This Junior Glider combines all the com- 
fort of your living room sofa. In water- 
proof canvas cover with 
heavy cotton pad. Scotch 
dollar month priced;:;; 


Lodgt chairs, *3 decorative u 
they are comfortable—especial- 
ly made to -withstand -weather 
and hard wear. 


*1.95 


LEATH and COMPANY 


103-105 E. College Ave. 
Appleton 
Phone 266 


"We recommend «nd tell theic n»fion*II> fcnown product — Simmon* Bedding". • • Krothlw Livlna Room Fumitw* . ~ . Bis«low-S«nford Rujt . . . GulisUn Ruj» 
. '. ACwater Ken! Ridia 


lEWSPAPERI 


A 


*• 
Tweiily-four 
APPLETON POST-CRESCENT 


p:te 


KAUKAUNA NINE 
"AWAITS START 
lOFNEWSEASON 


• tamers Unable to Sign Up 


Team for Practice Game 


Next Sunday 


i Kaukauna—Up to Thursday nigh 
Marty Lamers was unable to get a 
'team to oppose his Kaukauna base 
/ball club for a practice game Sun 
day afternoon, so fans probably v 
'have to wait until the opening game 
ft the season to see the team in ac 
Won. The first game will be playec 
at Wisconsin Rapids 
on Sunday 


May 10. The first home game will 
b» played'agamst Green Bay on May 
17. 


The squad is working out regular- 


ly and prospects for a good team are 
bright. A newcomer to the squad, 
who played in the' Little Fox league 
last year, is VanDrasek. The young. 
,ster plays center field like a veteran 
covering plenty of territory in his 
chase £fter fly balls. If he Is able 
-to swing a bat in good style, fans 
will see him in the line-up this sum 
iner. At the work out Thursday eve 
ning- Les Smith, J. Vila and McAn 


.' draws were -working out in the sun 


fearden. Marty, was handling second 
baee with McGoey at first. Phillips 
was at third. Verstegen of -Little 
-Chute Is also- working out with the 
local squad ana can handle the third 
'baee- position. Wenzel, catcher, was 
getting- Into his old batting form, 


i.knocktag- out long flys. Mulry -S 
If hack at Ms old position at short stop. 
; 
For the first game It is expected 


that three pitchers will be tried out/ 
They are Herche of Manitowoc, Ful- 
singer of Hilbert and Michelson, who 
comes from. Michigan. Michelson is 


" the most likely candidate for the po- 
sition. 


Social Items 


Kaulsauna—The KauJcauna "Wo- 


man's club will meet at 2.30 Tues- 
day afternoon in the public library. 
The Constitution will be discussed 
and 
amendments proposed. Dele- 


gates will be elected to the district 
meeting at Appleton on May 12 and 
IS. The following program will be 
carried out; assembly singing, led by 
Mrs. Donohue; cuirent 
events by 


Mrs. O. Kuehne; Scenic Beauty of 
"West Virginia and South Dakota, i 
lustratea with pictures, by Mrs. TV 
P. Hagman; an article, on Education 
read by Mrs. Ed Haas; and a talk 


_'on Gardening by Mrs. W. F. Ashe 


"Women of Mooseheart Legion wil 


held a dancing party Friday eve 
ning at Elks' hall. 


What is die least possible number of 


straight moves that wffl cany through the 
64 dob, starting at the cross and retum- 
. ing there? 
v 
^_ 


(Ths correct answer will be print- 


ed in tomorrow's caper.) 


Yesterday's Stickler 


Solved 


SPEARING5 


/. SPARING 
2. SPR1NC. 
3. SPRIG 
4. PRIG 
5. PIG 
6. PI 


** 
> 
The stove "diagram shows how you 


' can remove one letter at a time, for seven 
lime, front the word SPEARING, and 
thus make seven other words. 
3o 


The 
social 
-union 


Memorial 
Methodist 


church served a chih 
lunch Thursday afternoon and eve 
ning In Epworth Home. 


of 
Brokaw 


Episcopa 


con 
carni 


Women's Catholic Order of Forest 


ers, St. Anne's court No. 22G, wil 
meet next Tuesday evening. Follow 
Jng a short meeting a. public card 
party and 
dance will be held in 
Eagles hall. 


NEW CITY COUNCIL 


MEETS NEXT TUESDAY 


Kaukauna—The new city counci' 


will meet at 8 o'clock Tuesday eve- 
ning in the council rooms of the 
municipal building. Monthly bills 
will be allowed and other routine 
business transacted Members or the 
new council are Nathan Brewster, 
"William Cillen, forst -ward, Walter 
Cooper, Otto Luedtke, second ward; 
"William Cai-not, Jacob Lummerdlng, 
third ward; Geouge Smith, Ben Bell, 
fourth 
-ward, Bert Roberts 
and 


Frank Gertz, fifth -nard. Standin 
committees for the 
3~ear will be 


named by Mayor E. W. Faigo. 


TWO TEAMS HOLD LEAD 


IN SOFTBALL LEAGUE 


Kaulunina— Whip-Poor-Wills and 


the Merenes Transfers retained their 
hold on first place In the City Soft- 
ball league by winning from Knights 
of Columbus and the 
Regenfuss 


Brewers. The Whip-Poor-Wills won 
from the Kaysees, 3 to 2 and the 
Transfers won from the Brewers, 4 
to 2. Friday evening the Mueller 
Boots versus the North Side Mer- 
chants at the Holy Cross school and 
the Nitingales versus the Pulpmak- 
er- at the playgrounds. 


HOLD DEMONSTRATION 


IN DOMESTIC SCIENCE 


Kauhauna—A home 
demonstra- 
tion class was conducted in the do- 
mestic science department of the 
high school Thursday evening by 
Miss Harriet 
Thompson, 
county 


home demonstration agent, for a 
number of -nomep. It was the sec- 
ond of a series of three classes be- 
ing held. The first was held Tuesdav 
at HortoriMlle. The last will be held 
May 6 at Shlocton. 


PAINTERS APPEAR IN 


POLICE CHIEFS OFFICE 
Katibauna—Chief of Police R. II. 


McCarty found his office In an un- 
usual state Thursday with all pic- 
tures and hangings removed from 
the walls. The work was not that 
of burglars, but of the painters, -svho 
arcs giving the police headquarters a 
new coat of paint. 
HIGH SCHOOL STUDENTS 


IN SPEAKING CONTESTS 
Kaukauna — Three high school 


Btqdents competed in tho league 
speaking contests at DePere Wed- 
nesday, but did not win places. They 
,were Floyd Franzke, Miss Quadine 
Eeebe and Miss Mabel Hilgenbcrg. 


PAROCHIAL SCHOOL 


TO PRESENT PLAY 


Holy Cross Students Appear 


in Two Productions 
Sun- 


day Evening 


Kaukauna — Students of Holy 


Cross Catholic school will present 
their annual entertainment program 
Sunday evening at the high school 
auditorium. The program Includes 
two plays by the eighth grade stu- 
dents. The program: 


Chorus singing of Song of May and 


Canoe Song- by group of girls. 
Legionnaire (march) ... Holy Cross 


orchestra 


On Strike 
by First grade 


Song 
by Boy quartet 


Play 'The Ninth Promise 
.. by Eiighth, grade girls 
Cast: 


Florence Carrols 
Dorothy Smith 


Isabelle 
Marion DeGoey 


Marie, a governess 
Ruth Schmaltz 


Kathleen, companion of old 


lady 
". Caroline Kallsta 


Harriet, school girl 
Nellie 
" 
. 
Stekelenberg 
Phillippa, school girl Adeline Kiting 
Elvira Holden, cousin to 


Carrols 
Dolores Bixelx 


Miss Merril, an artist Dorothy Bodde 
Carrie, colored maid 
Bernadlne 


Eademacher 


Mammy, mother of Carrie 


Lucille JaDoul 


Helen, Miss Merrll!s protege 


.* 
Ruth Conlon 


Miss Vivian Flurnoy Lucille Killlan 
Mrs. 
Percival Archibald Smith 


Francos Regenl'uss 


Lucille, tennis,club member 


Ardyth "Wiesler 


Lorraine, club member Lucille Nolc 
Mae 
Cecelia VanLamoan 


Virginia 
Philomene Gtordana 


PILOTS BEGIN 
TRANS-OCEANIC 
FLIGHT^ PLANS 


New York Airports to Bustle 


With 
Activities 
as 


Plans Progress 
• 


BY SHERMAN B. ALTICK 


Copyright, 1931, By Cons. Press 
New York—(CPA)—New York air- 


ports -nill be bustling with activity 
within the next two weeks as the 
transoceanic flyers begin assembling 
here for the strat of their daring- ex- 
ploits. Half a dozen aviators have 
practically completed plans for dash- 
es from these airports during the 
month of May, and those who are 
not here are due to arrive wltnin the 
next two- weeks. 


Long Island airports will take on 


the picture they presented in 1927 
when Lindbergh, Byrd and hamber- 
lin had their rival camps on Boose- 
velt field, waiting for the signal to 
start from Dr. James H. Kimball, 
the weather man. This year at least 
three of the flights are aimed at the 
globe-encircling record now held by 
the Graf Zeppelin. 


One of the planes to be used on a 


projected round-the-world dash al- 
ready has arrived at Roosevelt field, 
and the pilot and ths navigator, 
Clyde Pangborn and Hugh Herndon, 
Jr, are making tests. 


Will Try Again 


Another plane due to arrive here 


within the next few days is that of 
John Henry Mears, globe trotter and 
aviation enthusiast, who last year 
tried and failed to recapture the rec- 
ord which was his before the Graf 
rounded the globe in 21 days. Mears 
expects to encircle the world in 15 
days. He plans to hop of? from Roose- 
velt field the middle of May with 
Vance Breese, Pacific coast pilot, at 
the controls. 


Out of the west comes the report 


that Wiley Post of Oklahoma City 
still is planning to take 
off. on a 


globe-encircling dash next month in 
a plane of ;slmilar design and con- 
struction as that of Mears. Post ex- 
pects to be accompanied by Harold 
Gatty of £.os Angeles. Post plans to 
use the same plane which won for 
him the capital prize last fall in the 
non stop Pacific derby from Los An- 
geles to the Chicago air races. 


There are also several transatlan- 


tic flights under process of prepara- 
tion, but the one that holds the spot- 
light is the projected solo dash from 
New York to Paris by Miss 
Ruth 


Nichols, holder of the women's speed 
record. Miss Nichols's plane is being 
groomed for the flight by Col. Clar- 
ence D. Chamberlin In his aircraft 
factory at Jersey City. 


The Young- Rye, N. Y., flyer Is 


brushing up on "blind" flying so that 
she will have more than an 
even 


break if she encounters 
some fog 


or low clouds on her 
transoceanic 


venture. She expects to cross the At- 
lantic entirely by daylight in 
her 


fleet plane with its supercharged en- 
gine. She hopes to take off from this 
city in two weeks for Harbor Grace, 
where she will await the signal to 
start from Dr. Kimball, who since 
1927 
has furnished every successful 


transoceanic flight with weather de- 
tails. 


HAS SVGMVE& 


MOST SANDS' 


OF <354/MjE AHMAIS' 


/MANY OF THE F10CK, 
ANP WVO HAS PffOVMO 


Friday Evening May 1, 1031 


TELLS FARMERS TO 


FEEDWHOLE MILK 


County Agent Points Out 


This Method Will Raise 
Better Calves^ 


LEGAL. NOTICES 
LEOAL NOTICKe 


GARDEN 


BY D. VICTOR LUMSDEN 


"We depend on annuals for much 


of the color in the flower garden 
during summer. 
Because of their 


rapid growth and wicte variation of 
form and color they are favorites in. 
newly made gardens. 


Annuals divide into two groups ac- 


cording to planting times. One group 
is hardy and seeds can be grown as 
soon as the soil is dried out enough 
to spade. 


The second group of annuals are 


tender, and these should not be sown 
out of ctoors until after the soil has 
warmed up and the maple trees are 
well in leaf. 


To hasten their development both 


the haidy and tender annuals are 


Trials of a Boy 
James Donahue 
Violin Solo 
Jack Licht 


Play "Fingers" .. Eighth grade boys 
Cast: 


Mr. Grey, club director Melvin Kerry 
Dick, president of club ... Michael 


Gprharz 


Skeeter, twelve years old 


Clarence NIesen 
Sergeant at Arms 
Jack Licht 


Andy, club secretary Leo Driessen 
Mickey, Irish boy Wllbert, Kobussen 
Louis, representing Italy Leo King 
Salph Moore, e' ook .. Tom Dnesscn 
Snowball, colored member 


Raymond DeBruin 


Ernest, German boy Carl VanDyke 


iharles, from England 
Donald 
Milton 


Tom, American boy Orval Tingling 
Officer Kelley, policeman 
.. Carl 


Mlnkebige 
. . Arthur 


Hoollhan 


Cyrilus 


Hopfensperger 
Michael Milton 


32 SPEAKERS COMPETE 


IN DISTRICT CONTEST 


Kaukauna— Thirty-two speakers 


are taking part In the district speak- 
ing contest at the high school this 
afternoon ana evening. 
Kaukauna 


high school is represented by three 
speakers. Miss Lorraine 
Hollihan, 


Miss Maigaret Fargo and Heiman 
Maes. 


Mr. Snider, landlord 


Foundry worker 


Billy, little boy 


[olden Hour Holy Cross orchestra 


DISTRIBUTE POSTERS 


ON AMERICAN FLAG 


Kaukauna — Posters on the Anierl- 
an flag were presented to each of 
be schools in Kaukauna, the public 
ibrary and the American Legion by 
he Appleton chapter, Daughters of 
ne American Revolution, 
Irs. H. S. Cooke, local 
through 
member. 
'hese posters explain 
by illustra- 


ion the use, display and respect of 
ho flag and the proper method of 
alute. 


Th« 
Post-Orescent'B 


representative at Kau- 
kmttna ts Lloyd Dems. 
Hit telephone number is 
194-W. Business with 
The Post-Crescent ma; 
be transacted through 
Mr. Owns. 


FOWSLEY WILL LEAD 


ROTARY DISCUSSION 


KauUauna—Charles Towsley, pres- 


ident of the Kaukauna Rotary club, 
will load one of the discussions at 
at meeting 
of the 
club 'service 


group at tho distiict confcience of 
AVisconsin and Upper Michigan Ro- 
turians Monday afternoon at Nee- 
nah. B. W. Fargo and Walter P. 
Kigman are the delegates of the 
Kaukauna Rotary club to the con- 


CAREER ABOVE LOVE, NOVEL- 


IST SAYS 


London — Love must have been 


woman's sole existence .years ago. 
But Ursula Bloom, famous novelist, 
says that love Is no longer woman's 
whole existence. A career is the logi- 
cal thing for a woman to choose, 
she thinks. 


"Love demands everything of a. 


woman," she says, "Love offers her 
a homo which is too often the prison 
of her better self. It saddles her 
with worries, it 
ages her with 


childbirth and cares, \\ith the per- 
petual effort to make ends meet. 


"On the other hand, the career Is 


a sound proposition. 
An adequate 


salary will supply her with comfor- 
table rooms. There are not her pris- 
on. They d-o not confuse her and her 
life Is not cluttered with the work- 
ings of a home. 


"Today opportunity 
has opened 


most of its doois 
to woman. Un- 


doubtedly, she has 
come into her 


own. 


THE LONG AND SHORT 


London — Joanne Saffelle, tall 


dark and lovely mannequin, has an 
odd problem. She's probably the tall- 
est model In the world, and yet in 
all her hundreds of pi-oposaj letters 
sho has only received ono from a 
man anywhere near her height. Her 
latest comes from .a rich Armenian, 
who presented himself In person. He 
was 
short and fat, 
and scarcely 


came to her waistline. Needless to 
say, he was refused. 


vcntion. 


NEED NEW LICENSES 


TO OPERATE CARS 


Kaukauna—Motorists , who have 


not applied'for new automobile li- 
censes are warned 
to I.iep their 


cars off the streets by the police 
department. All cars without license 
v ill bo stopped ly officers Thursday 
was the last day cars could be opor- 
atod with old license plates 


Free Opening Dance, Apple 
"' 
• Mayl. 


GREEN ROUGE 


London—"Women with ruddy com- 


lesions should never use rouge. It 
makes thorn 
look unnatural, 
and 


even their high natural hue needs 
toning down, according to a promi- 
nent beauty specialist here. Conse- 
quently, a green face powder has 
been perfected which docs that job. 
A lavender povulcr has also bcor. 
put on tho market for use under 
shaded lights of ballrooms. 


RADIO REAL HELP 


Washington—Radio is a great bid 


in helping pilots along the transcon- 
tinental route across the United 
States now. The Aeronautics Branch 
of tho 
U. S. Department of Com- 


merce reports that a radio- range 
beacon service is now In continuous 
operation along the route from New 
York to San Francisco, and that 
there are 21 broadcasting stations in 
the chain. 


Diamond Ring Dance, Fr!., 


May 1st. Legion Hall, Little 
Chute. 


, 
Chicken Try Every Sat. 


i Kite, VaaJDeuwn's, Kaukawa. 


frequently stinted Indoors—or in a 
hotbed or coldframe—and protected 
until it is safe to transplant them 
into the garden. 


Laigc Choice 


Some of the more popular hardy 


annuals which will not be injured 
by the low temperatures of early 
spring are candytuft, clarkia, corn- 
flower, cosmos, Chinese pipX for- 
get-me not, godetia, larkspu , poppy, 
snapdragon, stock, sunClowi<<% s^eet 
aiyssuni, sweet sultan and zinnia. 


Annuals vi Inch need more protec- 


tion and require a warm, soil for 
germination are amaranth, bro-sv- 
allia, celosia, datura, 
everlastings, 


feverfew, 
rnontbietia, stevia 
and. 


torenla. 


Heibaccous perennials are also 


grown from seeds which are sown 
in early spring or late 
summer. 


The seeds which can be sown very 
caily in the 
spring will in some 


ises produce flowers the fiist year 
it in most cases the plants pioduce 


only lca\cs and a good rrot sys- 
tem tho first growing season. 


As their names 
implies, these 


plants die to the ground each fall 


CABBAGE STAND LOOKS 
.FINE, GROWER REPORTS 


BY W. F. WPNSEY 


Two weeks ago Saturday Phil Bia.- 


by, president of the Appleton Cab- 
bage Growers' 
association, drilled 


two pounds of early cabbage seed. 
An Inspection of the bed on Thurs- 
day showed that the plants were 
reaching above the 
surface, 
that 


they had escaped the 
frosts, 
and 


that the stand was everything that 
could be desired. 


To help control maggots In case 


of an attack on the bed, Mr. Blxby 
as is h.s custom planted carrots in 
c^eiy seventh row. 
The carrots 


grow much more rapidly than cab- 
bage and serve as a choice bait for 
the maggot flies. 


In another bed, Mr. Btsby expects 


to plant two or three more pounds 
of cabbage seed. 
He plants more 


seed than he needs to meet his own 
requirements as neighbors here and 
there, are short of plants each year. 


"The Appleton spray ring will 


soon begin operations in the appli- 


RiSht now, with too many veal 


calves going onto the market in an 
unfinished condition, dairymen have 
an excellent opportunity to benefit 
Hieir Industry in a double way by 
feeding whole milk for a longer pe- 
riod and finishing the veal calves 
before they are marketed, suggests 
County Agent Gus Sell. 


Altogether too many veal calves 


are going onto the market showing 
lack of finish, he finds. In a recent 
slaughter house test of veal calves 
made at a central market by J. M. 
Coyner of the Wisconsin Meat Im- 
provement council, only three per 
cent were finished enough to grade 
ac choice. 


Fifty-five per cent of the calves 


in this test graded as good, 26 per 
cent as medium, 10 per cent as com- 
mon, and 6 per cent as culls. Twice 
as ma-ny were culls as were finished 
sufficiently to grade as choice. There 
was as much as two dollars a hun- 
dredweight difference In 
price be- 


tween the good to choice calves, and 
the common to medium grade. Lack 
ot whole milk was the cause of the 
inferior 
grades, 
Coyner's 
report 


showed. 


The fact that dairy calves make 


excellent veal when propertly fin- 
ished, is apparently not well under- 
stood in the dairy sections, Coyner 
suspects. It is the whole milk rath- 
er than the breed that 
gives the 


veal carcass Its characteristic color, 
ihe finds. A liberal amount of whole 
milk produces the pink flesh, 
the 


white flaky fat, and 
the 
teader 


cooking qualities required in good 
veal. 


The double benefit referred to by 


the county agent as obtainable by 
dairymen through feeding 
more 


whole milk will be the better price 
obtained for the calves and a better 
market for some of his milk. Dairy- 
men have the calves and they haie 
the milk and are seeking- markets 
Ccr both. 


By feeding more Vvhole milk and 


delivering * better 
finished 
\eal 


calves to the market, this important 
dairy crop should become a. greater 
fcour,ce of proft to the dairymen as 
\\ ell as providing a. market for a por- 
tion of the milk that is bidding- for 
ar, outlet on an already -well supplied 
market. 


atlon and adjudication of the Inher- 
itance tax. If any, payable in said 
estate. 
Dated April 14, 1921. 


By tji« Court, 
FRED V. HEINEMANN, 


County Judge. 
JAMES K. JOYCE, 
Attorney for the Estate. 
April 17-24, May 1. 
STATE OP WISCONSIN, CIRCUIT 
COURT, OUTAGAMIE COUNTY. 
Supreme Assembly of the Equit- 
able Fraternial Union, a. fraternlal 
benefit society, plaintiff, vs. "Wil- 
liam J. Pohlman and Agnes C. Pohl- 
man, his wife, Frank I/. Pug-h, Rob- 
ert T. Roberts, Joshua Jones and 
Jacob Peppier, Sr, defendants. 
Notice Is Hereby Given that pur- 
suant to and by virtue of a judg- 
ment of foreclosure and sale duly 
entered and docketed in the above 


or less according to the yovernment 
survey-thereof. 
- 
- .- 


Terms of sale cash. 
Dated April 10. 19rt 


JOHX V LAPPISH, 
• 
Sheriff 
Outagamie Co. 
SHERIDA.Y. EVRARD & JSVRARJj, 
Plaintiff's attorneys. 
April 10-17-24. May l-S-13. 


, 
OF WISCONSIN. COUNTT, 
COURT FOR OUTAGAMIE COUN- 
In the matter of the «stmte ot 
Josef Hornick. also written Joseph 
Hornielc and Barbara Hornick, de- 


entitled action 
..March, 1930. 
on the 4th day of 


I, the undersigned, sheriff in and 
for Outagamie county, Wisconsin, 
will offer for sale and sell at public 
auction to the fc'ghest bidder for 
cash, on the 23rd day of May, 
1931, 
at 10 o'clock a. m., in 
the 
fore- 
noon of that day, at the west door 
of the court house in the court 
house In the city of Appleton, in 
said county and state, the follow- 
ing described premises ment»'<ned to 
said judgment or so much thereof 
as may be sufficient to raise the 
amount due to 
the plaintiff 
for 
principal, Interest, taxes, solicitor's 
fee ajid ^costs, including- the costs 


- 
(S %) of the 
northwest quai'ter (N.W. %) and the 
notth half (N. %) of the north half 
(N. %) of the southwest quaiter 
(S. w. %), section twenty-tin ee (23)' 
township twenty-two 
(22) 
north, 
lang-e 
sixteen 
(10) east, con- 


taining- 120 acres of land more or 
less according: to the government 
survey, Outagamie county, Wiscon- 
sin. 


Dated April 10, 1931. 


JOHN F. LAPPBN, 


ceased, in probate. 
Pursuant to the order mads inn 
this matter by the county court for 
°"ta&amie on the 16th day ot Ap- 
•Tilt 1 JO 1. 


Notice Is hereby given that at a 
special term of said court to be held 


V1? co,urt house in 
city of 
the 19th 


of sale, to-wir: 
The south half 


Plaintiff's Attorney. 
April 10-17-24, May l-S-15. 


cation of the pink spray 
trees," said Mr. Bteby. 


to apple 


LEGAL NOTICES 


Your Birthday 


but tho underground partt. live 
tl.rough the winter and tho second- 
year 
they 
become 
effective 
as 


flowering plants. 


Tjpcs Grown From Seed 


Many different kinds of hcibace- 


ous perennials are giown 
from 


seeclg. 
A few of these are 
holly- 


hock, anchusa, 
delphinium, 
aqui- 


Icgia, oriental poppy, sweet -nilliam. 
phlox, hardy candytuft and canter- 
bury bells. Widely known 
herba- 


ceous pcicnnials wnich are tisually 
propagatccl icgetatively in oi'der to 
retain 
choice varieties arc 
iris, 


peony, the 
chrysanthemum 
and 


gladiolus. 


In the spring nothinc: can be done 


to establish spring flowering bulbs 
except to make a memorandum to 
obtain a stock 
of these 
bulbs — 


such as narcissus, tulips and hya- 
cinths — anc> plant them early next 
fall to bloom the following spring. 


For the earliest mass of bloom in 


the flower garden nothing can take 
tho place of spring flowering bulbs. 


Ornamental 


Pish Fry Everv Wed., Pri. 


and -Sat Nights at Hud's Place, 
523 W. College Ave.' 


\VIIAT TOMORROW 
MEANS TO 


YOU 


"TAURUS." 


If May 2nd is your birthday, the 


best hours for you on this date are 
fiom 10 a. m. to noon, from 2 30 
p. m. to 4 p. m. and^ from. 7:30 
p m. to 9-IS p. m. There Is only 
one danger period, from 4 30 p. 
m. to 6.45 p. m. 


Many 2nd holds out, 
according 


to the signs, great hope for those 
engaged' m exploration or inven- 
tive and research 
work. 
Efforts 


that ha^ e extended over 
a long 


period will be suddenly and 
tm- 


expectly 
rewarded. 
Differences 


amongst 
friends will arise 
after 


sunset tmless the emergency brake 
is applied. 


Children born on this May 2nd 


will lead rather prosaic h'\es. They 
•will be cateful, methodical, and en- 
dowed with 
very little 
initiative 


or originality, and1 will ahvays seek 
the path of least resistance. They 
\\ill bo tender-hearted, and, as a 
result, others 
will 
impose upon 


them. 


Born on May 
2nd, you 
do a 


good many things "well, 
but 
are 


piompted to 
do 
them, not be- 


cause the work 
itself gives 
you 


any particular satisfaction, 
but 


because oC the anticipated 
praise 


of your efforts from others. Adult- 
ation is unction to j-our soul, and 
when It is not forthcoming, 
you 


feel hurt, and sulk. To see a rival 
receive honors that, in your exag- 
gerated 
sense 
of self-importance, 


should accrue to you, arouses with- 
in you childish and hateful 
feel- 


ings 
Though, too, you try 
to 


disguise them, you never succeed; 
everyone can read- your thoughts. 


In sports you are quite a "dab," 


but, 
being a poor 
loser, 
your 


sportsmanship is 
spoiled. 
This 


same spirit animates all your ac- 
tions. Ton 
are envious of every 


one's success, and rather 
rejoice 


over their failure5!. Tou can and 
do work hard. 
TS~h.cn 
failure 
or 


disappointment comes, you "quit" 
however, and turn 
to 
something 


else. 
This, 
of 
course, docs 
not 


spell 
success. Tf you could work 


for your own satisfaction, or for 
the glory of achievement, and for- 
get about the limelight, you would 
achieve much, as your brain Is an 
active one and your mind is quite 
keen. Your love nature demands 
much, and 
your home life 
will 


only bo happv 
If your mate 
ac. 


cepts responsibility 
for all 
short- 


comings, and awards you the ku- 
dos for everything that goes well. 


STATE OF WISCONSIN, CIRCUIT 
COURT, OUTAGAMIB COUNTY 
Federal Land Bank of St. Paul, 
a corporation, plaintiff vs. Eward 
W. Tetzlaff, Amanda A. Tetzlaff, 
his wife, The 
Citizens 
National 
Bank of Appleton, a corporation, 
Wisconsin Michigan Power 
Com- 
pany, a corporation, Charles Hoff- 
mann and The Appleton National 
Farm Loan Association, a coipora- 
tion, defendants 


Notice of sale by -virtue of a 
judgment of foreclosure and sale, 
made In the above entitled action on 
the 7tn day of April, 1930, the un- 
dersigrned 
sheriff 
of 
Outagamie 
county, Wisconsin, •« ill sell at his 
office in the court house, Appleton, 
Wisconsin, at 2:00 o'clock in the af- 
ternoon of May 25, 1931, the real 
estate and mortgaged premises di- 
rected by said judgment to be sold 
and therein described as follows: 
The northwest quarter (NW>4) of 
the southeast quarter (SE%) and all 
that part of the east half (EV-) of 
the northeast quarter (NE%) lying 
south and east of the Duck Creek 
road and the west ten (10) acres of 
the east thirty-fi-ve (35) acres of 
that part of the east half (E%) of 
the northeast quarter (NE*4,) lying- 
north of the center of Duck Creek 
road, all in section thirty-one (01) 
township twenty-two 
(22) 
noith, 
tange eig-hteen (IS) east, contain- 
ing- sKty-three (63) acres more or 
less according to the government 
survey theieof; excepting-, however 
a tract of land described as follows: 


Commencing twenty (20) rods and 
twenty 
(20) feet, 
north of 
the 
southeast (SE) coi ner of the south- 
east quarter (SE31) of the north- 
east quarter (NE5/i) of section thlr- 
ti-one (31) aforesaid; thence due 
west twelve (12) rods twelve (12) 
feet; thence -north to the center of 
said road; thence northeast alonj? 
said center to the east line of said 
section: thence south to the point of 
beginning-, said exception contain- 
ing- three (3) acres. 
Terms of sale cash 
' Dated April 10, 1931. 


JOHN F. LAPPEN, 
Sheriff, Outagamie Co 
SHERIDAN. EVRARD &. EVRARD, 
Plaintiff's Attornejs. 


April 10-17-24, Mav l-S-]5. 


Successful People Born 


May 2nd: 


1—Albion "W. Tourgee- 
luthor— 


Chicken Lunch and Dancing Wl7£ht. 


every Friday night at the Blue (Coim:;g1lt; 
Goo»* Inn, 


"The Victor Hugo of America." 


2—Harold McCormick—capitalist. 
3—Norma 
Talmadge—movie ac- 


tress. 


•I—TIenrv M. Koberts—author of 


Roberts "Rules of Order. 


3—Clyde Fitch—author and play- 


wright. 


STATE OP WISCONSIN, COUNTY 
COURT. OUTAGAMIE COUNTY 
In the matter of the estate of 
Fayette 
L>. Forward, deceased in 
probate. 
Pursuant to the order made in 
this matter by the county court for 
Outasamie countv on the 
seven- 
teenth day of April, 1931. 


Notice is hereby given that at a 
special teim of said court to be held 
at the court house in the city of 
Appleton in said county, on 
the 
twelfth day of May, 1931, at the 
opening- of the court on that day, or 
as soon thereafter as the same can 
be, will be heard and considered the 
petition of Hazel Steward and 
Ray- 
mond H Steward, for proof 
and 
probate of the alleged -will and 
tes- 
tament of Fayette L>. Forward, late 
ot the city of Seymour in said coun- 
ty deceased, and for letters testa- 
mentary, or letters of administra- 
tion with said will annexed to be 
Issued to Raymond H. Steward and 
Notice is hereby given that all 
claims for allowance against said 
deceased must bo presented to said 
court on or before the 15th dav of 
August 1931, which is the time lim- 
ited therefor, or be forever barred, 
and 


Notlco is hereby also given that 
at a special term of said couit to 
be held at the court house afore- 
said, on the ISth day of August, 
1331, at the opening- of the court on 
that day, or as soon theieafter ns 
the same can be, w i l l bo heard, 
examined and adjusted all claims 
against said deceased presented to 
tho court. 


Dated April 17. I9"l 


T>v" order of the Court. 
FRED V. IIEIXEMANN, 


County Judce. 
GUSTAVO ,T. KELLER, 


Attorney for the Executor. 


April 17-24, May 1. 


by 


Inc.) 


Bell Syn- 


STAT13 OV WISCONSIN, COUNTY 
COURT FOR OOTAGAMIC COUN- 


In the matter of the estate of 
Hannah Ebeit, deceased. 


Notice is hereby given that at a 
special term of the county court to 
be held In said county at the court 
House In the city of Appleton, in 
said county on the 12th day of May 
A. D., 1931, at the opening of the 
court on that day, 
the following 
matter will be heard and consid- 
ered: 


Tho 
application of Joseph A. 
Kronser as the administrator o£ the 
estate of Hannah Ebert late of tho 
oitv of Apploton in said county, 
deceased, for the examination and 
allowance of his filial 
account 
(which account is now on file in 
said court), as vequlrcil by law, 
and for the assignment of the resi- 
due of the estate of paid deceased 
to such persons a^ arc by law en- 
tiled thereto; and for the determin- 


STATE OF WISCONSIN, CIRCUIT 
COURT, OUTAGAMIE COUNTY 
Federal Land Bank of Saint Paul, 
a coiporation, plaintiff, vs. William 
C Tetzlaff, Hilda Tetzlaff, his wife 
The Appleton National Farm Loan 
Association, a corporation, Charles 
J 
Hoffman, 
Wisconsin 
Michigan 
Power Company, a. corporation, and 
the Citizens National Bank of Ap- 
pleton, a corporation, defendants. 
Notice of sale by virtue of a judg- 
ment of foreclosure and sale, made 
In the above- entitled action on the 
7th day of April, 1930, the under- 
signed sheriff of Outag-amie coun- 
ty, Wisconsin, irull sell at his office 
in the couit house, Appleton, 
Wis- 


consin, at 2 o'clock in the afternoon 
ot May 25th, -1931, the real estate 
and mortg-ag-ed premises directed by 
said judgment to be sold and there- 
in described as follows: 


The east ten (10) acres of the 
southwest quarter (SW*i) of the 
southeast quarter (SB34): east one- 
half 
(E1/*) of the southeast one 
quarter (SE%) of section thuty-one 
(31) 
township 
twenty-two (22) 
north of lang-e eighteen (IS) east, 
containing- ninety (90) acres more 


• Vu 
-uay> la31- at tne openintr 
of the court on that day, or as soon 
thereafter as the same can be will 
be heard and considered the peti- 
tion of Edward Hornick for the ap- 
pointment of an administrator of 
the estate of Josef Hornick, allo 
written Joseph Hornick and Bar- 
bara Hornick, late of the Town of 
Sejmour m said county, deceased 
Notice is hereby also given that 
all claims for allowance against 
said deceased must be piesented to 1 
said court on or before the 21st \ 
day of August 1931, which is th» 
* 
time limited therefore, or be for™ 
ever barred, and 


Notice Is hereby also given that at ' 
a regular term of said court to b« 
held at the court house aforesaid 
•?! 
on the 1st day of September, 1901. 
H 
at the opening of the couit on that 
day, or as soon thereafter as the 
same can be. will be heard, exam- 
ined and adjusted all claims agam-st 
said deceased then presented to th» 
court. 


Dated April IB, 1931 


By order of the Court, 
-FRED V. HEINEMANN, 
_ 
County Judge. 
BENTON. BOSSER & TUTTRUP 
Attorneys for the Estate, 
P. O Address: 309 Insurance Bldjr 
Appleton, Wis. 
April 17-24. May J 


SUMMONS 
STATE OF WISCONSIN, MUNICI- 
PAL COURT, OUTAGAMIE COUN- 


Jean Sandro, plaintiff, vs. Dan 
Sandro, defendant. 
State of Wisconsin to the Said De- 
fendant: 
Tou are hereby summoned, to ap- 
pear within twenty dajs after ser- 
vice of this summons upon you, ex> 
clusj\e of the day of service, and 
defend the above entitled action in 
the court aforesaid, and in case of 
yo"r failure so to do, judgment 
will be tendered against you ac- 
cording- to the demand oC the 
com- 
plaint, of which a copy is herewith 
served upon i'ou 


FRANK, WHEELER & PELKET, 
Attorneys for Plaintiff. 
P. O. Address- Appleton, Outa- 
g-a'mie county, Wisconsin. 


Take notice that 
the 
original 
summons and complaint are now on 
file with the clerk of the municipal 
court of Outag-amie county, 
Wis- 
consin 
April 10-17-24, May 1-8-15. 


For Remembrance — 


PALACE CANDIES 


Mothers' Day — May 10 


— Home-Made ICE CREAM, Quart 35c — 


Candy Specials for Saturday 


40c Candy, Ib. 
29c 
2 Ibs. 


50c Chocolates, Ib 
39c 
2 Ibs. 


Palace Cand; 


2 Doors E. of Geenen's — Near Morrison St. 


55c ! 
75c 


MONEY CAN'T BUY 


BETTER STYLE 


and the 


Quality Equals 
§35 - §40 Clothes 


SUITS 


Others at $15 


MEN'S FUKNISINGS AT 


BIG SAVINGS 


'S 


CLOTHES SHOP, Inc. 


30S W. College Ave. 


Aug. Brandt Bldg. 


Compare these 


New Dresses 


Low Priced at 


$5 and $10 
COATS 


at Reduced Prices 


Shop for Ladies 
113 N. Oneida St. 


'APERf 


V^ 
,/- 
" 
*"V"»M»» wr+IH-sf 
V.^ 
I 
Friday Evening, May 1, 1931 
APPLETON POST-CRESCENT 


PLOTS AGAINST 
MACHADO BRING 
CUB A TO CRISIS 


Economic Trouble, Due to 


Sugar Slump, Also Trou- 


bles President 


Havana —(/P)— Cuba's critical po 


, litical storm, -n hich ] as raged Tor 
nearly a year, shows few signs of 
abating1. 


Foes of President G • r * r d o 


Slachado ha\e sought to unseat him 
and -while he has kept his large but 
disorganized 
opposition 
at 
bay 


scarcely a. week passes but that 
some move by his enemies 
gives 


him cause for worry. 


Economic troubles, due to 
the 


sugar slump, have added to his diffl- 
c' Ities 


Strives To Hold Army 


The balance of power rests with 


the army and the president is bench- 
ing- every effort to keep his 15,000 
•well-trained troops satisfied. 


The latest plot against Machado 


however, involved some of the sol 
filers 
A private on guard on the 


roof of the presidential palace Tow 
ered a bomb through a 
ventilator 


•with the intention of exploding it in 
the 
presidential 
bath room. It 


failed however, to reach its mark 


The opposition is centered in the 


Nationalist 
Union, a political or- 


ganization heacfed by two 
formei 


presidents, Menocal and Zayas 


It reached menacing strength last 


fall, just before the November con 
gressional elections, and threatened 
to postpone the balloting until it 
could get recognition as an official 
party 


Congress Backs Machado 


A month before the ballots were 


to be cast, congiess &ave Machado 
po-ner to suspend the constitutional 
articles Tihieli guaiantee 
freedom 


oC speech and assembly and inviol 
Ability of the home. The power -was 
not exercised, but the authorization 
i-estoied tranquillity and administra- 
tion forces swept the polls 


The guarantees were, however, 


suspended on November 13, when 
there was a. student outbreak 
in 


•which several were killed 
Troops 


stopped that disorder, and congress 
then authorized extension of 
the 


emeigency powers of the president 
for another GO days 


Disorders Continue 


On November 25 the cabinet tried 


to quit, but Machado refused to ac- 
cept the resignations. 
Three days 


later seciet seivice police thwarted 
an attempt to seize the national 
arsenal 
On Chustmas Eve another 


major plot was squelched. 


Student 
difficulties 
caused 
all 


higher schools in the islands to be 
closed, and Machado next sup- 
pressed- every newspaper of impor 
tance in the countiy. Some of the 
editpis IK ere deported. 


As the 
60 days' suspension of 


guaiantees •nas about to expire, con- 
giess authorized the 
president to 


continue the measme indefinitely, 
and he put ttus into effect on Febru- 
ary 7 


THREE RURAL SCHOOLS 


REPORT ATTENDANCE 


Three rural schools have reported 


to A. G Meatmg, county superm 
tendent of schools, the names of 
pupils neither absent nor tardy dur 
ing April 
Following aie the re 
ports 


Pioneer school, town of Osborn 


Miss Alice Snell, teacher, 
Vernon 


Arnoldusson, Dallas Wendt, Monica 
Becher, Dorothy Ainoldussen, Doro- 
thy Piehpp and Ruth Powell 


Center Valley school, town of Cen- 


ter, Miss Marion Sweet, teacher, 
Florence Harts-worm, Edna Sperl, 
Donald Mittlestadt, Vernon Mittle- 
stadt, Vivian Wirtb Maltha Sperl, 
Isabelle Ticmmel, 
Dorothy "Wirth, 
Eveline Schubert 


Columbia school, town of Grand 


Chute, Miss lima 
Dorn, teacher, 


Anna Blazek and Myitle Shelley. 


In a debate in the English House 


of Commons on the new Dole Bill, 
Sir Nairne Sandeman told of a •wo- 
man who paid $200 for a fur coat 
out_ of money drawn from the dole 


YOU 
SAVE 


IN BUYING 


POWDER 


You save in using 
KC. Use LESS than of 
high priced brands. 


FOR OVER 


IT'S DOUBLE ACT1NS 


MIILIONS OF POUNDS USED 


BV OUR GOVERNMENT 


THE TOONERVILLE TROLLEY THAT 


MEETS ALL THE TRAINS 


WoRTLEjWHO HAS MOVEP FROM THE PLACE HE UVEP 


FOR 7O YEARS, KEEPS 6ETTIN6 OFF THERE FROM FOReE OF HABIT. 


Fontaine Fox 1*J1 


RASEY IS CANDID ATE 


FOR TRUSTEE BERTH 


! F o r m e r Appleton High 
! School Principal Is One of 


Prospects 


Page Twenty-five 


I.O9 C. JRasey, Milwaukee fovmer 


principal ot App'eton hi^li school, is 
one of a group of cis' t I.a\\ience 
collcga graduates from 
which tho | 


colieso alumni will nomimto four 
for election to the colloce bonrd ot 
tiustees. Mr. Itasej, whoso present 


j teim exph-es in Juno, hi^ been a 
member of the board since 192S. 


j This j ear ho ser\ ccl as a member of 
the executive committee. At prea- 


cnt he Is In charge of the Milwaukee 
offices of Dillon, Head and Company. 
ilrs. Harriet Hammond Kicho'son, 


a member ot the Lawrence graduat- 
ing class ot 1SS5. is the other mem- 
ber of the board of trustees whose 
term expires this June. Mrs. Nich- 
olson has been a member of the 
board since 1916. From 1S9S to 1S5S 
sho served as instructor In French 
on the college faculty. 


The by-Ian s of the college pro\ide 


f->v sK alumni trustees to be elected 
IV the board upon nomination b\ 
the alumni body. 
Their 
term of 


oftioo is Uuce jears, 
two 
boms 


elected e ich \ear. The letnuic mem 
bora are automatism- eligible fox 
"eelection and six new 
candid itct. 
ire submitted to the alumni, or tins 
c?ioup of eight the four 
recemns; 


the highest number of votes 
RJO 


submitted to the bowl of tiu«tee*. 
which elects two lor membership. 


A clean 


surface is easy 


to paint 


HURTS ONLY Di 
CLEANS-S 


Gay Cloth Flowers Found On 
Mid-Season Evening Gowns 


BY DIANA MERWIN 


(Associated _Press Fashion Editor) 
Paris —(£*)— Paris is bedecking- 


her shimmering mid-season evening 
gowns -with flowers that come from 
anywhere but hothouses or field. 


Satins, velvets, pearls and ciepes 


are used to fashion the roses, dais- 
ies and gardenias trimming the new 
est "aJTtei -nine-o'clock" robes. 


The flo-svers are used in almost 


every conceivable design, tucked in- 
to corsages in front; looping 
the 


back to low decolletes, twisted into 
narrow belts; or 
festooning the 
edges of peplums. 


"Worth outlines the pointed decol- 


lete of a red crepe grown i i the back 
with flat white velvet flowers hav- 
ing yellow centers; Callot masses 
pale pink and 
blue 
ragged silk 


dahlias across the 
front beltline 


of a pale blue velvet gown while 


Patou tucks two big roses into the 
belt of one of his favorite models. 


One of the smartest uses of flouei 


tiimmings is designed by Molyneux, 
who places one or two jd.r^e white 
gardenias an the center of a scarf 
made of the same material as the 
gown. The scarf is tossed about the 
wearer's throat with the gaidenij> 
in fiont and the two ends hanging 
down the back 


Supple satins, heavy crepes and 


chiffons, all designed to drape and 
fall softly, no matter ho-- volumin 
ous the folds, are the favorite mate 
rials for Parisian 
evening gowns 


Off shades of white—ivory, fain 


silver grey and a veiy pale pmU 
white—continue to reign as 
th< 


smartest shades, with black chiffor 
and lace running close in point o: 
popularity 


Your IVlother goes or 
I go... this IV/T. 
, , 
IVLmute! 


A* orphan—Flo called herself— 
that evening we met in the city 


— strangers—lonely. After that 
night—I lived for her passionate lips 
*—lips that enticed me into marriage. 


Flo spent wildly—kept me broke 


—baby came—and Flo took pneumo- 
nia. When my poor, old widowed 
mother sold her house to pay our 
bills — she had to live with us. Two 
women—one roof—that's when hell 
cut loose! Kind, noble—Ma did all 
the work—never complained. Flo 
sulked, nagged — even cursed Ma 
for kissing baby—for little things- 
tor nothing at all. 


Then Ma took neuralgia—couldn't 


work. Flo kept growing nastier— 
UNTIL—that day Ma broke a pitcher 
—trivial thing—a molehill that flared 
into a mountain. "Get out—out of 
my home, you worthless hag"—Flo 
(creamed and swinging on me— 
'This roof's too small—she's got to 
<o, Eddie—or out I go—this minute' V 


"Stop," I roared. "Yon're cruel 
M a snake." Flo moved toward ro« 
—voluptuous «rms circled my neck 
—"Ma's sick,"Istruggled on, "No 
friend*—no place to go—she'd diel 
Before yon drive bee out"—Flo'» 
lip» Bought mine—"I'll lee yon— 
damn yon—I'll see you—you . .." 


Which woman did Eddie choose? 


Did bis slavish desire for Flo tear in- 
to *hred> his seaia of justice—send 
urto tW streets his aged mother who 


worked, sacrificed, gave all to make 
them happy? 


Or did destiny force Eddie to drive 
from his home this wife who bad 
made him so happy—had borne his 
child — and whose embraces were 
•nil an ecstacy he craved like dope ? 


Yon simply must read for yourselr 


MY MOTHER AND MY WIFE —a 
helpless husband's own true story of 
bow his wife and mother—loving him 
with equal fierceness—dragged his 
soul through hell and how he finally 
solved this terrible domestic tangle, 
the like of which has wrecked a 
million homes. 


Read MY MOTHER AND MY WIFE 


and nearly a score of other astound- 
ing real-life stories including titles* 
?nx,h «J "Love After Marriage," 
''No Man Can Do More," "When 
Suicide Beckons" and "Love at th- 
Iron Door" — all in June TRUE 
STORY MAGAZINE. Get your copy 
—read it today I 


*To the Listeners-iii on tht 


TRUE STORY Radio Hour 


Tb« aorta luted *bove will be bro*dcitt 
one t.ch Friday m<ht dnrin* M«y. Station 
*aa boon Colombia Bro.dca4t.nj Syitem 9 
f. M. Ea»tera D.ylubt Savinjt Tim*, tod 
•JI other zonei it corre.pondinf hoora. 


TbeJoneiiiDeof TRUE STORY is now on 


•«le « all new»«t«nd». By gettin* yonr copy 
and readme it in advance, yonr enioyment ot 
lhe«e itonei when bro*4cut will be frettl* 
incrtaicd. 


NEW"! 
SIX-DAY 
SERIALS 


in The 


MILWAUKEE 


JOURNAL 


1 I -riE Journal Green Sheet is inaugurating a 
•*- new fiction policy! Now you can read a 
complete, new story every week in the Green 
... a six-day serial starting every Monday ... 
an entire novel in six speedy installments end- 
ing Saturday. They will be vital, rapid-fire 
stories . . . filled with love, romance, mystery, 
humor . . . running the complete scale of life 
. . . intriguing you with each daily installment. 


The first Six-Day Serial is "Her Husband and 
Bob," a story of conflicting emotions and mis- 
understandings in the lives of a lovable, newly 
married couple. Be sure to read every one of 
these sparkling short novels. 


//I 
READ 
HER 


HUSBAND 


AND 
BOB" 


STARTS MONDAY, MAY 4 


MEET 


"MIRACLE 


MIKE" 


Wisconsin's own comic character *JH 
greet Journal readers from The Mil- 
waukee Journal Green Sheet daily, 
starting Monday. Miracle Mike hai 
many happy surprises in store for 
Green Sheet fans. You'll like this 
appealing, talented young man. His 
adventures in Milwaukee and Wiscon- 
sin will afford you many laughs. 
Watch for him in Monday's Green. 


MAY 4 


DONT' MISS 


ZANE GREY'S 


NEW THRILLER 


ZANE GREY'S latest colorful novel 


of the west will appear daily and 


Sunday in The Milwaukee Journal start- 
ing Thursday, May 7. "Robbers' Roost" 
will carry you away on a glorious, breath- 
taking adventure of the great out-of- 
doors. An engrossing story of hard-rid- 
»ng, straight - shooting, happy - go - lucky 
desperadoes ... a tale brimful of spec- 
tacular action, soul-stirring 'ove. Read 


"ROBBERS' 
ROOST" 


DAILY IN THE JOURNAL 


STARTING MAY 7 


Order The 


Journal 


Delivered to 


Home 


The jMSlwankee 
OUKNAL 
FIRST- by Merit 


M 


\. 


Ice; 


See Pages 
10 and 11 


for 


lean-Up and 
Paint-Up 
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School, Lawrence Track Teams Entered In Meets 


ORANGE GOES TO 


FOR 


RELAY CARNIVAL 


Yri k e Squad 
Competes 


'•';, Agdinst Wisconsin and 
; 
State Colleges 


T 


HE .1931 competitive track sea- 
,son for valley • high schools 
will get under way tomorrow 


after when, practically all the schools 
'-.father.at Manitowoc for the annual 
Manitowoc relays. 
;r •,&'fair squad of athletes from-Ap- 
• pieton- high school" will make 
the 


; trip; more out of curiosity to learn 
•what'other schools have in the way 
"Bf /competitors, than by the hope of 
" Winning many honors. "While Coach 
Joseph R.- Shields has a few young- 
sters who will show well in special 


• events, he has no relay teams worth 
"pinning" many hopes 
upon.- 
One 


team in a distance still to be decid- 


,' -ed on will be. the only Appleton en- 
- . ; try -expected -to cop. . 
- • 


• 
In" the few individual events 
in 


'/which boys will be entered Jim Nel- 


, - Jer. again draws the pole vault, and 
• -Sillier, a junior high sensation, will 


try: his stuff in the high jump. The 


' • youngster is only a freshman 
but 
gives Indication of developing into a 
fine high .jumper'thanks to teaching 


' .ty Coach 'William. Pickett last year. 
-'- Connie Frank probably will be en- 
-. tered in the broad jump and there is 
'. a r possibility that Bobby Rule and 
'.Dave Dietrich also will get the-nod 
r5n the same event; Mortell will toss 
'the shot and perhaps try the discus 
- despite the fact he has not had much 
-•practice-in either event. Cavert star 
'; dash mp,n and Frank will enter the 
•-'100-yard-dash. 
••"."••" Relay teams which will be enter- 
'. ed^are the mile, two mile, half mile 
; -and. medley relays. 
Coach Shields 


r lias siot indicated his choice in any 
y of "the races and will wait until the 
/last "moment before 
deciding on 


: ["-which" event he will center attention. 
; -..Manitowoc. and East Green Bay 
ngaih • are picked to be contenders 


' "for-'scoring honors. 
The Shipbuild- 


r era,'have ' O'Neil, on whom to pin 


•( their ..faith in the relays and' no one 
.in.:the valley.ever has succeeded in 
holding- enough edge over the young- 


" ster' to beat a team.' with which he 


BE JOHNNY FARRELL 


ilTormer American Open Champion 


As Told to Alan Gould 


NO. 3. USE THAT SPOON 
P 


EOPLE often ask me what is 
the most important shot in 
golf.- 


For the professional stars, putting 


is the most important .part of the 
same, for It is .the work on the 
greens that tells the scoring tale. 


For the average players, who 


make up more than 80 per cent ol 
the whole golfing family, my con 
viction is that the drive is the most 
important shot. 


A good drive has a tonic effect on 


most ordinary players. 
It Is the 


most satisfying shot to pull off well. 
The .next one or two shots may be 
dubbed or partly dubbed, but a first- 
rate drive usually means-the half 
way mark to the green. 


In the full wood shot, the follow- 


through is most, important. 
Once 


the fundamentals of an easy, relaxed 
stance are acquired, the individual 
player must adjust his own swing 
so that it is easy and natural with 
a. full follow-through. That's what 
gets the extra distance. 


Too much practice 
often 
does 


more harm than good. I think 10 
to 15 minutes is plenty for the prac- 
tice of any shot. An hour's practice 
.is equivalent to a. full round and too 
much. . 


Ninety-nine times out of a 100, 


it is better to use the spoon than 
the brassie for full shots through 
the fairway. Seldom is a good bras- 
sie lie obtained, whereas the spoon, 
having greater loft, will produce bet- 
ter results. 


The spoon is a good utility club. 


For the average player, it sets "bet- 
ter results than a full No. 2 iron. 
It can be used to advantage off the 
tees, If the driver seems a little out 
of control. 


. . BRASS.IE . .-, 
of ioppitig -with. le.ss 


LOUISVILLE LOOKS 


LIKE STRONGEST 


ASSOCIATION CLUB 


Milwaukee Loses 
Second 


Home 
Game to Toledo 


Mud-Hens, 13 and 4 


BY WILLIAM WEEKES 


Associated Press Sports Writer 
C 


HICAGO—(A3)—Louisville's Col- 
onels, 1930 champions of 
the 


American association,, are look- 


ing more and more UkQ the team to 
be for the title this season. 


No team has been able to -win. the 


championship two seasons Is a row 
since another pair of I/ouisville 
teams'did it in 1925 and 1936. 
The 


Kansas City Blues, winner of the 
1929 title, never were^coritenders last 
season, and Indianapolis, which did 
it in 1928,. was nowhere around the 
next season. 


Although minus the Services of two 
stars of last year's champions, Mel 
Simons, now with the Chicago White 
Sox, 
and Phil • Weinert, 'who is a 


member of tho New York Yankee 
pitching staff, the Colonels today 
were- on top with ten victories and 
three defeats, and showing signs of 
being as powerful 'as ever. 


Louisville 
scored 
its- 
second 


phaff'n Chattel? 
^•*/ 
By Gordon It. Mclntyrt 
JLX- 


R 


ECENT action on the part of 
the American Softball League 
'in ousting 
the Fox theatre 


team from the loop a week after vot- 
ing it in has. kicked up a little trou- 
ble—mostly verbal duels—which now 
seem to be dying down. The league 
leaders have done what they thought 
best and they apparently Intend to 
stick to their guns despite vehement 
objections from J. J. Engel, manag- 
ing the theatre team. 


The National league also has re- 


fused to admit the team under pres- 
ent arrangements and 
apparently 


the theatres will have to play Inde- 
pendent ball or. disband. 


Organized several years ago for 


One 
high 


Johnny Farrell here shows graphically the advantage 
of using 


spoon instead of a brassie on full, shots through the fairway. 


Bobby Jones has had a habit for 
ears of using his spoon for the first 
hree or four holes off the tee, until 


he feels. he is warming 
swinging smoothly. "' 
up and 


TOMORROW—The stance. 


VIKES AT MADISON 


I;- "Madison— (ffty—-Battling against the 
odds . " of ' numbers, 
state 
col- 
.leges 
and Marquette 
university 


-.will muster their forces here Satur- 
day-in, an attempt to break the "Uni- 
•versity of Wisconsin's.reign over the 
track1, and field championships when 


Frank Walsh Competes 


For Place On Ryder Team 


C 


B! FRANCIS J. POWERS 


Copyright 1931 


HICAGO—(CPA)— The Profes 
sional Golfers association ha; 
declared Leo Diegel eligible t' 


thejannual "Wisconsin intercollegiate 
; meet.is,held. 
- ... " 
' 
• . J 
'''- 


-" '"When the old state meet was re's- 
.-Tirrected in 1929 ' after nearly two 
/..decades, Wisconsin started its, cham- 


pionship performance, and last year 
.capped the field In a night affair at 
.Milwaukee by taking 95 of the 165 


• points in the meet. 


'!3-hia year, however, probably will 


."be no exception. Whereas Wisconsin 
has a squad of nearly 60 performers, 
the 
other competitors—Marquette governing 


• and Ripdn, Lawrence, . Carroll and 
Beloit colleges—have, squads of less 
than 'half that size.- This season, St. 
Norbert's college may be an added 
entrant. •-' 


;" The Badgers.are -doped to top the 


field, particularly because of their 
tremendous power in the field events 
where Sam Behr, Greg Kabat, Doug 
'Simmons, and "Walt Gnabah' are 
doped to slam the shot put and discus 
throw. To thiswlist, Ted'Shaw is the 
"premier'high jumper and Ralph Lov- 
sliin is -favored to finish high' in the 
pole vault and broad jump. 
• ;Marquette's biggest bids for victory 


, are.expected to come in the distance 
runs'. With Jack and Pete Walter, 
the Canadian expresses, Emmett Ro- 
-lian, 
Fred Sweeney and 
Harry 


Schmidt, the Hilltoppers of Coach 
Conrad Jennings give promise of 
'grabbing the- big share of points.! 
Their greatest competition will come 
from a trio of Badgers—Vern Golds- 
worthy, McClure Thompson, and 
George Wright. 


compete for United States1 in th 


cup matche: 
international; Ryder 
a g a irn s.t' Great 
Britain at Colum- 
bus, in 
J u 11 c. 


'Question 
as 
• to 


Diegel's 
eligibil- 


ity had been rais- 
ed because of his 
connection ,' -with 
the Agua .Callen- 
te, Mexico, club 
and the r u l e s 
t h e 


Ryder cup 
com- 


petition, w h i c h 
specify a player 
must be native 
born and a rcsi- 
. 
Walsh 


dent of the country he represents. 


Because of the rules laid down by 


Samuel Ryder, in Jlis gift of the in- 
ternational trophy. Great Britain 
this year was obliged to eliminate 


!:&*' 


(Eight'men will comprise the'Law- 


rence college squad entering the 
meet. Because Coach Arthur C. Den- 
ney has no exceptional performers 
this season he entertains little hopn 


. of registering among- the leaders and 


is giving his charges opportunity to 
enter the meet whatever experience 
they may get out of it. 
, 
Eickmeyer, Viking dash star has 


entered in the century and the 220 
yard dash. He also may throw the 
navelin. Paul Flschl is entered in the 
century. 


Bud Marston, Appleton, has been 


picked to run the 220 yard low 
hurdles and the 120 yard high 
hurdles. Addison Aldrich also will 
run the high hurdles. 


Members of the Viking mile relay 
team are Flschl, Marston, Kieth and 
Roemcr. Each 
will run a quarter 
mile. 


N. L. PREXY SAYS NEW 


: BALL HELPS HURLERS 


' • St. I»uis—(/P)—President 
John 
Heydler of the National league is 
convinced the league's new baseball 


• with its raised seams is making the 
.1/ltchers more effective. 


' VI, have noticed," he said, "that 


• the jscorea are closer. That, I be- 
Meve, is due to the new baseball with 
its raised- seams. I believe it is true 
the'new one will travel just as far 
«s the old one when the batter meets 


:.lt squarely, but apparently they are 
... riot hitting it as squarely as In the 
•past." 
. 
. 
• 


.Heydler said the umpires again 
are rubbins the ball with earth to 
"take the gloss and glare off, and are 
not discarding balls as readily as in 
fh« Piut, tending to 'increase the 
•pitchers', effectiveness. 
i",'Heydler came here yesterday to 
>e« "a good ball game" between the 
.'Chicago Cubs and the St. 
Louis 


,C*rdinals. 
but was 
disappointed 


','^'J'*'* *ne c*mft was postponed be- 
;WUM'.ot rain, • He left last night for 


THETAS WIN THIRD 


SOFTBALL BATTLE 


Bears 
Beat Pirates' and 


Sophs Trim Delts in 0. B. 
Loop Games 


0. B. SOFTBALL. LEAGUE 


W. L. Pet. 


Thetas 
3 0 1.000 


Sophs 
2 ^ .667 


S. O. S 
1 2 .333 


Pirates 
Bears . 
Delts ., 


1 2 
2 1 
0 3 


.333 
.667 
.000 


Thetas 5, S. O. S. 3. 
Bears 5, Pirates 3. 
Sophs 12, Deltas 5. 


MONDAY'S GAMES 


Pirates vs. S. O. S. at'Roosevelt. 
Thetas vs. Sophs at 1st Ward. 
Delts vs. Bears at 4th Ward. 
Theta Hi-Y club 
Softball 
team 


boasting tho pick of the city's young- 
er BOftball talent, has served notice 
on other Softball clubs in the Older 
Boy league that It intends to com- 
plete season's play undefeated and 
therefore the champions. The latest 
accomplishment of the team Is to 
beat the S. O. S. squad 5 and 3. 


The game was no walk away, 


however, for the two hurlers, Mor- 
tell and Miller hooked up In a real 
duel with Miller whiffing ten The- 
tas and Mortell nine Specials. The 
Thetas pounded out four counters in 
the first Inning and then battled to 
keep tho S. O. S. from tieing. tho 
score. 


The Bears scored three runs In 


the fourth inning and two In 
the 


seventh to beat the Pirates S and S 
and step up among the second place 


Tho Pi- 


irmins 
rally' when the Bears tied the score. 


Soph Triangles pounded out 
an 


easy, win over the Deltas in 
the 


other game of the round. Scoring 
at least one run in all except the 
fifth inning, the Triangles had little 
trouble chalking up the victory. 


League play will be resumed Mon- 


day evening. 


teams In league standings, 
rates led until tho fourth 


Paris— Panama Al Brown. New 


York, knocked out Verbist. Belgian 
featherweight champion (8). 


Koast Chicken Sat. Nitc, 


Rob'ts Place, Kaukauna. 


Aubrey 
Boomer and 
Percy Alii 


from its team.' Allls and Boome 
both are native born Britons bu 
one is professional at Wansee, Ber 
lln, and the other at St. Cloud, Paris 
'and neither maintains perminon 
residence in- Great Britain. Both are 
exceptional 
players - and 
Boome: 


competed against the United State; 
In previous matches. 


When Boomer and'Allls were au 


tomaticaliy eliminated 
from 
posi 


tlons on the British team, Diegel's 
status was immediately questioned 
The P. G, A. executive committee 
has ruled that since Diegel main 
tains a residence in. San Diego, Cal. 
he is eligible to compete- and his 
connections 
with 
the 
American 


owned Agua Caliente club docs nol 
affect his standing. 
' 


At, the same meeting the P. G. A. 


committee completed the list of 1 
players who will compete for four 
open places • on the American team 
on Juno 22 and 23. The 13 will en- 
gage in 36 holes of medal play over 
the 
Scioto Course, Columbus, 
on 


June 22 and on the following day 
the low seven scorers and ties will 
play a second thirty-six holes to de- 
termine tho four who will be named 
on the team. Two of the four will be 
designated 
as regulars 
while the 


others will be alternates. 


The 13 Invited to compete for the 


vacant positions are: Al Watrous, 
Detroit; Ed 'Dudley, 
Concordville, 


Pa.: John Golden, Norton, Ct.; Billy 
Burke, Greenwich, Ct.; Densmore 
Shute, Columbus, O.; OHn Dutra, 
Los Angeles; Charles Hllgendorf, 
Detroit; Henry Clcus, Stratford, Ct.; 
Joe Turnesa, New York; WUlle 
Klein, New York; Craig Wood, Deal, 
N. J.; WIffy Cox, Brooklyn and 
Frant Walsh, Chicago. 


Selection of the two regulars from 


the four best scorers will be made 
by Walter Hagen, American cap- 
lain, and the selection committee of 
the P. G. A. 


The British Ryder team will not 


be definitely named until after the 
British open at Carnoustle, June 6. 
The Britons 
have stage'd several 


practice rounds for the Ryder can- 
didates this spring but the commit- 
tee was unable to arrive at a defin- 
ite decision on several of the young- 
er players so the open was added as 
a further test. 


ORANGE NET TEAM TO 


MEET FROSH MONDAY 


A tennis meet between the high 


school and Lawrence college frosh 
.earns scheduled for Saturday has 
jecn postponed to 
Monday. 
Only 


singles will be played with the year- 
lings. The Orange squad of Powers, 
2ahall, Jorgonson, Clapp, Shannon, 
Dean, Merrlfichl, Hauck and Mar- 
shall will compote against the year- 
lings. 


Calling the Strikes 


New 1'ork, —(CP A)—Officials 


of tho Brooklyn club have do- 
ciclcd to appoint a commission 
of inquiry to ascertain why the 
Robins can't get out of seventh 
place, so it was noised around 
tho local baseball lots today. 


Before . tho 
season 
began 


every office holder on the club 
was so elated over tho trades 
that had been -made that all tho 
Flat bush fans wore convinced 
that tlio 1931 pennant was a 
cinch for Brooklyn. Now not a 
person can be found who'll ad- 
mit he had anything to do with 
Ih05o same trades. That's busi- 
ness ns usual for Brooklyn. 


Copyright 1031 


STERNARD IS NAMED 
SOFTBALL PRESIDENT 
' 
. "•". 


National League Gets Start- 


ed Tuesday at Pierce Park 
Diamond 


straight over Minneapolis yesterday, 
5 to 4, by taking .advantage of Miller 
misplays. Rube Benton pitched well 
for Minneapolis, but errors by Ernie 
Smith and Harry Riconda, were his 
undoing. Clyde Hatter, who ha- two 
consecutive shutouts to his. credit, 
weakened early and Ken. Penner re- 
ceived credit for the victory. 


St. Paul shut out Indianapolis, 4 to 


0, for its second straight in their 
series. Huck Betts, a perennial jinx 
to the Indians, gave only seven hits 
while the Saints bunched three long- 
distance clouts off Lee Daney for 
three..runs in the fourth. Jack Saltz- 
gaver accounted for two triples for 
St. Paul. 
" 


Sergeant George Connally came up 


with another well-pitched game' and 
Toledo defeated Milwaukee; 13 to 4; 
to make It two in a row. The Sarge 
gave eight lilts and walked six men, 
but was extremely, effective with men 
on, fanning- seven. An error by the 
great Shires let the-Mud Hens get 
started on a six-run splurge in the 
fourth. 


The Columbus-Kansas City contest 
at Kansas City was postponed be- 
cause of rain. 


the purpose of giving men employed 
in industrial concerns a chance to 
participate in an outdoor, not-too- 
strenuous 'game, 
the 
industrial 


leagues, the National and American 
loops, have been very successful. 


However,- competition in recent 


years has been mighty keen. There 
were no iron' clad rules governing 
play and last year some 
of 
the 


teams hired high school and college 
students to bolster their squads, the 
boys being' given jobs that hardly 
were jobs, their primary purpose be- 
ing to enable the boys to play soft- 
ball. The practice also led to the 
boys changing- jobs during the sea- 
son, some of the squads loading up 
with part time employes "and., the 
men for whom the league-had been 
started were forced, to sit on the 
bench and watch the games. 


The closing weeks of last sum- 


mer's play saw flagrant violations 
of the spirit of the rules and re- 
sulted in Director A. C. Denney of 
the .playgrounds, calling a meeting 
of -league managers, , laying 
the 


proposition before them and order- 
ing certain players barred from com- 
petition during the remainder of. the 


This winter an effort was made to 


stop use of high school and college 
players.. Two new rules were passed 
designed to end the practice, 
rule was that no college or 
school player could be listed among 
the three outsiders permitted 
on 


each team; the other was that a man 
must be employed at least 
three 


weeks before permitted to-play on 
a team. The question of hours em- 
ployment also came 
up 
because 


some- plants are not working 
full 
time. 


When the Fox theatre t%eam ap- 


plied for admission to the league, 


MAJOR LE4GUE 


the 
Eddie Sternard, 
managing 


Banker softball team this 
season, 


has been named president 
of. the 


National Softball 
league, and Hu- 


bert J. Piette of Co. D., vice presi- 
dent and secretary. 


Two new teams have joined this 


year, tha Appleton Wire'"Works and 
the Appleton P.ure Milks. 


The league season will open Tues- 


day evening- when the Legion plays 
the Bankers. Wednesday night the 
Printers and Appleton Wire Works 
clash, Thursday night Co. D., and 
the August 
Brandts last year's 


champs, and Friday night Atlas Pa- 
per and the Pure Milks. 


All games will be played on the 


Pierce park diamond. 


Charles LaMere, the veteran Na- 


tional league umpire, who 
is the 


greatest glutton for punishment in 
the city (so it seems) has'again con- 
sented to call balls and strikes and 
watch the bases in, the league. La- 
Mere Is almost as much a part of 
the National loop as some of the 
teams. 


AMERICAN ASSOCIATION 


Toledo 
300 600 301 13 16 2 


Milwaukee.... 100 002 001 4 9 0 


Connally and Devormer; Cobb'and 


Manlon. 


Columbus versus Kansas City post- 


poned—wet. 
Indianapolis .. 000 000 000 0 7 0 
i'. Paul 
000 300 lOx 4 9 0 


Daney and Riddle: Betts and Fen- 


ner. 
Louisville .... 000 021 020 5 10 0 
Minneapolis ...'Oil 101 OC3 4 12 3 


Hatte.- and Thompson; Benton and 


Hargrave. 


INJUNCTIONS START 
BALLY-HOO FOR THE 
HEAVYWEIGHT BOUTS 


Garden's Illinois Corporation 


Would Stop Jack-Primo 
Fight 
N 


EW YORK—C/fO— if there is 
anything- to the "gag" that it 
takes a dozen injunctions to 


make one heavyweight championship 
fight, the two "title" bouts 'scheduled 
for this summer are off to a good 
start. 


Whether to protect its interests in 


the championship struggle between 
Max Schmeling and Young- Stribling-, 
scheduled for Cleveland, July S, or, 


officers were not aware of. the em- as their rivals claimed, to get some 
ployment 
arrangement 
whereby 


boys work a few hours each week 
as ushers and which permits "use of 
a large staff of'boys. When it was 
found that the theatres were put- 
ting into the field a team composed 
of youngsters three of whom are 
considered among the test Softball 
players In the city, league- officials 
decided that the team management 
had taken advantage of a technical- 
ity as regards full time employment. 
They 
decided that to permit the 


theatres to compete in the league 
was stretching a league rule to the 
point where they were inviting- the 
same trouble that had occurred the 
year before. The ouster followed. 


The action does -not bar 
high 


school and college boys playing soft- 
bail. The three hoys 'in 'question 
now were playing In a T.'M/C. A. 
league and can play along with oth- 
er high school and college players 
in the summer playground leagues 
when school closes. The entire ac- 
tion, industrial leaguers point out,- is 
just an effort to save the leagues 
for the men for whom they were 
organized—the men holding legiti- 
mate jobs in the various plants^they 
represent or membership in 
the 


various orders, lodges or organiza- 


whose name they . are 


.500; 


Ott, 


NATIONAL PLAYGROUND 
BASEBALL SCHEDULE—1931 


First Second 


Round Round 


May June 


Legion vs. Bankers 
5 
23 


Printers vs. Appleton Wire 6 
24 


!o. D vs. Brandts 
1 . 25 


Atlas vs. Pure Milk 
8 
26 


Legion vs. Appleton Wire 12 
Bankers vs. Printers 
13 


Brands vs. Atlas 
14 


Co. D vs. Pure Milk .... 15 


19 
20 
21 
22 


26 
27 


Brands vs. Legion 
28 


Bankers vs. Atlas 
29 


Bankers vs. Co. D 
Appleton Wire vs. Atlas 
Printers vs. Brandts ... 
Legion vs. Pure Milk .. 


Appleton wire vs. Co. I> 
Printers vs. Pure Milk 


Co. D vs. Legion 
2 


Brands vs. Appleton Wire 
0 


Bankers vs. Pure Milk 
4 


Printers vs. Atlas 
5 


Atlas vs Co. D 
9 


Legion vs. Printers 
10 


Bankers vs. Brandts 
11 


Appleton W. vs. Pure Milk 12 


July 


301 
2 
3 


7 
S 
9 


10 


14 
15 
16 
17 


June 


21 
22 
23 
24 


PAT PAGE STILL HAS 


GUNNING IN'HIS ARM 


Chicago— M5)—Pat Page, Univer- 


sity of Chicago baseball coach, who 
has a son old enough to play foot- 
ball for the rr.aroons, still has some- 
thing- in his left arm. 


Chicago played a practice game 


with a semi-pro team yesterday and 
Pago ran out of pitchers. "He went 
to the mound himself In the ninth 
Inning and retted the opposition on 
six pitched balls and allowed only 
one hit. 


Page, one 
of! the 
greatest of 


maroon .athletes, had opportunities 
to try for major league pitching jobs, 
but passed them up to remain 
at 


Chicago as an assistant coach. 


He accompanied the White Sox on 


their spring training trip and sev- 
eral times made Sox batsmen look 
bad against his pitching. 


{Including Games Of April 30) 


NATIONAL LEAGUE 


Batting — Davis, Phillies, 


Roettger, Reds, .429. 


Runs— Klein, Phillies, 16; 


Giants; L. Waner, Pirates, 14. 


Runs batted In — Hornsby, 


IS; Traynor, .Pirates, 14. 


Hits — P. Waner, Pirates; Whitney, 


Phillies, 19, 


Doubles — Davis, Phillies, 6; Her- 


man, 
Robins; Klein and Arlett, Phil- 


lies; Maranville. Braves; Adams, 
Cardinals, 5. 


Triples — Jackson, Giants; Bartell, 


Phillies, Suhr and Traynor, Pirates; 
Worthington-, Braves; Orsatti, Car- 
dinals, 2. 


Home runs — Hornsby, Cubs, 5; 


Herman, Robins, 4. 


Stolen bases — Bergcr, Braves, 5; 


Comorosky, Pirates, 5. 


AMERICAN LEAGUE 


Batting—Alexander, Tigers, .509; 


Berry, Red Sox, .429. 


Runs — Gehrig, Yankees, 13; 


Combs, Yankees; H. Rice, Senators; 
Fonseca and Burnett, Indians; Rey- 
nolds, White Sox, 12. 


Runs batted 
In—Spencer, 
Sen- 


ators; Gehrlg, Yankees,-15. 


Hits—Alexander, Tigers; 27; Spen- 


cer, Senators, 22. 


Doubles— Alexander, Tige'rs, S; 


Vosmik',' Indians, 7. 


Triples—H. 
Rice, 
Senators, 
4; 


Bluege, Senators, 3. 


Home runs— Stone, Tigers, 5; 


Ruth and Gehrig, 
Yankees; 
Sim- 


mons, Athletics; Averill, Indians, 3. 


Stolen bases— Gehrlg, Yankees; 


Clssell, White Sox; Johnson, Tigers, 
5. 


tlons under 
playing. 


Appleton Sport club soccer team 


will open the home season here Sun- 
day -afternoon.,on the Third, ward 
field, corner of S. Outagamie and.W. 
Spencer-sts. 
The players all ' are 


men -who learned the' game in Eu- 
rope and they g-et a big- thrill out of 
the sport here. The boys are, en- 
tered in a league, pay their own 
way except for whatever 
nickels 


they can get by passing- the hat and 
deserve a lot of support. The game 
of soccer football Is a bit foreign to 
American sports fans but the con- 
testants and their friends get as en- 
thusiastic as the 
game. 
dickens over the 


Denver, Colo.' — George Manley, 


Denver, outpointed Maxie Rosen- 
bloom, New York (10). 


Coach Joseph. Shields of Appleton 


high school track team, is singing 
the blues in his very best voice. In- 
eligibilitles took several 
men from 


his track squad "d- ing the. week 
and a few of the boys' were consider- 
ed point getters. But then Joe isn't 
alone. East Green -Bay saw 
its 


squad- cut the same way the other 
day. 


] publicity for -the bout, the Madi- 
son Square Garden corporation of 
Illinois yesterday applied for an in- 
junction restraining Primo Camera 
from engaging Jack Sharkey at Eb- 
bets Field in June. The Sharkey-Car- 
hera affair has not yet been 
offi- 


cially named as a championship af- 
fair but 'it is considered likely that 
the winner will be recognized as 
champion or will make a strong 
claim for the title. 


The Illinois corporation asks a per- 


manent injunction restraining the 
huge Italian from engaging in a 
"major bout" before he meets the 
• 


winner of the Schmeling-Stribling- 
fight, claiming to hold a 
contract 


with Camera which prohibits him 
from fighting before that time. It al- 
so asks that he be enjoined from en- 
tering into any bouts without the' 
consent of the Illinois Garden, which, 
the petition says, he did not have 
when he signed to meet Sharkey. 


James J. Johnston, leading figure 


in' the Dodger Athletic club which is' 
promoting the Ebbets field bout, said 
he did not believe the Garden author- 
ities had a good claim on Camera's 
services. 


"If -they have a good contract,"" 


Johnston said, "It 
probably 
will" 


hold. But they haven't. The Dodger 
Athletic club knew what it was do- 
Ing when it signed Sharkey and Car- 
nera and .we are willing to let the 
courts decide." 


In support of its petition for tlie 


injunction1 the Illinois Garden said 
a fight between Sharkey and Camera 
not only would be a serious rival at- 
traction -to the .Cleveland fight but, 
that if Sharkey-should win, Camera's 
value, would be practically nothing 
so far as. a later bout -with the win- 
ner between Schmeling and Stribling 
was- concerned. The corporation ex- 
pects to realize about $100,000 profit 
from each of its proposed bouts, esti- 
mating- the net receipts from each 
battle at $600,000. 


Saturday afternoon the Oranges 


goes into competitive with valley 
schools for the first time this season, 
the event being the Manitowoc re- 
lays. 
While Shields has 
said he, 


won't "score many points In the re- 
lays he should tally a few in the in- 
dividual 
events. 
And 
personally 


we'll bet he takes.the honors in at 
least one relay race. 


That things are not quite settled 


as far as valley League baseball tal- 
ent is concerned Is indicated in the 
report that State league teams, es- 
pecially Racine are still dickering 
for Pocan 
and "Bugs" Hersche. 


"Poke is" supposed to be going to 
play with Klmberly as manager and 
star hurler. Hersche is reported to 
have fold Marty Lamers he'd1 play 
ball for the Electric City team. But 
will they? 


VIKING GOLF, TENNIS 


TEAMS MEET CARROLL 


Xawrence college golf and tennis 


teams will' play host to golfers and 
tennis player from Carroll college 
tomorrow afternoon. 
The 
tenn-'s 


meet will be " staged on the Vike 
campus courts and the golf tour- 
ney over the Riverview "course. 


After their disastrous showing at 


Madison last week when the Uni- 
versity of Wisconsin squads romped 
over both teams, the Vikings have 
been working hard to get into shape 
for Big Four opponents. The golC 
m«et between the two schools will be 
the first of its kind. 


Oscar 
Riches', 
Riverview 
pro 


coaches the golfers, and F. 
W. 


Clippinger of the Lawrence faculty, 
the tennis players. . 


A FOOTBALL GAME! 


Madison—C/P)—With Strain, 
Lam- 
ar, Colo., freshman, fullback, leading- 
a passing attack, the "C" team hand- 
ed the "A" team a 13 to 0 drubbing- 
as University pf Wisconsin" gridders 
went through their first real scrim- 
mags of the spring training season 
yesterday. 


Pish Fry every' Wed. and 


Sat. Nights, Start's Hotel. 


29 
30 
31 


August 
Printers vs. Co. D 
16 
4 


Bankers vs. Appleton Wire 17 
5 


Brands vs. Pure Milk .... 
38 
6 


Legion vs. Atlas 
10 
7 


ALL GAMES TO 


AT PIE-RCT3 PARK. BE PLAYED 


NOTRE DAME GREETS 


NEW SPORTS UEADER 


South Bend, ImT.—M5)—The office 


of Notro Dame's director of athlc-'. 
ics today was opened for Jesse C. 
Harper, successor to an predecessor 
t the late Knute. Rockne. 
No formal reception was planned 
or Harper's arrival • today, but 
a 


owe! of students and • townspeople 


were expected to be at the station 
o give him an unofficial welcome 
o Notre Dame. 


Kalamazoo, Midi. — Tommy Gro- 
an, Omaha, knocked out Herman 
'crllck, Kalamazqo (2), 


When Nature Smiles 


The Need for Equipment Arises to Take 
Advantage of Her Pleasant Mood. 


FOR THE TROUT FISHERMAN there is a new item 


.—the HYDRO FLY SPINNER — priced at 20c each. 
Here is an aluminum spinner of extreme lightness that 
adds irresistible flutter to the fly. 


FOR THE TENNIS PLAYER — the new famous 
"Henley" orange seam tennis hall — 50c. 


We Restring Tennis Rackets 


FOR THE BASEBALL PLAYER—Just received \ 2 


dozen of the newest lightweight 35 and 36 inch Louis- 
ville Slugger hats.- Special prices to teams. 


FOR THE GOLFER — The newest McGregor, Great 


Lakes and Goldsmith matched sets. 


SPECIAL — $6.95 


A set of 3 chromium plated matched irons,and a driv- 


er and a leather-trimmed zipper-pocket golf bag $6.95. 


Ladies' or men's left or right handed clubs. 


Other Popular Priced Sets $7.75 and $6.60 


Valley Sporting Goods Co. 
211 N. Appleton St. 
Phone 2442 


SHIRTS 


Here are crisp new shirts for you, men! Smart 


solid colors, attractive stripes and plain colors. All 
of them have specially designed non-wrinkable col- 
lars. . Their prices have been lowered to let you 
buy several! 


Otto Jenss 


107 E. College Ave. 
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GIANTS MOVE TO 
THIRD PLACE IN 
SENIOR LEAGUE 


M'Graw's "Noble Experi- 


ment" Works; Bill Killi- 


fer's Is a Failure 


EX GATLE TALBOT, JR. 


Associated .Press Sports Writer 
O 


F the two principal "noble ex- 
periments" conducted by the 
bis league foremen this year, 


one gives every promise of being a 
howling success. The other fast is 
proving a keen disappointment to 
its sponsor. 
' 


John McGraw appears to have 


made a wise move Jn. shifting Fred- 
die Lindstrom from third base to 
the outfield and posting the rookie 
Johnny Vergez, at the warm corner. 
At least, the Giants were in third 
. "place in the National league today, 
!• the result of their third straight 


victory. Both Lindstrom and Ver- 
gez are clicking in ther new posi- 
tions. 


Browns On Bottom 


Bill Killefer, on the other hand, has 
had no such luck with the "Pony" 
infield he installed this spring on 
his St. Louis Browns. For a week 
the Browns went great, 
winning 


three of their first four, but since 
then they haven't 
done 
anything 


except 
lose 
seven 
straight 
ball 


games. Today's sun 
found 
them 


resting at the bottom of the Ameri- 
can league standing, having ousted 
even the Boston Red Sox. It may be 
pointed out, however, that the Sox 
have not played for 'five straight 
days and thus had no fair oppor- 
tunity to defend themselves. -' 


The Chicago White Sox handed 


the Browns their latest jolt yester- 
day, 10 to 9, in 11 Innings. The vic- 
tory, Chicago's third straight, push- 
ed the Sox into a tie with Detroit 
for fourth and fifth places. Harold 
McKain was credited with his third 
win of the year. Nme errors marred 
the conflict. 


So relieved were the Tankees to 


get out of "Washington after drop- 
ping three to the 
Senators, 
that 


they drove Rube Walberg from the 
mound and beat the Athletics, 7 to 
2, in their opener at Philadelphia. 
Henry Johnson held the champions 
to sis hits and struck out seven of 
them. 


Detroit hopped on Willis Hudlin 


ior four runs in the first inning and 
got four more off Miller In the sixth 
to halt Cleveland's winning streak, 
9 to 4. Fonseca's double with the 
bases loaded accounted for three of 
the Tribe's runs off Hoyt. 


Fred Fitzsimmons was almost the 


"Whole show as the Giants downed 
the Boston Braves, 2 to 1, at the 
Polo grounds. The veteran right- 
hander held Boston to two singles, 
scored one Giant run and drove in 
the other. It was the first defeat 
of the year for Tom Zachary. 


Robins Finally Win 


They finally fed 
one too many 


southpaws to the Brooklyn Robins. 
After having lost nine games to the 
lefties, the men of Robinson jumped 
Jumbo Jim Elliott for four runs In 
the early innings, drove him from 
the hill and defeated the Phllies, 6 
to 1 Frederick hit a homer with two 
on in the third. 


Pittsburg 
extended 
Cincinnati's 


latest losing streak to four straight. 
The score was S to 3. The Pirates 
got all of their nine hits off Eppa 
Rixy in the first six innings he 
worked, Lloyd Waner heading the 
assault with a homer inside the 
park. Mickey Heath, Cincinnati's 
rookie first 
baseman, received 
a 


broken right arm when Thevenow 
ran into him in the fourth inning. 


Rain prevented the start. of the 


crucial scries between tho National 
league leaders, 
Chicago and 
St. 


Louis, in the latter city. 


BRUSHING UP SPORTS ... By Laufer 
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Hornsby Only 


Hitting 


Veteran 
At Usual Pace 


BY JOHN B. FOSTER 


Copyright 1931 


EW YORK —(CPA)— Only one 
big batter, big In reputation 
and the solid meat of natura 


skill, is batting today at his natura 
form. That Is Rogers Hornsby, o 
the Cubs. 


Hornsby is a normal .400 batter 


•He may not reach that high figur 
every season of his life, but he is al 
ways capable of doing so and will b 
until that time cornes in his agi 
when he begins to show a falterinj 
sign. That will be most likely tc 


HOW THEY 


STAND 


NATIONAL LEAGUE 


Chicago versus St. Louis postpon- 


ed—rain. 
Philadelphia .. 000 100 000 1 10 0 
Brooklyn 
103 020 OOx 6 10 0 


J. Elliott and Davis; Phelps and 


Lopez. 
Cincinnati 
200 001 OOJ 
3 8 3 


Pittsburgh ... 004 022 OOx 8 9 1 


Rixcy and Sukcforth; Meine and 


Phillips. 
Boston 
000100000 1 2 0 


Now York ... 000 Oil OOx 2.10 1 


Zachary and Spohrer; Fitzsimmons 


and Hogan. 


AMERICAN ASSOCIATION 


W. L. Pet. 


Louisville 
10 3 .709 


St. Paul 
8 3 .727 


Crlumbus 
7 6 .533 


MILWAUKEE 
C 7 .462 


Kansas City 
6 7 .462 


Toledo 
4 7 .364 


Indianapolis 
4 S .333 


Minneapolis 
4 S .333 


AMERICAN LEAGUE 


"Washington versus Boston post- 


poned—sold. 
St. Louis .. 232 101 000 00 9 10 5 
Chicago ... 
220 GOO 200 01 10 12 4 


Stewart and Ferrell; Braxton and 


Tate. 
Cleveland .... OJO 000 300 4 6 3 
Detroit 
400 304 OOx 9 10 0 


Hudlin and 
Sewell; 
Hoyt 
and 
Schang. 
New York .. 000 003 100 3 7 S 3 
Philadelphia 101 000 000 0 2 G 1 


Johnson and Dickey; "Walberg and 


Cochrane. 


AMERICAN LEAGUE 


.TV. L. 


Cleveland 
.............. 
o 4 


\Vashington 
............ 
s 5 


New York 
.............. 
g 6 


Detroit 
................ 
7 7 


Chicago 
............... 
6 6 


Philadephia 
............ 
5 6 


Boston" 
................. 
3 7 


St. Louis ....... . ...... 3 8 


NATIONAL LEAGUE 


W. L. 
Chicago 
g 3 


St. Louis 
g 3 


New York 
9 4 


Boston 
9 5 


Pittsburgh 
6 S 


Philadelphia 
5 7 


Brooklyn 
310 


Cincinnati 
1 o 


Pet. 
.692 
.615 
.571 
.500 
.500 
.455 
.300 
.27; 


Pet. 
.727 
.727 
.692 
.643 
.420 
.41 
.231 
.100 


Yesterday's Stars 


Fred Fitzsimmons, 
Giants—Held 


Braves to two hits and scored one 
run for 2 to 1 victory. 


Pie Traynor, Pirates—Made four 


singles In four times at bat, driving 
in three runs, to beat Cincinnati s- 
3 


Bill Cissell, White Sox—Drove in 


winning run in eleventh Inning for 
30 to 9 victory over Browns. 


Henry Johnson, Yankees—Stopped 


Athletics with six hits and 
seven 


strikeouts to win 7 to 2. 


Johnny Frederick, 
Robins—Hit 


home run with two on base to help 
beat Phillies 6-1. 


YESTERDAY'S RESULTS 


AMERICAN ASSOCIATION 


TOLEDO 13, MILWAUKEE 4. 
St. Paul 4, Indianapolis 0. 
Louisville 5, Minneapolis 4. 
Columbus-Kansas City, postponed. 


NATIONAL LEAGUE 


Brooklyn 6, Philadelphia 1. 
Pittsburgh S, Cincinnati 3. 
New York 2; Boston 1. 
Chlcago-St. Louis, postponed. 


AMERICAN LEAGUE 


Detroit 9, Cleveland 4. 
New York 7, Philadelphia 2. 
Chicago 10, St. Louis 9. 
Washington-Boston, postponed. 


Sports Question 


Box 


Lew Fonseca, Indians—Had per- 


fect day at bat against Tigers with 
two doubles and a single in three 
times up. 


SPEEDIEST T1TPIST 


London— The world's record for 


rapid typing is claimed by Eleanor 
Mitchell, 23-year-old English lass. In 
a recent test she succeeded in typ- 
ing at the remarkable speed of 1000 
taps a minute, or more than 200 


$>words. There was not a mistake in 


tho entire series of tests sha took in 
.winning the tltlft. 


Question—If there Is a ground 


rule in force is it possible for a run- 
ner legally to omit touching bases? 


Answer.—It Js not. Eases must al- 


ways be touched ground .rule or no 
ground rule. 


Question—Are Gene Tunney and 


Jim Jeffries the only retired unde- 
feated heavyweight champions? 


Answer.—Tunney is. Jeffries retir- 


ed undefeated but a few years later 
came back to meet Jack Johnson 
and was knocked out. 


Question—Doe? Xotre Darnc play 


Pennsylvania next year? If ?o, when i 
and where.? 
j 


Answer.—Pcnn plays at 
South i 


Bend on October 24. 
. 
i 


happen, not when his arms fall him, 
but when his speed in reaching- first 
base has decreased. Some high bat- 
ting averages In baseball have been 
maintained because the batter was 
a very fast runner. Ty Cob and Wil- 
lie Iveeler were both pronounced bat- 
ters of that kind. 


It is interesting to note that in the 


National league two players from the 
Pacific coast have been able to force 
their way toward the top by the suc- 
cess of their work at bat. 'They are 
Wally Berger of Boston and John 
Vergez, the new third baseman of 
the Giants. 


Mac Had Faith 


In the case of Berger It is of more 


than passing interest that almost ev- 
ery manager this spring was prone 
to decry his skill. "The pitchers have 
his number," said one of them at St. 
Petersburg, "and he will not show 
as much this year in baseball." That 
may happen, but for the present he 
is proving he is proving he can bat 
well and that he is-a very Important 
factor in the success of Boston. 
When Bill McKechnic, the Boston 
manager, heard that other manag- 
ers were predicting the downfall of 
his outsider, ho shrugged his shoul- 
ders in a characteristic McKechnie 
gesture and 
commented: "Maybe 


they arc right but I am satisfied to 
string along with him." 


Little was known about Verge;! 


when ho was practicing with the 
Giants and making his first entrance 
into major league baseball at San 
Antonio, but the jury of visiting ex- 
perts who wished to see If there 
was anything worth while in what 
the Giants might not retain, rather 
unanimously 
decided that 
Vergez 


never would make a hitter. He seems 
to be doing well just now. 


Alexander Hits for Tigers 


The big guns of the 
American 


league have not n^oken very loudly 
to date, except Dale Alexander of 
Detroit who is a natural batter with 
the power in his shoulders of a hev-. 
cules. 


Joe Vosmick of Cleveland is young 


and has 
his stage reputation to 


make, but he cracks the ball in the 
center and hits it with the kind of 
\igor th.it caresses outfield fences. 
He is a good bet. 


Another batter in the American 


lias pushed his waj> to the top. He is 
Reynolds o'f the White Sox, who 
'.s developing more and more into the | 
;ypc of ball player that Charley Com- 
iskey predicted he would become. 


It has been contended thus early 


.hat the new bail has cut down tho 
jatting. It ia too soon to ascribe bo 
much to that. It's true, the pitchers) 
of the big leagues were ready to start 
:h!s season in better condition as a I 
rule then they have been for five | 
or six years. Possibly the pitchers 
should be given credit for trie mo- 
mentary scaling down of batting per- 
centages. 


GEORGE MANLEY WINS 
FROM MAX ROSENBLOOM 


Denver — C/P) —George Manley, 


Denver light heavyweight won the 
referee's verdict last night 
from 


Maxie Rosenbloom, of New York, 
the titleholder, 
in a non-title 10- 


round fight. 


The j-idgcs failing to agree. Ref- 


eree Dan Darnell voted for the Den- 
ver battler, basing his verdict 
on 


Manley's aggressiveness and 
more 


solid punching. Roscnbloom's title 
was not at stake, as he came in at 
ISO pounds, with Stanley scaling 176 


Rosenbloom's clowning and coun 


ter fighting had the Denver fighter 
missing frequently, but many of the 
champion's blows were with open 
gloves. 


In the late rounds Manley landed 


clean, hard punches, but he never 
had Rosenbloom in distress. 


CLARKE KEGLERS WIN 
LARGESTU), PRIZES 


F. Felts Has High individual 


Average; J. H. Balliet High 
Game 


Prizes "won by Knights of Colum- 


bus bowlers Jn league keglinsr dur- 
ing: the season just close* were an- 
nounced the; other evening at the an- 
nual bowling banquet. The ClarUw 
team finished at the top 
of the 


league and copped 537.50. High In- 
dividual average prize ct ?i:.30 went 
to Frank Felt. 


The Clarke keglers also won "hlgli 


team score prize and high team sc- 
ries prize. Felt, captnin of the team 
took individual high serifs prize. 
Individual hiirh same prize went 
to J. H. Balliet. - 
lows: 


List of the prize winners follows: 


Team Event 


Team. 
Cant. 


Clark, P. Felt 
............ 


Loyola, C. Van Able 
........ 


Marquette. Rev. J. Esdepsky 
Campion, JM. King 
.......... 


Fordham, C. E. Mullen ...... 
Xotre Dame, A. Gritzmaclier 
St. Francis, A. Sautcr 
...... 


St. John, R. Merkel 
........ 


Creishton, W. Keller, Jr .... 
St. Thomas, A. Guycr 
........ 


St. Noi-bert, jr. Bauer 
...... 


Regis, H. Guckenbcrg 
........ 


Georgetown, "\V. Fountain .. 
Holy Cross, A. W. Van Ityzin, 
St. Lawrence, W. Timmers . . 
Trinity, F. Rooney, Jr. 
...... 


5S7.50 


30.00 
35.00 
S4.f>0 
34.00 
33.50 
33.00 
32.50 
32.00 
31.01 
30.0' 
20.0' 
2S.Oi 
26.50 
2G.50 
25.00 


Xndtrldaul High 


J. Balliet 
$2.50 


Individual High Scries 


F. Felt 
$2.50 


Team High 


Clarke, F. Felt, capt 
55.00 


Team Series 


Clarke, F. Felt, capt 
?5.00 


ISOLATION OF FAMILIES 


IS AID TO EVOLUTION 


Baltimore—(XP)—One big fact to 


account for origin of species of iso- 
lation—separation of families. 


This discovery is reported to the 


American Association 
for the Ad- 


vancement of Science by Dr. W. H. 
Longley of Goucher college as a re- 
sult 
of applying 
mathematical 


studies to millions of known species 
of plants nd animals. 


"The study of species In their nu- 


merical relations In their genera," 
he says, "and 
in relation to 
the 


areas they occupy, 
shows that no 


species-making occurs without ef- 
fective Isolation of the differentiat- 
ing groups." 


MAN'S JAWS SHORTEN 


WITH CIVILIZATION 


Washington — C<P)—The human 


jaw is growing shorter as civiliza- 
tion advances, because it gets less 
exercise. 


Men still have the same number 


of teeth, however, which sometimes 
results in some teeth being crowded 
out of place 
in the shorter jaw, 


says Major Mann of the Army S'ed- 
ical Museum. 


The museum has Just placed on 


exhibition various appliances -used 
for straightening teeth and guiding 
misplaced teeth Into their proper 
positions. 


Free Opening1 Dance, Apple 


Creek, Fri., May 1. 
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4 
5 
6 
7 
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9 
10 
11 
12 
13 
14 
15 
16 
17 
18 
19 
20 
21 
"2 
23 
24 
25 
26 
27 
28 
29 
30 
31 
32 
33 
34 
35 
36 
37 
38 
39 
40 
41 
42 
43 
44 
45 
46 
47 
48 
49 
50 


Individual Prizes 
Hy. Strutz 
F. Felt 
J. Balliet 
C. Van Ablo 
W. J. Frawley 
A. Grltzmacher 
, 


J. Brown 
H. Tillman 
R. Wellen 
H. Otto 
R. Merkel 
H. Is*. Marx 
R. Gee 
F. Haanen 
C. Wassenberg 
R. Mahoney 
J. N. Schneider 
IT. Timmers 
G, Sehommcr 
A. Siauter 
J. Helsrl 
J. Roach 
3<\ Stoc-gbauer 
R. Bentz 
Leo Rechner 
Rev. J. Esdepsky 
W. ICellcr, Jr 
M. King 
J. Haug 
J. Stelpriug 
M. Vander Hyden 
C. Arft 
J. Bauer 
J. Mullen 
I. Stone 
R. Connelly 
L. Schrclter 
R. Gage 
L. Vcrstegcn 
E. Mllhaupt 
"W. Timmers 
Bf. Bauer 
W. Steor.is 
E. Walter 
F. Pankratz 
; 


H. London 
L. H. Keller 
W. J. Foote 
H. Fassbender 
J. Quell 


$12.30 
10.00 


p.r.o 
Jl.OO/ 
S.5Q 
£.00 
7.50 
7.00 
C.50 
G.OO 
5.50 
5.2R 
5.00 
5.00 
4.7! 
4.7." 
•1.75 
4.50 
4.50 
4.50 
4.2.1 
4.25 
4.00 
4.00 
4.00 


:i.7r. 
n.fio 
:J.G( 
3.no 
.1.25 
n.25 
.1.00 
3.00 
3.00 
2.7.r, 
2.75 
2.50 
2.50 
2.50 


2.00 
2.00 
2.00 
1.7ii 
.1.7.-. 
.3.HO 
j.r>n 
i.oo 


Priceless 
Jewelry 
which 
once 


adorned 
women 
and men 
of tlic 


court of Nebuchadnezzar some 2500 
years ago, magnificent sculptures of 
the Sassanian 
period, 
and 
royal 


tombs more than C500 years old, 
have beon discovered on the site oC 
the ancient city of Kish in Irak. 


WHEN YOU GO 


Fishing 


Be sure to come in and 


look over our line of FISH- 
ING TACKLE. 


Prices are reasonable! 


GROTH'S 


SPOBTING GOODS 


305 "W. College Ave. 


Phone 772 


DID YOU KNOW THAT— 
W 


HEN 
Wilbcrt Robinson 


was a catcher for the old 
Baltimore Orioles, he 


was proud of his finesse in block- 
Ing at the plate ... he had a 
subtle way of kneeling with the 
ball right In front of the dish . . . 
to reach the plate, all the plung- 
ing athlete had to do was push 
Wllbert firmly but gently out of 
the way ... one day a runner 
charged smack into Robbie who 
was waiting with the ball . . . 
Tim Hurst was umpiring . . . 
"Safe:" cried Hurst . . . Robbie 
leaped 
tip 
roaring . . . "Safe! 


Why I had him froze! He's out! 
Ho was froze, I tell you!'' . . . 
Whei-cupon Tim, turning toward 
the press box his in the stand, 
cupped his hands and shouted, 
"Score one 'froze' for 
Wilbcrt 


Robinson!" 


Gone Fishing- 
Will be back Monday, May 4th. 


Mrs. Cahail will be in the shop 


while I am gone and is capable of 
doing: any repair work you may 
want done. 
CAHAIL 
THE TAILOR 


:;.,... rHt 
• - - ? ; 


HOME Or FINE 
^HOPIM%2£ 


104 E. College Ave 
(2nd Floor) 
Phone 2779 


Movie Invasion Gives 


China 'Great White Way' 


Hanlsoiv —(.<?}— The 
craza 
for 


movies has spread far into the in- 
terior of Szechuen province, taking 
with it the first practical step to- 
vrard modernisation ot the hinter- 
kind. 


In towns so remote that no white 


man except the missionary attempts 
to reach them, the coming of the 


j 'i!m has forced the use of electric 


I lishts. In many of these places the 
1 movie house is the only bright spot 
after sunset. 


Szechuen is the largest of Chinese, 


provinces. It is three times as big' 
as Texas, and it has a population 
of CO million. 


But most of It is shut off from 


the outsid« world. Good n»d», ej> 
cept for a few favored places «a3st 
only in the dreams of ambition* of- 
ficials. 


One result of this condition 1* to 


make news reels popular -with the 
movie fans. 
Some 
of the 
small 


houses show only that kind of pic- 
ture. Age is no barrier and films 
ci events dating before the world 
war can still be seen. 


Dramatic thrills, especially when 


the savor of the mysterious or su- 
pernatural, "pack 'em in" -in the 
Lack country, and the cM American 
serials have large folios-ings. Com- 
ftdy reels, however, are a dead loss 
unless of the slap-stick variety. 


TWO-TROUSER SUITS 


Rare Fabric and 


Tailoring Quality at 


35 


It's many years since you 


liave been offered Suits like 
these . . . the fine all-wool 
cloths; the firm hand-craft- 
ed tailoring and the very- 
choice variety of pattern 
effects. 
TWEEDS 


WORSTEDS 
CHEVIOTS 


CASSIMEEES 


THE 


WAN'S SHOP 
dink's 


129 E. College Ave. 


now they take care of the car! 


Gone is the need for taking the family car to one place for 


gasoline and oil, to another for lubrication, to another for 
tire repair, to another for brake adjusting, to another for 
battery service and to still another for washing. 


NOW — any member of your family who can drive can 


bring the car to this station and EVERY SERVICE A CAR 
REQUIRES (aside from motor repair) WILL BE PROMPT- 
LY, EFFICIENTLY AND ECONOMICALLY CARED FOR. 


Take advantage of this service tomorrow. 
' You'll ba 


amazed at the savings in time and money and the INCREAS- 
ED PERFORMANCE OF YOUR CAR WILL MAKE YOU 
WONDER WHY YOU HAVEN'T COME TO FIRESTONE 
BEFORE! 


Let us make every tire on your car 
as good as the new spare! 


• . . the "Fifth Wheel" on your car is your emergency safe- 
guard. 
Every wheel on your car should be a "fifth wheel" 


—your safety reserve. 


Firestone Gum-Dipped Non-Skid Tires make this possible. 


By actual demonstration, they are THE STRONGEST AND 
SAFEST TIRES IN THE WORLD! 


Let us quote you an attractive price 1 


Firestone Service Stores Inc. 


COLLEGE AVENUE AT RICHMOND « . . . 
PHONE 17 
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and Humor 


THE NEBBS 
Money Talks 
By Sol Hess 


UAVE. AKJ 
ATTORMSV' 


MRS OUflPTY_ 
SHE IS AXBClOOS 


TO OCTAIKJ A 


MR DUMPTV/DO 


' 


IS A 
•NOU VWAMT TO 


S WIPS TO. SET-A 


WITHOUT 
•p 


VJIFe WILL MEVeR 


i <2>ST A PIVOP2CE FROM 


SOT.KJO 
_ t UOVB MY 


v/JlPe ANJO TM RUNJKJIMG, 
AM &U£VATOCl OUST SO 
.1, CAW SENJD HER 


THAT *>- 
OoeSNJ'T" 


W&U., I'M 
TO Give YOU A CERTIFIED 
CHSCK FOR * 25,660'- IF 
YOU \Wltt_ ALLOW 


THE DIVORCE To 
<so 


<5lVE IT TO ME? 


X'LL GIVE VtX» A 
ReceiPT 
DlVORCe li^J FUUU 


?=***''• (Copyrltin. IMl.by Tlic Bell Syndicate, Inc.) Trade M«rk Ktg. V. S. Pa. OBic€ 


25,000 BUCKS ! SWEET 


CININTAMON! '_ WOW 


MUST HATE MS TO PUT- OP THIS 
KIKJD OS= C5OUGM TO SET R\C> OP 


ME.— 1 WISH SHE Hi/VTED 


SUCK'S VJORTM _ _ 
uerr 


PLAV PATTY-CAKE 


ELEVATOR 
IS MO\A/ 
A SUEST 


FRECKLES AND HIS FRIENDS 
A Surprise! 


F1WSER PEIMTS. 


THAT TUG CRCOV.' 
VMHO ST&L& OLD 


MAW WEcloRS 


RU8V IS 


FARBAR., 


DETECTIVE 


STEE-UE (.EAVES 


£LKMART 


FOC SHADVSIDE, 


TO GJtJESTlOM 


THE TICKET ASENT 


V;HO SOLD 


RARBAR A 


T1CICET. 


PPH 


KJCAM THAT 1 UiSJOSM 


VJHO THE CROOti IS. 


SWHO TO LOOIC 


FOR...AMD IF you MAOMT 
POUMD THAT CROTCH , I'D 


STIU_ BE IW DOCUi 


soup.... 


, HERS VMS ARS, 


GUSKT SACk VJHERS 


.... AMD 


THE NEXT TIKAE X SET 
FOOT in THIS TCWM X'LL. 


A VOOMS MAN 


BRACELETS /.' 


EVJER sss. THIS FELLOW 
BEFORE ? YOU SOLD MINV 
A TI04ET THE MISW OF / NEVER SAW 


HECTOR'S ROBBERY...- 
S 
U\H\ IN 


r 


THAT 


ISNT THE 
FBLLSR..'/ 


ir5 


BOOTS AND HER BUDDIES 
iffl 


That's Willie! 
By Martin 


SEE 
AMV- 
TH\N& 
,?4K^r- 
^ ^«^*ir> 
^«^ir*^-1-~ ^>-rt«V5. y^Trf. \ 
sfer^^> 
"».-,-;-« ^ ^--^ {<>• 


<s^ 


OT? 0V 


6V\\P 
"TO ^ 


WAV). 5Ptt 


VT £fe HOT Vr . 
ATVER M^ eU^ 
T\ND=> US , IT 
WOULD <SBT i-OST ? 


VOO CftM . 
TH\N\< OF Ttt' 
DAHNDEST 


Making a Run for It! 
By Crane 


REU.OVJINC3 , INVW CLOUDS, FOUBP-UNNBRS OF THE <\V>PROAC,U- 


6 STORM, APPEN? TOWMVD DUSK, PEO'RO, NERVOUS 


THE RUM-RUWMHR NeARERTrtE BAY, 
S16MM. LIGHT 


jjj« WE1, CtEA^'R ]^||gp^ 


A. COAST GUARD VESSEL IS 
WHERE NEAR—TKE UGVYT 
.BUNKED THE TJ^N&ER S16NAU 


OUT OUR WAY 


U O — BUT : WKTCH "ER GO. WE &£* 
WN'BY SNEAK IN THRUAViOTrtET?. 


GO THRO 


-SERIES 


OF BREATH- 


By Ahem 
OUR BOARDING HOUSE 
By Williams 


MO, MRS. MOOPL-E,^ 


3S"t?A 
HAT* 


By Blosser 


lEWSPAPER 


COME OM•— <5GT G-OIM' ? 
MOO'V-X. 


' 
O-OB v. .^ 
IF. 
, BdT^ 
75 •T^^ousA^4O UOUAPJ^, FOR 
TH.M ROUMOS 


LU ~TAi<re A 


UlfTf-i MV 


A I'M 
HERE >A~. so 


-TELL ME viriAT 
A T?EAL 


fO 


T A E S 
THIS spa OK 
OF ^ LOT OF" <3A6S7 


FOR--THAT FORTC/-TVS/O ROUMO 
r OF 
BLiT MV 
CLBAR O"F 
ARE VOLi "THE 
VOHO'SIT? 


«t «a* trr MCA ttmc*. me. 


Efficient Work this 
Spring and Summer 


will be the basis for good 
business six months from now 


in the 


Ba|p]JMp 


are ultra-modern offices that bring- 
greater returns in more and better 
work. The last word in comfort and 
health, they are offices that help 
people ENJOY their work. 


Let us assist you in planning1 your 


offices now! 


RENTAL OFFICE 


Second Floor — Oneida St. Entrance 


•\ 
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CHAPTER 9 


MAN JPRO.POS.iiS? 


AGDALENNA set down 7the 
breakfast tray ,.,\vith:":! a. tun 
She smiled down at Nora, the 


golden hoops swiug-ing beside her 
olive cheeks. She began to explain 
all the violent happeni-gs of the last 
few-, days. Magdalenna,;.gro_an.e_a- and 
flung her arms up, made the sign 
of the cross and cradled something 
n her arms. There •was anot!l^r baby 
somewhere; but "whether i- was the 
jaby of her mother.- Nora * never 


Then --agdalenna kissed No- 


ra's hand and thumped out on her 
sturdy, peasant feet; 


Nora put the tray on the table, and 


drew .it-up 'beside- the •window. She 
"drank the tepid coffee-and ate rolls 
:with a lusty- young appetite. :She 
-loved her funny .little room, the old 
chest of drawers, thes mirror In. its 
tarnished gilt 
frame. . Everything 


•.seemed , charming . this ' morning. 
-What' would 'Nicholas so." -whenVhe 
saw her? 


—HOT would he loote at her?. 


* When she had drunk :th* last drop 
of coffee and .eaten, the crumbs-of 
her rolls, she drew out a battered 
diary and began to flutter through 
the pages. It was a long since she 
had made an entry. 


Here they -were—those old chay- 


ters..of her wandering life with Ju- 
lian. ...here and there, never' satis- 
fied,' always hoping-. 


She read over a few of them. 


Oct. 7 


Saw spires of Oxford. Stole .into. 


Dean's garden. Roses and. sundial. 
Julian met Englishman .in Inn; Ter- 
rible fight. Julian very drunk Woke 
me in the night to say he was going 
to cut fellow's throat. Left Oxford In 
morning. 
- 
. 


NOV. 2 
• - - ' . : • 


Trossachs. Rain.. all day. 
Julian 


very sweet. Borrowed two 
pounds. 


Leaving at once. 
Feb. 20 
: 
Villa Augustin, Lime trees. Sun 


shine. Sea. Julian feels he can work 
at last. Showed a man 
his 
last 


painting. Did not 
buy 
it. Julian 


drank all night. Going to stab hiin 
with palette knife. 


She began to write; 


April 13 


Nicholas Thayer arrived. Most un- 


plen.sant. But after you kr.ow him— 


There was. alig'ht tap on her door. 


She tucked the book under her pil- 
low and turned as her father came 
into the room. He looked very well 
pleased with himself,' clean shaven, 
his, dark hair brushed in. its crest, a 
flowing black .tie under, his chin. He 
straddled 'a chair aud grinned at her 


"Well, Nora, my . own, how are 


you? I've. good news ,for you!" Joe 
said gayly. 
. . . 


"Have -vye come into a fortune?" 
He pulled out a cigarette from a 


flat tortoiseshell case and lighted it. 
Nora noticed for the first time that 
he was nervous. She thought, "He's 
in a hole. He doesn't know how to 
toll me." 
''•""• 
. 


"You might as well tell me u.t once, 


Julian!" 


"I spent the afternoon yesterday 


with Helen Ncvers. And the truth 
is—the fact is—" ho inhaled a great 
breath of smoke and flung back his 
head, "I'm going to marry her." 


She could not say a word. She felt 


a suffocating emotion take posses- 
sion of her. 


"Well, aren't you going to con- 


gratulate me?" her father asked air- 
ily. "It's the best thing that ever 
happened to us, Nora. She has 
enough money, and -a place at St. 
Jean de Luz and she loves to wander 
about just as I do. Besides she's a 
charming woman!" her father added 
when he saw her eyes pitilessly on 
him. 


Pie went on in an aggrieved tone; 


"Here on the happiest day o£ my 
Ufa you're going to ;.it like a clod. 
You're jealous!" he cried i i triumph. 


"Perhaps I am," Nora admitted.. 
"This isn't like you. I can't under- 


stand you at all!" 


She was not glad. She was confus- 


ed and angry and hurt. She loved 
her father, but she despised him a 
little and pitied him more. But sud- 
denly she realized what it meant: 
She was free. She. was ashamed as 
this feeling turged through her. Her 
face lightened, she held out her hand 
like a boy, and lie grasped it. 


"There, I knew you'd sec it as 1 do. 


She's always admired me. I saw that 
tho first time I met her. "We've even 
decided about you. Wherever we go 
you'ro to come. You'll find she's a 
charming woman as you know her 
better." Her father rambled ,on .while 


Nora sat looking at him. 
Did he 


think that she; would let Mrs. Nev- 
ers support her ana -go.trailing after 
them all over Europe? 
Her fierce 


young pride rose up. In arms. 


How could Julian think that sh» 


•would let Mrs. Nevers dispose of 
her life in this -way? Her rebellion 
.flamed into words of protest. 


"But I couldn't, Julian. You must .( 


see that. Not on her money!" 


"But it will be my money then!" ,J 
He stood up. "I'll tell her that 


you're delighted, Nora." 


"No, tell her that I give toy con- 


.sent." 


"Splendid!" he laughed, 
"splen- 


did!" 


She was^free now. She tried to re- 


capture that first 
sharp thrill of 


freedom but that was dulled by fear. 
For she felt desolate as though a. 
child whom she had loved1 arid .watch- 
ed over had been snatched from, 
her.. - Henceforth Helen Nevers arid 
not "herself would be :resporisible for 
aim. 


What a .terrible thing It was to be 


penniless. She thought of ways and 
means.- -But.of whom coulcHshe bor- 
row money. Nicholas 
she stood 


up and went to..-the ' window. 
She 


saw. - a. man". climbing . the.. hillside; 
something in .his..swaggering walk, 
made her think it was'Nicholas. 


She flew out of .the'house and .fol- 


lowed the narrow path,'that -led up 
the hill to. .the-chestnut trees. .She 
topped the hill anS^saw his figure 
clear against the sky; then 
he 


dipped down iftto the valley and she 
went more,, slowly ,in p-jrsuit. When 
she , reached him, she saw he was 
leaning back against one ;,of the 
chestnut. trees, his" legs, stretched, 
straight before him.- , 
, 


He was, 'not. at all as 
she: had 


thought of .him. The unsparing light 
showed his face older, more seamed, 
with a grayish pallor oh the cheek 
bones: He looked up as though she1 
had interrupted, him when she came 
to .sit timidly at some distance from 
him. 
-'• 
' 
: 


"What's the matter?" he asked, 


frowning. 
• - 
-.-• 
'. 


"Julian is going 
- to -marry Mrs. -'. 


Nevers." 
- 
•• 


."Yes?" 
' 


.. "He 
tol<J you?" 
.-' 
' ' 


. "Last night." 
' . • ' • . 


He. looked at her keenly :as he 


added, "You don't like Mrs. 'Nevers?" 


"No, I hate her.".'she said, a sob 


almost bursting from. her. 
" "And you'd do anything to 
get 


away?" 
•'. 


"Anything." she whispered. 
He took his pipe out of his pocket 


and an oil-skin bag- of tobacco. He 
packed it awkwardly with his left 
hanch 
She watched'him In. silence 


until he motioned that she draw 
closer 
to him. 
She waied, 
her 


arms about her knees, staring down 
the .hillside with pallid olive trees, 
arid -off to the brilliant sky. 


"I had pleasant 
news 
too, this 


morning," 
he said in a matter-of- 


fact voice. "Dr. Madronl tells rao 
I'll never 
use my 
hand again. 


Paralysis," his. face contorted with 
the last word into a grimace. 


It was as though all. the familia 


things she .knew were gone. 
She 


had stepped off into some 
lonely 


place where he and she were shut in 
by pain. 


"If I hadn't asked you to open th© 


shutter—" 


"If! If! If! he said violently. "If I 


hadn't met your father, at the pen- 
sione, if I hadn't come to stay with 
him. if the nail hadn't been there.1.' 


"But some doctor can 
do some- 


thing." 


"The fools of doctors!" 
., 


'"You'll find some one to 
cure 


"I haven't your belief'in the kind- 


ness oC . .-. God," he said bitterly. 


A ..tear ran crookedly down her 


cheek and slipped into the throat of 
her dress. She leaned toward him: 


"Would you take mo with you? 


Would" you take me home?1' 


Was she as innocent 
as 
she 


seemed or was she a bold little ad- 
venturess? Knowing her father he 
could believe it only too well, but 
looking1 at her white face he knew 
she was not bi-azen but desperate. 


"Do you 
mean would- I 
marry 


you?" he asked brutally.- 
(Copyright, 1930, Jessie Douglas Fox} 


Can money cost too much, 
as 


Nicholas suggests tomorrow? 
I>cr« 


liaps that is why Nora's, trip to '" 
Naples isn't a joj':riile. .;,, \_. 
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•anil tho site of 20 monasteries. Its 


j precincts have ali\ajs been closed 


j to females, wherefore there weren't 


Athens—OK)—The monks olMount* any htns, wherefore they weren't 


LURE OF OMELETS 


UPSETS BAN ON HENS 


Athos are going to have eggs for 
1-eakfast. 


The "holy mountain," is a. monas- 


tic republic under Greek sovereignty. 


any eggs. 


Bui sorn^ of the monks decided 


that an appetite for eggs was as 
natural to a holy man as to any 


other, and went Into the poultry 
business in a small way. 


The feminine cackle of hens came 


in time to the shocked ears of the 
monastic council, which appealed to 
tho representative of th3 Greek gov- 
ernment, \\ ho inferred th» matter 


England may have night football. 


to the Foreign Office, which referred 
it to the cabinet. 


And the cabinet said the monks 


could keep hens or could refrain 
Madison. Wis.—(XP)—Stuttering is 


REPORT MORE BOYS 


STUTTER THAN GIRLS 


from keeping hens, just as they lik- 
ed. 


So the monks of Mount Athos are 


having eggs for breakfast. 


four times as frequent among boys 
as girls. 


This is the proportion among 10,- 


000 stutterers studied by Dr. Kobert 


'\Vest, pathologist of the University 
of "\Visconsln, Dr. Lee Travis of the 
University of Iowa and Miss Pauline 
Camp of the Madison public schools 


Thu girls, they find, retwer moie 


frequently thsn boys. The 10.000' 


so that the investigators concluded , tslligence tests the rtutterers equaled 
there are more than 220,POn stutter-! normal young people. 
ers in the United States between the- 
ages of 6 and IS. 


The affliction se'.dcm besir.s 


[ 
When it become known recently 


b^-j that a "detector" was being used io 


tive cross-section of the population , spread appears around 12. In m- censes in three days. 


Very Liberal 
Terms Prevail 
During This 
Great Sale! 


$7.95 


Lawn Mower 
14-in. blades; 
ball-beariogl ^ 
Last Day! 


New Lamp! $4*95 Oil-Pot 
Last Day 


bf? £f> \7olTTof 
T .amri 
TlofOfcirr* ? 
$12.50 Value! 
Lamp 


Occasional 
Table! 
$695 


Special! 
Last Day! 


$1430 Co-< 
lonislSpin-4' 
etD^k. 


.Bargain 
$29*95 Studio 
Priced! 
Couch! 


Store Open 


Saturday 


Night 


(Other Evenings 
By Appointment) 
Octagonal 
top! Large! 
|£ $"198 Inccr" 
Direct or in- 
direct style! 
3 candies! ... 


•or Chair 
Tomorrow!... •*• .• 


WORLD'S GREATEST FURNITURE SALE 


Last Day Special! 


Simmons 3 Pc*Outfit! 


$20 value! Simmons Metal Bed, un- 
grained walnut finish! Simmons soft 
cotton Mattress! 
Simmons restful 
Spring (full or twin 
size)! 3pieces!. 


Last Day at This Low Price! 


New Style! Rich Mohair! Smart Moquette Re- 
verse Cushions! Serpentine Fronts! Large Sofa! 
Button-Tufted Chair! Regularly priced #79, Satur- 
day Last Day at only 
Jja..... ..,,.„.j......... 


Oak! 8-Pieces! Save Last Day! 


Smart English Design! Solid Oak! Extension 
Table with 12-Inch Folding Leaf! 6 Chaks 
with New Rust-Color Vclour Seats! Large 
Buffet! 8 Pieces! 


Screen Grid 


Mantel Radio! 


Symphonic Dynamic 
Speaker! Shielded 
Screen Grid Circuit! 
Tone Control! Illumi- 
nated Dial! Hand, 
some Cabinet! . ... 


Down! $125 Weekly! 


CONiPLETE 
JCvcrcody Ttibfa 


Queen Anne Suite! Last Day! 
Maple Colonial Suite!Tomorrow 
Venetian! Last Day Price! 


Last Day Bargain! Rich Rose and 
Taupe Velourl Tapestry Re- 
verse Cushions! Smart Black 
Welts! 
„ 


Regularly 
$791 Ripple Maple 


Veneers! New Bungalow Bed, 
Chest, Dresser or Cabriole-Leg 
Vanity! ..,... ,K,.-........ . ^K^.. .... » 69 


Rich American and Oriental Wai- 
nut Veneers! Semi-Poster Bed, 
Chest, Dresser or Vanity! Worth 
£99! 
79 


$99 Dining Suite! 


Back Chairs with Multi-Colored$ 
Jacquard Seats! 
Last Day at. .... 


Large Buffet! 69 


Solid Oak! SaveTomorrow! 
Rich Cathedral Brown Finish! 
Knuckle-Jointed Table! 4 
Windsor Chair with Stencil 
Trim! $2950 Value! 


- 


LAST DAY RUG BARGAI 


Seamless 
Axminsters! 


Finest quality! jt "•> fA Cfl 
Size 9x12! £67 *? ^ yj-1^ 
value! Tomorrow 
^J -^ 


$4 Down! $130 Weekly! 
Moth-Proof 
Rug Cushion! 


£6.95 valnc! <£ ^ j^Q 


9x12 Oriental Reproductions! 
Rich ... luxurious! Look and 
feel like genuine Orientab! 
Regularly £88! Last Day!... 


$6 Dmrnl $130 Weekly! 


Wool Velvets! 
$37.50 Value! 


Last Day super- d; /^| jf~ £?rt 
value! Size 9x12! H* / ff^-3^ 
Only 
&*\J 
, 


f230 Dovn! f!35 Weekljl 


Sire 9xl2J 
inch felt 
54- 


27x50 Inch 
Axminsters! 


New patterns! 
dj-jf 


Heavy quality! 4s I 
$Z35 value! 
J- 


6-Ft. Wide 
Feltoleum! 
Congoleum 


3 Pieces! 


Bright new de- 
sgna and col- 
ora. Sq. yd. ---- " 


Carriage! 


Worth $1995! 


Smart beige color woven fiber 
with dainty stencil design! Full 
hood and tubular pusher! 
Safety strap! 
Fri 1 size 
Special at 


! , 
! $1 /C 
. 
JL\J 


9x12 Crescent 
rug and two 
18x36 toatsJ ---- 


3"Pc Suite! Last Chance! 
Durably Woven Fiber! Gaily , 
Trimmed! Cretonne Auto-ip 
Spring Cushions! Settee, 
Rocker, Chair! Worth #39.501 


^^WWH^M^W 
• 
• 
" 
' 
I l»» I 111 IN^l 


$16.50"Rome" Innerspring 
32 Pieces! 
50 Pounds! New "Hartco" 
Vacuum 
Day Bed 
Mattress! 
$4.98 Value! 
All Steel! 
Washer! 


Flounced jfe-f >^QC 
"Leewest price <fc/^7C 
Yellow, with d;^ QQ 
Green 
d?"-* A QC 
Haitman<ir r* 4~\C*t* 
WrA 
SS5.?1295 ^5T«*.$975 SS.'!°."!$389 s%s%$249 ££>°:$5995 ^"° 


Sweeper! 
Bassinet! 
Stroller! 


Worth $5.95! Worth $12.95 


with floral 
trim! 


Buff fibcr! 
Lcat 
«cat! 


Hartmon's 


Always 
Sea for 


Less 


WORLD'S LARGEST HOME FURNISHERS 
ARTMA 


A National fmtthitton 


214 W. College Ave. 


Everything for the Home 


Appleton, Wis. 


Trade in Your 
Old Furniture 


on the 


Purchase of "New 


»! 


If-' 
i'l 


Super Special! 
Lounge Chair! 


Very 
newest *ty!el 
Smart 


denim upholsteryl Richly 
carved !<"«! Deep and roomy! 
Usually *«-9* . 
UstDly 
$-1 
95 


bargain! 


-1 Q 
JL 37 


=-•• * <-;£'H;,r.r> 


i 
' 
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SEE NEW COUP 
AS PILSUDSKI 
QUITSRETREAT 


r Poland's 
Political 
Circles 


Uncertain 
Over 


Future 


Warsaw—W)—The vigorous and 
' evidently refreshed Marshal Joseph 
' Pllsudski who ca,me back recently 


from the Portuguese island of Ma- 
deira brought 
-with him an air of 


electric uncertainty for Poland's po- 
litical circles. 
Persons who work with the mar- 


shal say that whenever he has to 
*ettie important questions, he al- 
ways seeks solitude. 


„ 
So they couple his sojourn in 
a 


monastic-like retreat off the African 
coast, with the fact that his last 
press interviews, before his depar- 
ture, dealt with constitutional ques- 
tions. They predict that changes in 
the foundation of the Polish repub- 
lic are in the making. 


Before the coup 
of May, 192G, 


"when PilsuJski seized power, --he 
.spent more than a year in his mod- 
est summer residence near Warsaw. 
So little was seen of him that poli- 
ticians forgot to include him In their 
calculations. 


Coup Like Clockwork 


He came out of that retreat with 


every detail of his coup worked out 
In advance. Not only the stroke it- 
.iself Tbut its 
administration after- 


iwards Vnioved as if: on well-oiled ball 
bearings. 


I/ast summer the marshal disap- 


peai^ed again from public view, this 
time spending many weeks at his 
,farm near Vilno. Rumors were cir- 
culated that his health was so bad 
"that he had been forced to retire. 


But in August he jumped back 


Into the political fray. He caused 


• himself to be appointed premier, dis- 


solved the diet and called new elec- 
tions. 


So his sojourn in Madeira has had 


some nervous reactions on the body 
politic. 


"What was lie plotting there? Is 


lie going to give us a new 'magna 
charta' for 
Poland?" 
These 
and 


similar questions are heard on all 
aides. 


The present constitution is only 


ten years old and has already under- 
gone some changes at the behest of 
Pilsudski. He has always, however, 
preached the need- for greater presi- 
dential powers. 


"Manipulation" Called For 


The government party holds 274 


out of 4.44 seats in the Sejm or 
lower house, and 74 out of 111 in the 
•upper c h a m b e r . Constitutional 
changes require a two-thirds vote 
in each body, and while the Sejm 


- Is "in the bag," the upper house will 


require some manipulating. 


If they could understand what it 


Is all about, his two young daugh- 
ters might be able to answer the 
queries. They are privileged char- 
acters and burst Into his study at all 
hours. Sometimes they even break 
up the games of solitaire with which 


, the marshal rests his mental ma- 


chinery when the cares of his posi- 
tion, weigh heavily. 


when he came back from. Maderla 


there was a big official gathering at 
the Warsaw railway station. But in 
the midst of the speech of welcome 
the youngsters scrambled 
through 


.the crow* and hurled themselves 
on their father, clinging to his neck 
and effectually halting the formali- 
ties. 
• : • • ' . : 
. 
" 
. 
• : 


LIST MANY TITLES IN 


STUDENT COMPILATION 
More than 100 titles are listed In 


a bibliography on corrosion in the 
Pulp and Paper Industry compiled 
by H. J. Irwin,- a student at the 
Lawrence college Institute of 'Paper 
Chemistry. Mr. Irwln's bibliography 
appeared In the last Issue of the 
Library Bulletin 
of the Institute. 


Irwin is a graduate of Simpson col- 
lege at Indianola, Iowa, and will 
complete his first year of. post grad- 
uate work at the Lawrence' Inati- 
•tute this June. 
15 RAILROADS OPPOSE 


NEW RATES ON GRAIN 


Chicago —-VP)— Mfteen 
leading 


railroads filed suit In federal dis- 
trict court Thursday to enjoin the 
Interstate Commerce 
commission 


from putting new rates on grain and 
grain products 'into effect June 1. 


The petition said the average loss 


:to the carriers on the various classi- 
fications would be 10 per cent. The 
largest 
reductions, in rates are 


'scheduled for the southwest and far 
.•west. 
' 
' 
' 
. 
' 
! 


Other plaintiffs include the Mil- 


waukee road, 
Great 
Northern, 


;Nprthern Pacific, Chicago and Alton 
and Chicago and Northwestern. 


PICKING UP 


Washington—It is expected that 


aircraft manufacturing will take a 
decided turn for the better when the, 
government lots contracts for 
G 88 


military planes sometime during the 
next two months. It will cost about 
$24,000000 for.these craft, 
870 of 


Which will go to the Navy and the 
remainder to the Army. 


STUBBORN SORE 
QUICKLY YIELDS 


TORESINOL 


_ 


|>y a sore which resulted from a. 
•fiver runr under my thumb nail. 
Practically my whole hand became 
Infected. For three months my 
thumb would not heal and nail 
would not grow on it; After try- 


' tog several; prescribed treatments' 
*o no avail, I purchased Resinol 


; Ointment. In:ide of two weeks 
, *h*»or* began to heal and after 
. th« third week the new nail WM 
•Iwevt complete." (Stoned) — 
Mra. Helen M»ck, BrighUnoor. Mich. 


VbMfaol Olntnient *.n<) Rrainol Soup are 
„ *«*»In»We for all kinds of gkiii disorder*. 
. JWfc your drujciist foe them. Forjfrte 


- 


How To Play Contract Bridge 


By Wilbur C. Whitehead 


A GOOD EXAMPLE OP END 


PI/AY 
* A 6 5 
V AQ7 
• Q 10 5 2 
# KJ10 


K 4 8 2 
J 3 8 4 
7 6 
9 5 3 


N 


W 
E 


J10 9 8 
103 
8 4 3 
A Q 7 2 


'•/ K 6 5 2 
• A K J 9 
+ S 6 4 


Contract Bidding 


1st Rd. 
2nd Rd. 
South 
• 1 • 
Pass 
West 
, Pass 
Pass 
Nortn 
3 N. T. 
East, 
Pass- 


Auction Bidding 


1st Rd. 
2nd Rd. 


South 
1 4 ' 
Pass 
West 
Pass 
Pass 
North 
IN. T. 
East 
Pass 


The abore deal is aa sxampla 


of where North playing the iiand 
at No Trump should properly re- 
sort to an end play rather than a 
finesse in-order: to make a game. 
There'can be.no doubt about 
No Trump being the proper' dec- 
laration, or about bidding for the 
game at Contract. It so happens, 
howerer, that East's original lead 
may put the Declarer in an awk- 
ward position. 


Salient Points of Bidding 


Contract: S6uth makes the 
min- 
imum opening bid of One Dia- 
mond, and, West passing, North 
with 3 Quick Tricks in hand— 
Hearts 
and 
Clubs; • apparently 


stopped twice, four. Diamonds to 
the Queen, practically assuring 
that suit in view of partner's bid, 
and the Ace of Spades-—bids Three 
No Trumps, concluding the bid- 
ding. 


Auction: South opens the bid- 
ding with One Diamond, and, 


West passing. North bids One No 
Trump concluding the bidding. 


Hie Play 


East opens the Jack of Spades. 
This may or-may not be the top 
of an intermediate sequence. 
If 
it is, the Queen in Dummy will 
take the trick and Declarer will 
have three odd in sight. If it is 
not, then South's Queen can never 
take a trick at any rate, BO the 
proper play from Dummy is the 
Queen of Spades. West plays the 
King. Declarer refusing to take 
the trick, West returns the Two 
of Spades and is marked with hav- 
ing held either four or two origin- 
ally. As far as North is concerned' 
it makes no difference Sn his play; 
he should play the Ace. 
. 


. Declarer will still go game If 
the adverse Hearts are evenly di-. 
videdj or if West and East each 
have four Spades and he" can" 
guess the Club properly, if there 
should exist any favorable situa- 
tion whatever in the suit. . 


However, if Bast should .have 


held six Spades and the Ace of' 
Clubs, there would be n& hope 
should the Hearts not break. U 
East should have happened to 
have held but four Spades origin- 
ally and the Ace of Clubs, South 
can go game at any rate no matter 
where the Queen of Clubs may be 
if he .will refuse to take a finesse. 
Accordingly 
he 
takes 
two 
rounds of Diamonds and shifts to 
the Hearts'in1 order to test that 
situation while he still has a Dia- 
mond entry in his own hand. The 
Hearts being unevenly divided, he 
returns to the Diamond after tak- 
ing, the Ace-King and Queen of 
Hearts, and takes the last Dia- 
mond trick in his own hand. He 
then plays a small Spade putting 
East in the lead, and he must in 
the end make .his King of Clubs. 


Mr. WTirtthtad wiH «n*wtr eat qncttion * 


ft time co&eerttiag, yoiir bridge'problems. Writ* 
to. him care of th* paper, enclorins wlf~ 
iiddreued stamped envelope. 
Copyright ;I931 by The-Bell Syndicate, Inc. 


Post-Crescent Newsreel 


Shows King's Abdication 


Scenes from Spain as the king ab- 


dicates will be shown in the Apple- 
ton Post-Crescent Newsreel, a new 
feature of the screen program at 
Appletbn theatre,: Sunday, Monday 
and Tuesday. 


Cheering, 
swirling 
'thousands, 


massed in celebration of the new 
freedom-,born when the nation was 
engulfed by revolution, hear Alcala 
Zamora, rebel: chief and first provi- 
sional president of the former mon- 
archy, tell of the fall of the Bour- 
bons, represented by Alfonso, and 
give promise for the future. 


The new news reel will show two 


flying pictures; the presentation- of 
the Collier cup, for greatest aero- 
nautical achievement of the year, 
to Pilot Jimmy Kay by President 
Hoover; and Roger Wolf-'Kahn, mil- 
lionaire's 
band leader-aviator son, 


swooping 
down; to within 
a few 


yards of a building only 102 feet 


high as he scoops up a pdstaLpouch 
catapulted. from the root : of the 
structure. 


The arrival of King Prajaihipok 


and bride, one of the world's three 
remaining absolute monarchs,- ,-ln- 
America Is depicted, as is the an- 
nual processional .of the 'holy blood 
at Bruges, Belgium, one oEtlie! most 
impressive of all Passion week fetes. 
A giant review at Tunis, Tunisia, 
for the benefit,of Doumergue, retir- 
ed president of France, ls( also 
shown. 


Other parts' of .the news reel will 


show Maggie, who will offer her off- 
spring to Admiral Byrd . to .replace 
"Igloo," circus clowns learning'the 
art of leaping, and the : jungle king 
in his weekly bathing set-to. 
: 


. Public Dance, Eagle's Hall, 
Friday, Ted Mauthe's orch. .,"• 


HEALTH RECORD IS 


BETTER THIS YEAH 


Only 62 Cases of Contagious 


Disease Reported in First 
Three Months 


Though Appleton's 'health 


this spring Is .worth :1x>aiitlng;.about 
health officials are rapplns.on-'wooi 
snd keeping their • thumb* crossed. 
During the first three months :this 
year there /have been; only 62-caaes 
of contagious disease, compared' to 
364 during the same period 
last 


jear. .-In 'January, \, February and 
March of 1930 their* were. 515 cases 
.of chicken pox, measles, • 'iriuinps, 
whooping cough' and-,; •.•tuberculosis 
26 'of scarlet, fever, • four: of ;. diph- 
theria/and' one of meningitis. JDuring 
the same months -ot .1931 : ther.e were 
a'l .casesjpf chicken .'.pox,, .measles 
mumps ; arid whooping cough' anifi 
tuberculosis, and only four; cases of 
^carlet fever/ and four -of diphtheria. 


, However, .health ^officials 
warn 


< hat such -a situation': can continue 
only when the utmost precaution-; Is 
used against .the: spread 
of conta- 


gion. Children who show. even: the 
slightest' evidence of Illness ; that has 
not been diagnosed should be kept at 
home and a" physician called. . The 


COO KING CROQUETTES 


AND ROASTING 


COFFEE HAVE MUCH 


IN COMMON 


Success Depends Upon the 


Rule—A Little at 


a. Time 


Careful cooks do-not. crowd - too 


many croquettes into the • hot, fat 
because they lower the tempera- 
ture and then, absorb greasel Cooki 
ing a few at a time' prevents this. 
In roasting- coffee .there is simi- 
lar difficulty -when, too inuch is 
roasted at once. It is" impossible 
to control the heat" and often, as a 
result, part'of the batch is over- 
done and _'part"- underdone. This 
causes variation in.flavor. 
Hills Bros.-,' following' the rule 
in the croquette;recipe, roast only 
a few pounds of coffee-at a time 
by their patented, continuous proc- 
ess—Controlled ^Roasting-. There 
is no variation; in tha roast be- 
cause there is accurate control" of 
the heat,'also 'of "the flow of coffee 
through the roasters.. A rare, "uni- 
form flavor is developed such as no 
othei coffee has. 
' . 
Grocers -everywhere cell Hills 
Bros. Coffee in vacuum cans that 
keep it fresh.' Air, which destroys 
the flavor of coffee, is removed 
from the cans when they are 
packed, and kept out. Ordinary 
cans, even if'air-tight, do not keep 
coffee fresh. Ask. for Hills :Bros. 
Coffee by name and look' for;•'-the 
Afab-^the trade-mark—on-the can. 
Hills Bros. Coffee, Inc.,'Chicago, 
Illinois. 
' • • ! . ' . • 
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Our f 5 Safe 


Continues Tomorrow 


With Hundreds 
of New Arrivals 


The Hat You Want 


at the Price You 


Want to Pay 


There's simply no end to the styles 


that are smart this season—just doz- 
ens of shapes and colors and straws 
and;fabrics — and all of them just 
right for one occasion or another. Pet- 
tibone's is ready with everything 
that's new, and desirable. 


Every shape, every size, 


every color is here. 
Wiry; 


look farther? 


Department 
Second. Floor 


THEPETTIBONE-PEABODYCQ 
ii 
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clothing of children at thl* time 
•Kould-b* given particular attention 
Ic Is pointed out so that colds, which 
often run' Into more serious diseas- 
es, can b» avoided as much as pos- 
sible. 
' 
; 


The reason a tad egg floats in 


ter is that erases have formed Inside 
owing to decomposition. These make 
it lighter than a good egg, which 
contains' white and yolk only, as 
these are heavier than water. 


"LOOKING AND 


FEELING 100; 
BETTER," SAYS 
MRS. RODMAN 


Indianapolis, Ind.—"For many years I 
lived constantly in the dread of consti- 
pation," •writes Mrs. G/M. Rodman of 
this'city, "exerting the greatest care in 
'inyBelectionpffobd. Upon the advice 
,'of 'my doctor, I • commenced taking a 
'small quantity of Pluto Water each 
night and morning, diluted in plain hot 
'water. It is an unequalled preventive. 
:Since beginning to use Pluto Water 
regularly I both look and feel a hundred 
.per cent better." 


Mrs. Rod- 


man's case is 
only one of 
hundreds on 
file, Pluto 
Water gen- 
tly, 
surely 


flushes the 
system clean 
of waste poi- 
sonathat 
cause untold 
suffering. It 
cannot gripe, 
cannot, form 
a habit. 
Works 
in from thirty minutes to two. hours. 
It is Nature's own way of reh'eving—• 
preventing constipation. 


•' 
: 
* "* ». 


Pluto Water is bottled at French 


Lick Springs,-Indiana, and is sold at 
drug stores and fountains everywhere. 


BI7MARCK 
HOTEL CHICAGO 


RANDOLPH AT LA vTALLE 1 
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Sale of Men's 


Silk Handkerchiefs 


i.OO and $1.50 


Value 


l/Z off 


White habutai or jaequard silk with hand- 


some borders in stripes, dots, and modernistic 
patterns. Brown,' blue, green, red, gray and 
tan appear in contrast with the white centers.' 
These are regular $1.00 and $1.50 handker- 
chiefs at just half their former price. 


New! 


Women's Handkerchiefs 


with Bold Bedouin 


Stripes 50c 


Th'e bold, • dazzling colors of -Egypt, Arabia 


and -Algiers Jiave introduced themselves into 
theseT,new 'hankies. 
Bed, white and black, 


.yellow and orchid, green, white and black are 
typical color schemes. 50c each. 


. 
: 
, .„ Pettiborie's First Floor — 


Van R a a f t e 


//r 
... // 
rauntex 


Gloves 
$1.50 


' 
A- new. type of silk glove that has almost 


the texture of a soft kid. In sis button length, 
demi-mousquetaire style. The new colors are 
peach, biscuit, and white. $1.50 a pair. 


The Newest Summer 


Glove is Net 


$1.50 pr, 


. How charming with 
a billowy 
organdy 


frock, these new net gloves that are so per- 
fect for summer afternoons. 
The" 12 button 


length in black, white or eggshell at $1:50 
. a pair. 


12 Button White Silk 


Gloves $1.50 


Girl graduates, party goers, brides will 


want -these smart new white silk gloves in 
this desirable length -— 12 button. $1.50. 


La Rue French Glove 


Cleaner 25c 


Remarkably effective for glazed kid gloves 


—not' to be used on suede or dull-finished 
types. Just rub it on and off again and the 
dirt goes with it. No odor or moisture. It 
will remove grease spots from fabrics also. 
.25c. 


—• Petttbone's First Floor-— 


Here is the newest Spring hosiery shade 


"Color-of-the-Month 


for 


MAY 


A delicate yellow 
beige—like pale am- 
ber—for your new 
Spring ensembles 


In the new 


Magic 
Twist 
with 


Heelseal 


*|.25 


to, 


$J.95 


.A r thrall 


SILK STOCKINGS 


A generous sized package 


of little pads for removing 
cold cream. A 50c value at 
25c and a wonderful conve- 
nience. 


— Pettibone's, First Floor — 


Pacquin*s Hand 


Cream 


50c and $1.00 


It literally smoothes away 


every trace of contact with 
household tasks. Leaves no 
trace of stickiness and makes 
the hands soft and. white. In 
n'ars at $1.00 and in tubes at 
50c. 


Special Offer 
of Ambrosia 


$3 Value for 


Light and dark Peanut 


Clusters, 29e a pound. Three 
color pan. candy at 29c 
a .pound. Split Cashew Nuts, 
at 58e a pound or 30c a half 
pound. 


— Pettibbne's, First Floor— 
PtTAtIS 


soothing 


Cleansing Liquid 


Liquid Pctalia 
dissolves pore- 
. dirt instantly 
... gently* It 
lasts longer 
than a couple 
of pound jars 
of cream . . , 


With the purchase of a 
$1.00 
bottle of Ambrosia 


Cleanser you will receive a 
'$1.00 jar. of Ambrosia Cream. 
and $1.00 jar of astringent. 
All for $1.50. 


— PetUbone's, First Floor — 


Flexible Crystal 
Bracelets $1.00 


Four rows of crystal beads 


make a lovely bracelet for 
evening or afternoon wear. 
They're the very newest note 
in jewelry. $1.00. 


— Pettibone's, First Floor — 


The New Gray Purse 


is a Smart Accessory 


$2.95 


In a season when gray is so important the popularity of the 


gray purse is assured. If you have.a gray coat or suit or frock, 
then a gray purse is a necessity. New ones at $2.95. 


—• Pettibone's, First Floor — 
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Couettes 25c 
Candy Specials ( 


tn. dainty gold cartons 
JL»O(J 
j 
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